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PHYSICAL   SCIENCE. 


CHAPTER  I. 

MEASUREMENTS. 

I. — General  Principles  of  Measurement. 

Experiment  1. 

f^  B         Mark  off  on  the  edge  of  a  piece  of  paper  a  dis- 

™^*'*      tance  eq.ual  to  the  length  of  the  line  A  B  (Fig.  1). 

Experiment  2. 

Draw  a  line  the  length  of  the  distance  laid  off  on  the  edge 
of  the  paper. 

Which  of  your  senses  do  you  use  in  detennining  the  equality  of 

the  lengths  ? 

Experiment  3. 

Lay  the  edge  of  the  paper  with  the  length  A  B  marked  off 
on  it  alongside  C  D  and  by  moving  it  along  thus ; 

A  B 

^^^_< -   >i 


C  D 

Fig.  2. 

find  how  many  times  the  length  of  C  D  contains  that  of  A  B. 
How  many  times  would  the  length  of  C  D  contain  that  of  A  B  if 
A  B  were  (a)  one-half,  (6)  one-third,  (c)  three-fourths  its  present 
length  ? 

rn 
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Experiment  4. 

Determine   how    many   times    the    length    of   A    contains 
that  of  B. 


Fig.  3. 

Experiment  5. 

From  Figure  4  the  length  of  A  is  seen  to  be  three  times 
that  of  B  with  a  part  of  A  remaining;  find  by  comparing  tlie 
lines  how  many  times  the  length  of  B  contains  that  of  the 
remaining  part  of  A. 

■MHM   B 

Fig.  i. 

How  many  times  then  is  the  length  of  A  that  of  B  ? 

Experiment  6. 

Find  how  many  times  the  length  of  your  desk  contains 
that  of  your  lead  pencil. 

1.  Quantity- 

That  which  can  be  expressed  as  so  many  times,  or  such 
a  fraction  of,  another  of  the  same  kind  is  a  quantity. 
For  example,  the  length  of  each  line  in  the  above  figures 
is  a  quantity,  because  the  length  of  each  is  a  certain 
number  of  times  that  of  any  other. 

2.  Measurement. 

The  measurement  of  a  quantity  consists  in  comparing 
it  with  another  of  the  same  kind  to  determine  how  many 
times  the  one  is  contained  in,  or  how  many  times  it  must 
be  taken  to  make  up,  one  equal  to  the  other. 
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3.  Measure  of  a  Quantity. 

The  measure  of  a  quantity  is  the  NUMBER  expres- 
sing how  many  times  the  quantity  contains  another 
of  the  same  kind  assumed  as  a  unit. 

The  complete  expression  of  a  physical  quantity, 
therefore,  consists  of  two  parts  : 

(1.)  The  number  indicating  how  many  times  the 
quantity  measured  contains  the  unit. 

(2.)  The  name,  symbol,  or  description  of  the  unit  with 
which  the  quantity  is  compared. 

For  example,  we  say  a  certain  distance  is  10  feet ;  a 
surface,  5  square  inches ;  a  volume,  8  cubic  feet ;  and  a 
mass,  3  pounds. 

1.  Give  fully  your  expression  of  the  length  of 

C  D,  Experiment  3  above. 
A,  .<  4       u 

A,  "  5       " 

The  desk,  "  6       " 

2.  What  is  the  measure  of  each  of  the  above  quantities  1 

4.  Units. 

Since  a  quantity  is  measured  by  comparing  it  with 
another  of  the  same  kind,  any  one  quantity  may  be  used 
as  a  unit  quantity  by  which  another  like  quantity  is 
measured ;  but  that  any  system  of  measurements  may  be 
useful  for  purposes  of  intercommunication  a  limited 
number  of  units,  with  which  all  who  are  to  use  them  are 
familiar,  must  be  chosen.  Hence  it  is  that  most  nations 
legalize  systems  of  units  for  common  use. 
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5-  Standards. 

A  unit  which  has  been  legalized  by  statute  or  common 
use  is  called  a  standard.  Thus  in  Great  Britain  the 
national  standard  of  length  is  the  yard,  which  is  defined 
by  Act  of  Parliament  to  be  the  distance  between  two 
parallel  lines  on  two  gold  studs  in  a  particular  bronze  bar, 
the  distance  being  measured  when  the  temperature  of 
the  bar  is  62°  Fahr. 

1.  Why  must  the  distance  between  the  lines  be  measured  at  a 
set  temperature  ? 

2.  Why  do  nations  preserve  carefully  copies  of  their  standards  of 
measurements  1 

6.  Metric  System  of  Measurements. 

By  general  agreement,  what  is  termed  the  Metric 
System  of  Measurements  has  been  adopted  in  most 
countries  for  scientific  use. 

It  has  also  been  adopted  generally  on  the  continent  of 
Europe  for  the  ordinary  purposes  of  commerce. 


n. — Metric  Measurement  of  Length. 

7.  The  Unit. 

The  standard  is  the  metre.  When  adopted  it  wajs 
believed  to  be  the  one  ten-millionth  part  of  a  ijjiarter  of 
the  earth's  circumference  measured  from  pole  to  pole 
through  Paris.  In  reality,  it  is  an  arbitrary  standard, 
the  distance  between  two  lines  on  a  platino-iridium  bar, 
at  the  temperature  of  melting  ice.       \  vOiXx         •  fi 
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8.  Subdivisions  of  the  Metre. 

The  metre  is  subdivided  into  decimal  parts  : 
Decimetre    (dm)  Latin    decern,  ten          =    yV  or      -l  metre  (m) 
Centimetre  (cm)      "     centum,  hundred  =    ^^  or     01  metre 
Millimetre   (mm)     "     mille,  thousand  =  ^-^  or  -001  metre 


That  is : 
1  metre 

Or, 


10  decimetres 
1  decimetre 


100  centimetres     = 
10  centimetres      = 
1  centimetre 


1000  millimetres 

100  millimetres 

10  millimetres 


1  millimetre=l  centimetre  =01  decimetre  =001  metre. 

9.  Multiples  of  the  Metre- 

The  multiples  of  the  metre  are : 

Decametre     (Dm)      Greek     deka,  ten  = 

Hectometre  (Hm)  "         kekaion,  hundred  = 

Kilometre      (Km)  "         chilioi,  thousand  = 


10  metres 

100  metres 

1000  metres 


10.  English  Equivalents. 


In  Inchfs. 

Ix  Fr.KT. 

I.N  Yauds. 

Metre   

Decimetre 

Centimetre  .... 
Millimetre 

39-37079 

3-93708 

-39371 

-03937 

3-2808992 

-3280899 

-032809 

■C032809 

1-0936331 

1 

-1093633 
■01093«J3      ' 
■0010936 

1  inch  =     2  539954  centimetres. 
1  foot  =  3-0479449  decimetres. 
1  yard  =    91438348  metres. 
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11.  Approximate  Values :  ^  \  5  "v^ 

Metre  =■  39*37  inches  ;  a  yard  and  one- tenth. 
Centimetre  =f  of  an  inch. 
Inch  =25  "4  millimetres. 
Kilometre  =  f  of  a  mile. 

12.  Denominations  Most  Commonly  Used. 

The  denominations  most  commonly  used  are  : 

Kilometre,  used  much  as  we  use  the  mile  for  measur- 
ing long  distances. 

Metre,  used  where  we  use  the  foot  and  the  yard. 

Centimetre,  used  as  the  unit  of  length  in  scientific 
physical  measurements. 

Millimetre,  used  in  measuring  short  lengths,  such  as 
the  diameter  of  a  wire,  the  thickness  of  a  thin  sheet,  etc. 


QUESTIONS. 

1.  Reduce 

Km      m       cm        mm 

5,     3,      5,        2, 
to  millimetres,  to  centimetres,  to  metres,  to  kilometres. 

2.  Give  a  simple  rule  for  changing  from  one  denomination  to 
another. 

3.  Why  is  the  metric  system  convenient  ? 

4.  How    many   metres    in   125 '3    cm.,    2 '34  mm.,    53*65   dm., 
8-567  Km.  ] 

5.  How  many  centimetres  in  3*45  m.,  256  mm.,  36  Km.  ? 

6.  How  many  kilometres  in  3*4  m.,  5*6  ram.,  37 "8  cm.  ? 

7.  How  many  millimetres  in  31 '6  m.,  "85  cm.,  93  Km.  ? 
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8.  The  measure  of   a  certain  length   is  35   when  the  metre   is 

tlie   unit   of    length,    what   would   be   its  measure   if     the   centi- 
metre were  the  unit  ? 


13.  Scale. 

The  method  employed  in  the  experi- 
ments, pages  1  and  2,  of  measuring  by 
constantly  repeating  the  standard,  would 
be  found  to  be  too  slow  and  too  inaccu- 
rate for  general  use.  For  more  rapid 
and  accurate  measurements  a  scale  or 
rule  is  used.  This  consists  of  a  bar, 
generally  wood  or  steel,  on  which  is  laid 
off  the  unit,  its  subdivisions  and  mul- 
tiples. The  length  of  the  scale  and  the 
number  of  subdivisons  of  the  unit  will 
depend  on  the  purposes  for  which  it  is  to 
be  used.  Metric  rules  are  generally 
graduated  to  millimetres.  Fig.  5  shows 
a  metric  scale  one  decimetre  in  length. 

14.  Method  of  Using  a  Scale. 

The  accuracy  of  the  result  in  measur- 
ing with  a  scale  will  depend  upon  the 
care  with  which  the  length  to  be  mea- 
sured is  compared  with  the  scale. 
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Fig.  5. 


Since  the  observer  has  to  depend  on  his  eyesight,  he 
must  be  careful  so  to  conduct  his  observations  that  the 
coincidence  of  the  marks  shall  be  real  and  not  imaginary. 


8 


PHYSICAL    SCIKNCE. 


That  IK)  error  may  arise  from  the  thickness  of  tlie  scale, 
thus — 


\\\\\\\W\\\m\W^ 


Fio.  6. 


it  should  be  placed  on  edge  so  that  the  graduation  marks 
may  touch  the  surface  on  which  the  measurement  is 
made.     Thus : 


Fio.  7. 


On  account  of  the  wearing  off  of  the  graduation 
marks  at  the  ends  of  the  scale,  it  is  well  to  begin  at 
a  division  at  a  distance  from  the  end  (Fig.  7). 

Although  metric  rules  are  usually  graduated  only  to 
millimetres,  practice  will  enable  one  to  estimate  to  the 
tenth  of  a  millimetre  by  an  imaginary  division  of  a  milli- 
metre into  ten  equal  parts. 

Give  the  lengths  of  A  B,  A  C  and  A  D  (Fig.  8)  in  centimetres 
to  two  decimal  places. 


A. 

B 

c 

D 

nil   III! 
0 

TTfTTTTT 
1 

nil  ii'ii 

2 

llll  Mil 

3 

TTTfTTTT 

4. 

Fio.  8. 
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15.  Experiments  in  the  Measurement  of  Length. 

1.  Measure  the  length  and  the  width  of  this  page.  Express 
the  result  in  centimetres. 

2.  Measure  the  length  of  a  foot  rule  in  centimetres.  From 
your  measurement  calculate  the  equivalent  of  an  inch  in  centi- 
metres. 

3.  Measure  the  distance  between  the  points  A  and  B 
(Fig.  9). 

AX  X  B 

Fie.  9. 
Estimate  to  the  tenth  of  a  millimetre. 

4.  Make  a  drawing  of  the  top  of  your  laboratory  table  on  a 
scale  of  one- twentieth. 

What  are  the  dimensions  of  the  drawing  in  centimetres  ? 


Fig.  10. 


5.  Draw  a  horizontal  line  A  B  2*7  cm.  long,  and  from  B  a 
vertical  line  B  C,  3  6  cm.  long.     Measure  the  distance  A  C. 

6.  Estimate  with  your  eye  the  length  of  your  pencil  in  centi- 
metres.    Verify  the  result  by  the  use  of  a  scale. 


10 
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Do  the  same  with  the  lengths  of  several  other  objects  which 
you  believe  to  be  not  more  than  15  cm.  long. 

7.  Estimate  the  length  and  width  of  your  class  room  in 
metres.     Verify  the  result. 

8.  Measure  the  lengths  of  the  curves  A,  B  and  C  (Fig.  11)  by 
finding  the  lengths  of  pieces  of  thread  that  will  coincide  with 
the  lines,  as  shown  in  Fig.  10. 


Fig.  11. 

1 0.  By  means  of  a  piece  of  thread,  find  the  circumference  of  a 
one-cent  piece . 

11.  Find  the  circumference  of  a  one-cent  piece  by  marking  a 
point  on  it  with  ink,  rolling  it  along  a  straight  line  drawn  on 
paper,  and  measuring  the  distance  between  any  two  consecu- 
tive marks  made  by  the  ink. 

What  is  the  mean  of  this  result  and  that  obtained  in  Experi- 
ment 10  ? 
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12.  Measure  the  diameter  of  a  one-cent  piece  by  placing  it 
between  the  upright  faces  of  two  rectangular  blocks  and  using 
the  scale  as  shown  in  Fig.  1 2. 


^//iiiliiiiliniliiiiliniliul 


\\u\\\\\\\\\\\i\\\\\\\\\NV 


Find  the  ratio  of  the  circumference  to  the  diameter  of  a  circle  bj 
c:>mparing  the  result  obtained  in  this  experiment  with  the  mean  of 
those  obtained  in  Experiments  10  and  11. 

If  the  correct  result  is,  the  circumference  is  3*1416  times  the 
diameter,  what  is  your  percentage  of  error  ? 

13.  Measure  the  diameter  of  any  small  sphere — a  wooden  ball 
or  a  large  marble — -Avith  the  blocks  used  in  Experiment  12 
Thus: 


Take  the  mean  of  the  measurements  of  several  diameters. 


12 
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14.  Measure  by  means  of  a  strip  of  paper  the  circumference 
of  the  same  sphere. 

Obtain  the  diameter  by  dividing  the  circumference  by 
3'1416,  and  compare  this  result  with  that  obtained  in  Experi- 
ment 13. 


Fia.  14. 


Fie.  16. 


Fio.  16. 


For  practical  purposes  mechanics  use  instruments 
called  calipers  or  guages  for  measuring  the  diameters  of 
spheres,  cylinders,  etc.  Figures  14, 15  and  16  show  some 
common  forms  of  these  instruments. 


III.-— Metric  Measurement  of  Surface. 

16.  Fundamental  and  Derived  Units. 

We  have  seen  that  in  the  measurement  of  length  the 
unit  employed  is  selected  arbitrarily.  Physical  quanti- 
ties are  so  related  to  one  another  that  by  choosing  certain 
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elementary  units  all  the  others  may  be  derived  from 
these  in  virtue  of  those  relations.  The  former  are  called 
fandamental,  the  latter  derived,  units. 

17.  Unit  of  Surface. 

From  the  relation  between  length  and  surface,  if  a 
unit  of  length  is  assumed,  a  unit  of  surface  may  be 
derived  from  it.  The  most  convenient  unit  of 
surface  is  a  square,  a  side  of  which  is  the  unit 
of  length.  For  example,  when  the  centimetre 
is  taken  as  the  unit  of  length  the  square  centi- 
metre (sq.  cm.)  is  the  unit  of  surface. 


SQUARE 


Fig.  17. 


18  Measure  of  Surface. 

The  measure  of  any  surface  is,  of  course,  the  number 
of  times  the  unit  surface  must  be  repeated  to  cover  it. 

QUESTIONS. 

1.  If  a  side  of  a  square  is  one  decimetre,  how  many  surface 
units  will  be  required  to  cover  it,  the  unit  surface  being  the  square 
centimetre  ?     Observe  Fig.  18. 


Fio   18— SdUARB  Dbcimi£Tre(  J  Size). 
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2.  Can  th?  unit  of  surface  be  in  any  other  fomis  than  that  of  a 
square  ? 

3.  Draw  on  the  blackboard  a  square,  a  side  of  which  is  one  metre. 

By  drawing  lines  as  in  Fig.  18,  divide  it  into  square  decimetres. 
How  many  are  there  of  them  ? 

4.  Draw  on  paper  a  square  centimetre.  By  dividing  it  ny  lines 
show  how  many  square  millimetres  it  contains. 

5.  From  the  answers  to  3,  4  and  5,  fill  up  the  blanks  in  the  fol- 
lowing tables : — 

1  square  metre  = sq.  dm.  =  —  sq.  cm.   =  —  sq.   mm. 

1  square  millimetre  =  .    sq.    cm.   =  —  sq.  dm.  =  . . .  sq.  mm. 

6.  The  surface  of  a  book  measures  35*5  sq.  cm.,  what  is  its 
measure  in  sq.  metres  ? 

7.  A  surface  measures  5"5  when  the  square  metre  is  the  unit  of 
surface,  what  will  it  measure  if  the  square  kilometre  is  the  unit 

8.  How  many  square  metres  in  '01  sq.  mm.,  1'3  sq.  Km.,  3'5  sq. 
c.m.1 

9.  How  many  square  centimetres  in  25*45  sq.  m.,  3'01  sq.  mm. 

10.  The  area  of  a  figure  is  10  when  a  decimetre  is  the  unit  of 
length.     What  is  its  area  when  a  metre  is  the  unit  of  length  ? 

19.  Experiments  in  the  Measurements  of  Surface. 

The  following  relations  between  the  measures  of  siirfaces 
and  the  measures  of  their  lineal  dimensions  are  assumed. 

A  square,  the  side  of  which  has  a  units  of  length,  con- 
tains a^  units  of  surface. 

A  rectangle,  the  sides  of  which  have  a  and  h  units  of 
length,  contains  ah  units  of  area. 

A  triangle,  of  -which  the  base  is  a  and  the  vertical  height 
h  units  of  length,  contains  ^  ab  units  of  area. 
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A  circle,  the  radius  of  which  has  r  units  of  length,  con- 
tains rr^  units  of  area. 

A  sphere,  whose  radius  is  r  units  of  length,  has  a  surface 
containing  ^jir^  units  of  area. 

1.  Find  the  surface  of  this  page  in  square  centimetres. 
What  would  be  the  side  of  a  square  of  the  same  area  ? 

2.  By  means  of  a  scale  and  a  pair  of  compasses,  draw  oa  paper 
a  triangle  of  which  the  sides  are  3-9,  5-2  and  6-5  cm.  Taking 
the  longest  side  as  base,  measure  the  vertical  height  and  deter- 
mine the  area  of  the  triangle. 

3.  Determine  the  surface  of  one  face  of  a  ten-cent  piece. 
Give  the  result  in  sq.  mm. 

4.  By  means  of  a  scale  and  a  pair  of  compasses,  draw  a  square, 
a  side  of  which  is  6  cm.  Inscribe  in  it  a  circle,  and  divide  the 
square  into  square  centimetres.  Find  the  area  of  the  circle 
by  counting  the  number  of  squares  inside  the  circle  and  esti- 
mating the  areas  of  the  incomplete  squares.  Compare  the 
result  with  that  obtained  by  the  rule,  area  =  nr^. 

5.  Find  the  surface  of  any  ball.  c    -^ 


^. 


-Metric  Measurement  of  Volume.  "^ 


The  method  of  measuring  volume  is  essentially  the  same 
as  that  employed  in  measuring  length  or  surface.  A 
volume  is  measured  by  comparing  it  with  some  other 
quantity  of  the  same  kind,  that  is  with  some  other 
volume,  taken  as  a  unit.  Its  measure  is  the  number  of 
times  it  contains  this  volume,  just  as  tlie  measure  of  a 
certain  length  is  the  number  of  times  it  contains  some 
unit  length,  and  the  measure  of  a  surface  the  number 
of  times  it  contains  a  unit  surface. 
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20.  Unit  of  Volume. 

From  the  relation  between  length  and  volume,  if  a 
unit  of  length  is  assumed,  a  unit  of  volume  may  be 
derived  from  it.  The  most  convenient  is  a  volume  in 
the  form  of  a  cube,  an  edge  of  which  is  the  unit  of 
length.  For  example,  when  the  unit  of  length  is  the 
centimetre,  the  unit  of  volume  is  the  cubic  centi- 
metre ccm.  • 


QUESTIONS. 

1.  Is  the  unit  of  volume  a  fundamental  or  a  derived  unit  ? 

2.  Can  the  unit  of  volume  be  in  any  other  form  than  that  of  a 
cube  ? 

3.  Why  ia  a  cube  a  convenient  form  ? 
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Fio.  19.— Cubic  Decimetre  (J  size). 

4.   How  many  cul)ic  centimetres  in  a  cubic  decimetre  ?     ()l)serva 
Fiir.  19. 
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,  6.  Construct  diagrams  to  show  (a)  the  number  of  cubic  decimetres 
in  a  cul)ic  metre,  (6)  the  number  of  cubic  millimetres  in  a  cubic 
centimetre. 

C.  From  the  answers  to  4  and  5  fill  in  the  blanks  in  the  following 
table:  — 

1  cubic  metre  =  . ( j(^^c.dm.=  — c.cm.  =  — cmm. 
1  cubic  millimetre  -  .  ■  ■  c.cm.   =  —  c.dm.  =  —  cm. 

7.  How  many  cubic  centimetres  in  531-56  cm.,  235 "78  cmm.  ? 

8.  If  the  measure  of  a  volume  is  5324"56  when  the  cubic  centi- 
metre is  the  unit  of  volume,  what  would  be  its  measure  if  the  cubic 
metre  were  the  unit  ? 

9.  How  many  cubic  millimetres  ui  50*23  c.cm.,  32'75  c  m.  ? 

10.  A  litre  is  a  cubic  decimetre.  How  many  (a)  cubic  centi- 
metres, (6)  cubic  metres  does  it  contain  ? 

11.  What  is  the  measure  of  a  litre  when  5  cm.  is  the  unit  of 
length  1 

21.  Experiments  in  the  Measurement  of  Volume. 

The  following  relations  between  the  measures  of  solids  and 
the  measures  of  their  lineal  dimensions  are  assumed  : 

A  cube,  the  edge  of  which  has  a  units  of  length,  contains 
a^  units  of  volume. 

A  rectangular  bar,  of  which  the  edges  are  respectively  a,  b 
and  c  units  of  length,  contains  abc  units  of  volume. 

A  cylinder,  the  height  and  radius  of  which  have  h  and 
r  units  of  length  respectively,  contains  Tzr^h  units  of  volume. 
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A  sphere,  the  radius  of  m  liicli  has  r  units  of  length,  (((ii 
tains  1 77/ 3  units  of  volume. 

1.  Make  of  wood  a  cube,  an  edge  of  which  is  1  cm. 

2.  Make  of  wood  a  litre  block,  that  is,  a  cube  the  edge  of 
which  is  one  decimetre. 

How  many  cubic  centimetres  does  it  contain  ? 

3.  Find  the  internal  volume  of  a  crayon  box. 

4.  Determine,  by  measuring  its  depth  and  its  diameter,  the 
capacity  of  any  cylindrical  vessel.  Give  the  result  in  cubic 
centimetres. 

5.  Find  the  volume  of  any  spherical  TjaU. 

6.  Make  a  rectangular  prism  of  hard  wood,  1  sq.  cm.  in  sec- 
tion and  15  cm.  long.  Graduate  one  of  the  longest  sides  in 
centimetres.      (Fig.  20). 


y  y  /  y  //////////  / 


What  is  the  volume  of  the  bar  between  any  two   consecutive 
division  marks  ? 


MEASUREMENTS. 


19 


8.  Take  a  tube  of  the  form  A,  shown  in  Fig.  21,  to  which  is 
attached  a  rubber  tube  and  clamp.  Place 
it  in  a  vertical  position  in  a  holder  and 
partially  fill  it  with  water.  Mark  the  position 
of  the  surface  of  the  water  by  making  a 
tine  line  on  the  glass  with  a  sharp  file. 
Place  the  graduated  bar  in  the  tube  with 
the  first  division  of  it  immersed  in  the 
water.  Mark  the  position  of  the  surface 
of  the  water.  Immerse  another  division  and  A. 
again  mark  the  position  of  the  surface. 
Continue  until  the  whole  upper  part  of 
the  tube  is  graduated. 


1.  What  is  the  volume  of  the  water  dis- 
placed by  one  division  of  the  bar  ? 

2.  What  is  the  internal  volume  of  the 
tube  between  any  two  consecutive  division 
marks  ? 

9.  After  it  has  been  graduated,  fill  the  tube 
A  (Fig.  21)  with  water,  and  under  it  place  a 
small  test-tube  B.  Regulating  the  flow  by  the 
clamp,  let  the  water  pass  slowly  from  A  to  B, 
stopping  the  flow  whenever  one  division  of  A 
has  been  emptied,  and  marking  the  position 
of  the  surface  of  the  water  in  B.  Continue 
until  the  tube  B  is  graduated. 


B 


Fia.  21. 


What  is  the  internal  volume  of  the  tube  B  between  any  two 
consecutive  graduation  marks  ? 
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A  graduated  tube  like  A,  Fig.  21,  or  that  in  Fig.  22, 
is  called  a  burette,  and  a  measuring  cylinder  like  B, 
Fig.  21,  or  that  in  Fig.  23,  a  graduate. 

These  are  of  various  sizes  and  de- 
grees of  graduation,  depending  on  the 
purposes  for  which  they  are  to  be 
used. 

In  using  a  burette  be  careful  to  see, 

(1)  That  the  burette  is  held  in  a 
vertical  position. 

(2)  That  the  reading  is  taken 
from  the  position  of  the 
centre  of  the  curved  sur- 
face as  seen  when  the  eye 
is  level  with  it  (Fig.  24). 


" 

> 

c.c. 

=—100 

i-30 

i-80 

= 

= — ^0 

=■ 

60 

SO 

1— HO 

— 

30 

20 

u 

—10 

-4 

'     <i 

*4 

Fia.  22. 


Via.  23. 


^ 


•NCOgBtl-T... 
CORRECT 


Fig.  24. 


10.  With  a  standard  burette  or  graduate  measure  the  volume 
of  water  between  any  two  graduation  marks  on  the  tubes  A 
and  B      (Fig.  21). 
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11.  Run  105  c.cm.  of  water  from  a  burette  into  a 
graduate. 

Does  the  graduate  indicate  the  same  volume  ? 

12.  Measure  the  internal  volume  of  a  small  bottle  by  filling 
it  with  water  and  measuring  the  volume  of  the  water  (a)  with 
a  burette,  (b)  with  a  graduate.     Compare  the  results. 

13.  Measure  with  a  burette  100  c.cm.  of  water,  and  pour  it 
into  a  small  Florence  flask  that  will  just  contain  it.  Mark 
on  the  neck  of  the  flask  the  position  of  the  surface  of  the 
water. 

14.  Use  the  flask  prepared  in  Experiment  13  to  make  (a) 
a  500  c.cm.  flask,  (b)  a  litre  flask. 


Fig.  25. 

15.  Determine  the  volume  of  water  required  to  raise  by  one 
centimetre  the  levels  of  water  contained  in  a  beaker  and  in  a 
test>tube.      (Fig.  25). 

1.  What  is  the  ratio  of  the  area  of  the  surface  of  the  water  in  the 
beaker  to  the  area  of  the  surface  of  the  water  in  the  tube  ? 
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2.  Wliat  would  be  the  area  of  the  surface  of  the  water  in  a  tube, 
if  one  centimetre  in  length  on  a  tube  indicated  1  com.  of  volume  ? 

3.  With  which  c<in  the  vohinie  of  a  liquid  be  measured  with  the 
greater  accuracy,  a  narrow  graduated  vessel  like  A  (Fig.  25),  or 
a  wide  one  like  B  ?    Why  ? 

16.  Obtain  the  volume  of  an  irregular  solid,  for  example  a 
pebble,  by  placing  it  in  a  narrow  graduated  tube  containing 
water,  and  noting  the  volume  of  water  it  displaces. 

How  could  you  obtain  by  a  similar  method  the  volume  of  a  solid 
,  lighter  than  water  ? 
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/^  "^lAMatter  and  Energy.    ^' 

Our  knowledge  of  the  phenomena  of  the  external 
world  is  derived  through  the  medium  of  our  senses.  An 
extended  study  of  these  phenomena  leads  to  the  belief 
that  the  sensible  universe  is  made  up  of  but  two  things, 
or  entities,  matter  and  energy. 

It  is  difficult  to  give  precise  definitions  of  these  terms. 
Energy  will  be  treated  of  in  another  chapter.  In  a  gen- 
eral way,  matter  may  be  defined  as  that  which  occupies 
space. 

From  this  description  we  recognize  at  once  wood,  iron, 
water  and  other  solid  and  liquid  bodies  as  matter. 

1.  Is  a  Gas,  Like  Air,  Matter? 
Experiment. 

To  answer  this  question,  take 
a  clear  glass  tumbler  filled  with 
air,  and,  holding  it  in  a  vertical 
position  with  bottom  upwards, 
push  it  down  into  water.  (Fig. 
26). 

1.  Does  the  water  fill  the 
tumbler  ? 

2.  Does  the  air  occupy  space  ? 

3.  Is  it  matter  ?  F.a.  26. 

[•2:{] 
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2.  Substance,  Body,  Mass. 

Our  most  superficial  observations  show  us  that  matter 
differs  in  kind  and  varies  in  quantity.  Water  differs 
from  stone,  sugar  from  salt,  and  air  from  ammonia. 

A  definite  kind  of  matter  is  called  a  substance,  and  a 
definite  portion  of  matter,  a  body. 

The  quantity  of  matter  in  a  body  is  called  its  mass. 


n.— States  of  Matter. 
Experiment  1. 

Take  any  solid  body,  such  as  a  piece  of  wood  or  iron,  lift  it 
and  place  it  on  the  table. 

1.  Does  the  whole  move  when  a  part  moves  ? 

2.  Is  its  shape  changed  ? 

3.  What  is  necessary  to  change  its  shape  ? 

3.  SoUd. 

A  solid  is  a  body  that  possesses  rigidity,  that  is  the 
power  to  resist  change  of  shape. 

Experiment  2- 

Put  your  fingers  into  a  vessel  containing  water  and  try  to 
lift  the  water  out.  With  a  spoon  dip  the  water  out  of  one 
vessel  and  place  it  in  another  of  a  different  shape.  Pour 
water  on  a  horizontal  surface.      Try  to  grasp  a  handful  of  air. 

1.  Is  the  whole  of  the  water  lifted  out  when  a  part  is  raised  ? 

2.  Has  it  a  definite  shape  of  its  own  ? 

3.  What  shape  does  it  take  ? 

4.  Can  you  lift  a  piece   of  air  and  carry  it  from  one  point  to 
another  ?     Has  any  portion  of  air  a  sliape  of  its  own  ? 


-■u 


J'  ^oJ<s.- 

MATTER.  3rH))(;AAldJc:i  •  25      ^ 

Water  and  air  belong  to  the  class  of  bodies  known  as  S,  <^ 
Fluids.  LtiO^^K  ;  -|  J  S^A^cUf'^   . 

4.  Fluid.  ^xOx^.'  ..  ^..vc    f/iV^.-.." 

A  fluid  is  a  body  which  possesses  no  rigidity  what- 
ever, but  which  is  deformed  by  the  action  of  any  force, 
however  small.  i-a.       -^'•'  ,    -i  ^-  c  r  -         ,     ^ 

Experiment  3.    c>-'  •      -  '—  '      %'  ^a-<c>v^  r.  e/v.  l^>^*-i^  t-*-rt"^^    ' 

Take  a  glass  tube  (Fig.  27)  closed  at  one  3nd,  fill  It  nearly 
full  of  water  or  any  other  liquid,  insert  a  piston  and  push  in 

on  it.  ^   >.  "VJiros.    ^v 


Is  there  any  cliange  in  the  volume  of  the  liquid  1  i     J*    „ 


I"iG.  27.  Fig.  28. 

Experiment  4. 

Repeat  Experiment  .3,  having  the  tube  filled  with  air  instead 
of  water. 

1.  What  change  takes  place  in  the  V(jlunie  of  tlie  air? 

2.  What  causes  the  change  ? 
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Experiment  5- 

Place  an  elastic  rubber  balloon  partially  filled  with  air 
under  the  receiver  of  an  air  pump  (Fig.  28).  Exhaust  the  air 
from  the  receiver. 

1.  What  change  in  the  volume  of  the  air  in  the  balloon  takes 
place  ? 

2.  How  did  removing  tlie  air  from  the  receiver  affect  the  pressure 
to  which  the  balloon  is  sul)jected  ? 

3.  What  caused  the  change  in  the  volume  of  the  air  in  the 
balloon  ? 

5.  Liquid— Gas. 

On  the  basis  of  compressibility  and  expansibility  fluids 
are  divided  into  two  classes,  liquids  and  gases. 

A  liquid  is  a  highly  incompressible  fluid,  that  is,  it  is 
a  body  which  possesses  a  definite  volume  but  no  definite 
shape,  moulding  itself  into  the  shape  of  the  containing 
vessel. 

A  gas  is  a  compressible  and  expansible  fluid,  that  is, 
it  is  a  body  which  possesses  neither  definite  shape  nor 
definite  volume,  taking  not  only  the  shape  but  also  the 
volume  of  the  containing  vessel. 

6.  How  Does  a  Powder  like  Flour  or  Sand  Differ  from  a  Liquid? 
Experiment  6. 

To  answer  this  question,  pour  some  of  it  on  a  horizontal 
table. 

Does  it  behave  as  the  water  did  (Experiment  2  )  ? 

Look  at  the  powder  on  the  table  through  a  magnifying 
glass. 

What  appearance  has  it?  How  does  it  <litfer  from,  and  Iujw 
resemble,  a  heap  of  stones  '{ 
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7.  Fact— Theory. 

Experiments  lead  to  the  establishing  of  facts.  To 
explain  these  facts  theories  are  proposed.  A  th^ry  is 
an  imagined  cause  which  is  sufficient  to  account  for  a 
fact.  It  should  be  clearly  distinguished  from  the  fact  of 
which  it  is  the  supposed  explanation.  It  is  not  the 
statement  of  anything  established  by  investigation,  but 
simply  a  possible  or  probable  explanation  of  some 
observed  phenomenon.  It  may  or  may  not  be  true. 
The  simpler  it  is,  and  the  greater  the  variety  of  pheno- 
mena it  is  capable  of  explaining,  the  greater  is  the 
probability  of  its  truth. 


III.— Constitution  of  Matter— Molecular  Theory. 
We  have  shown  that  matter  exists  in  different  states. 

The  molecular  theory  of  the  constitution  of  matter  is 
offered  as  an  explanation  of  this  and  numerous  other 
facts  connected  with  matter.     It  may  be  thus  stated : 

1.  Matter  is  not  eontinumis,  hut  is  buUt  up  of  extremely  minute 
parts,  called  moleculeS-  The  molecules  are  so  small  that  the  most 
mi7iute  particle  of  matter  visible  under  the  most  potcerfid  m,icroscope, 
contains  at  least  tivo  millions  of  them,  (Maxwell). 

2.  Tlie  molecule  is  the  smallest  quantity  of  any  substance  which  can 
exhibit  the  properties  by  which  that  substance  is  identified. 

S.  All  molecides  of  the  same  substance  are  alike,  but  those  of  differ- 
ent substances  are  different. 

4.  Molecules  are  not  tn  permanent  contact  with  one  another,  bxit 
are  separated  by  intermolecular  spaces  which  are  often  large  as  com- 
pared with  tlie  molecides  themselves. 

5.  The  molecules  have  a  rapid  to-and-fro  motion  and  are  constantly 

strihinq  their  neiyhbours  and  rphmrndinrj  from  them,  thus  Tceeping  open 

the  si>'irrs  lii-ticeen  them. 
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8.  Molecular  Conditions  of  the  States  of  Matter. 

In  each  of  the  states  the  molecules  are  in  active 
vibratory,  or  to-and-fro,  motion. 

In  solids  the  molecules  are  not  supposed  to  move  from 
place  to  place  through  the  body,  but  each  has,  relatively 
to  the  others,  a  definite  position  in  which  it  moves. 

In  fluids  the  molecules  are  free  to  move  from  any  one 
part  of  the  mass  to  any  other,  and  in  consequence  liquids 
and  gases  take  easily  the  shapes  of  the  vessels  in  which 
they  are  placed. 

In  liquids  the  molecules  are  not  so  free  to  move  as  in 
gases.  They  simply  glide  around  among  one  another, 
encountering  and  jostling  those  near  them  ;  while  in 
gases,  since  the  intermolecular  spaces  are  larger,  they 
have  periods  of  free  motion  and  appear  to  be  in  a 
continual  state  of  repulsion.  Hence  gases  are  com- 
pressible and  expansible,  while  liquids  are  practically 
incompressible. 


CHAPTER  III 

MOTION. 

1.  Position. 

1.  Describe  the  position  of  the  town  of  Barrie. 

2.  Can  you  describe  its  position  without  reference  to  some  other 
point  ? 

3.  Can  you  do  so  without  making  use  of  distance  and  direction  ? 

4.  Describe  accurately  and  in  several  ways  the  position  of  the 
point  A  on  this  page. 

xA 

From  considerations  such  as  the  foregoing  it  becomes 
evident  that  we  cannot  even  think  of  the  absolute  posi- 
tion of  a  body  (i.e.,  of  its  position  without  reference  to 
any  other  body).  Hence  we  say  that  position  is  only 
relative.  We  also  see  that  position  involves  the  simple 
notions  of  distance  and  direction.  Thus  the  position  of 
A  with  respect  to  B  may  be  made  clear  by  stating  the 
distance  of  A  from  B,  and  the  direction  of  A  from  B. 

2.  Motion. 

1.  What  do  you  mean  by  saying  that  a  railway  train  is  in  motion  ? 

2.  What  would  you  mean  by  saying  that  one  passenger  in  that 
train  is  moving  about  while  another  passenger  is  at  rest  ? 

3.  Are  the  seats  in  the  railway  coach  moving  ?  With  respect  to 
what  are  the  seats  moving  ? 

4.  With  respect  to  what  are  they  at  rest  1     Is  the  earth  at  rest  ? 

[29] 
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From  the  answers  to  the  above  questions  it  appears 
that  motion,  like  position,  is  relative.  We  say  that 
A  is  moving  relatively  to  B  when  the  position  of  A 
with  respect  to  B  is  changing  continuously. 

We  often  speak  of  the  motion  of  one  body  without 
mentioning  another  body.  In  such  a  case  the  body  not 
mentioned  is  easily  understood.     Give  examples  of  this. 

3.  Velocity. 

Often  we  have  occasion  to  consider  not  only  the  total 
change  of  position  which  a  body  undergoes,  but  also  the 
length  of  time  during  which  this  change  of  position  takes 
place. 

A  train  moves  from  Montreal  to  Toronto,  333  miles,  in  9  hours. 

1.  What  is  its  average  speed  or  velocity  ? 

2.  When  you  say  that  the  velocity  of  this  train  is  37  mUes  per 
hour,  what  velocity  are  you  using  as  a  unit  in  terms  of  which  to 
express  the  velocity  of  the  train  ? 

3.  What  unit  are  you  using  when  you  say  that  this  same  velocity 
is  3,256  feet  per  minute  ? 

4.  Is  your  unit  velocity  a  fundamental  unit  or  a  derived  unit  ? 

5.  If  the  latter,  from  what  is  it  derived  1 

6.  How  many  rods  does  the  above  train  move  in  one  minute  ? 
How  many  yards  in  one  second  ? 

7.  Describe  jthe  train's  speed  in  terms  of  the  unit  derived  from 
(a)  the  rod  and  the  minute,  (b)  the  yard  and  the  second,  (c)  the 
foot  and  the  second. 

A  particle  moves  a  distance  of  16'42m.  in  4  seconds.  Describe 
its  average  speed  in  terms  of  each  of  the  following  units  : — (a)  One 
metre  per  second  ;  (6)  one  centimetre  per  second  ;  (e)  one  centi- 
metre per  minute  ;  (d)  one  centimetre  per  second. 
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The  velocity  of  a  particle  is  the  time-rate  at  which 
it  is  moving,  and  the  measure  of  the  average  velocity 
during  a  given  interval  is  obtained  by  dividing  the 
measure  of  the  distance  traversed  during  that  interval 
by  the  measure  of  the  interval. 

If  you  divide  the  measure  of  the  distance  in  feet  by  the  measure 
of  the  interval  in  seconds  the  quotient  is  the  measure  of  the  speed 
in  terms  of  what  unit  1 

Ezperiment  1- 

Suspend  a  weight   by  means  of   a  wire  or  a  strong  cord 
(Fig.    29).       Make    the    distance    from 
the  point   of  suspension  to    the   centre 
of     the    weight    993    mm.      This    will 
serve  as  a  pendulum,  and  will  swing  in 
a   period  of  one  second   approximately. 
Prepare    a    straight,    stiff    plank    about 
three  metres  long.     On  one  side  fasten 
lengthwise  two  narrow  strips  (as  in  Fig. 
30).     Place  the  plank  on   a   table   with 
this    side    upward    and    with  one    end 
enough  higher  than  the  other  to  cause  a 
marble  to  roll  down  the  channel  between 
the    two    strips    readily     but     not    too 
rapidly.       Set    the    pendulum   swinging, 
and  while    A   is    counting    the    swings  Fig.  29. 

aloud,  let  B  hold  a  marble  at  a  marked  point  near  the  higher 
end  of  the  board.     When  A  says  one,  B  shoidd  set  the  marble 


Fig.  30. 


free,  but  follow  it  with  his  hand,  in  which  he  should  hold  a 
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piece  of  chalk.  As  A  says  two,  three,  four,  etc.,  B  should 
make  a  mark  on  the  board  at  the  point  at  which  the  marble 
is  at  that  instant. 

With  a  graduated  ruler  or  tape  determine  the  distance  tra- 
versed by  the  marble  during  the  following  intervals:  (a)  1st 
second,  (h)  2nd  second,  (c)  3rd  second,  (d)  1st  and  2nd  seconds, 
(e)  2nd  and  3rd  seconds,  (/)  1st,  2nd  and  3rd  seconds,  etc. 

1.  Find  the  average  speed  during  each  of  the  foregoing  intervals. 

2.  Carefully  compare  the  average  speeds  in  the  first  three  cases. 

3.  Describe  in  your  own  way,  as  fully  as  you  can,  the  motion  of 
the  marble  along  the  plank. 

4.  Give  other  examples  of  bodies  moving  at  changing  speed. 

4.  Velocity  of  a  Particle  at  a  Given  Instant. 

If  the  motion  of  a  body  is  not  changing,  it  is  obviou? 
that  its  average  velocity  during  any  interval  is  its  actua' 
velocity  at  any  instant  of  that  interval. 

1.  If  the  motion  of  a  body  is  changing,  how  would  you  approxi 
mately  determine  its  velocity  at  a  given  instant  ? 

For  example,  how  would  you  ascertain  the  speed  of  a  railway 
train  at  the  moment  it  passes  a  given  point  on  the  track  ? 

2.  With  the  apparatus  described  above,  find  approximately  the 
speed  of  the  marble  (a)  at  the  middle  of  the  1st  second,  (b)  at  the 
middle  of  the  2nd  second,  (c)  at  the  middle  of  the  3rd  second. 

If  a  body  is  moving  with  a  varying  speed  its  actual 
speed  at  a  given  instant  may  be  defined  as  the  average 
speed  during  an  infinitely  short  interval  containing 
that  instant. 
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5.  Acceleration. 

If  the  motion  of  a  particle  is  changing,  the  particle  is 
said  to  be  accelerated  positively  or  negatively,  according 
as  its  velocity  is  increasing  or  diminishing. 

1.  At  one  instant  the  velocity  of  a  railway  train  is  40  miles  per 
hour,  80  minutes  later  its  velocity  is  30  miles  per  hour.  How  much 
has  its  velocity  changed  during  the  whole  interval  ? 

2.  How  much,  on  the  average,  during  each  minute  ? 

3.  How  much  during  one  hour  ? 

4.  Describe  fully  the  change  per  minute  in  the  velocity  of  this 
train. 

5.  Describe  the  change  in  the  velocity  of  the  marble  as  it  rolls 
down  the  plank  in  the  experiment  above. 

Rate  of  change  of  velocity  is  called  acceleration. 

1.  In  answering  question  4  above,  what  unit  of  acceleration  did 

you  use  ? 

2.  Answer  the  same  question,  using  another  unit. 

3.  Is  your  unit  fundamental  or  derived  ? 

4.  If  the  latter,  from  what  is  it  derived  ? 

6.  Uniform  Acceleration. 

If  the  velocity  of  a  body  is  increasing  or  decreasing 
by  equal  amounts  in  all  equal  intervals  of  time,  its 
acceleration  is  said  to  be  uniform. 

When  the  acceleration  is  uniform  the  average  velo- 
city during  any  interval  is  the  actual  velocity  at  the 
middle  instant  of  that  interval,  and  hence  is  equal  to 
half  the  sum  of  the  initial  and  the  final  velocities. 
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QUESTIONS. 

1.  A  particle  moving  with  uniform  acceleration  has  a  velocity  of 
10  cm.  per  second,  and  10  seconds  afterwards  has  a  velocity  of 
20  cm.  per  second.  What  is  the  acceleration  in  cm.  per  second  per 
second  ? 

2.  A  particle  moving  with  uniform  acceleration  has  a  velocity  of 
10  feet  per  second  at  the  beginning  of  a  minute,  and  a  velocity  of 
30  feet  per  second  at  the  end  of  the  minute.  What  is  its  average 
velocity  during  the  minute  ?  How  far  does  it  move  during  the 
minute  1    What  is  the  acceleration  ? 

3.  A  particle  starting  from  rest  is  accelerated  2  feet  per  second 
per  second.  What  is  its  velocity  at  the  end  of  5  seconds  ?  How  far 
does  it  move  during  the  5  seconds  ? 

4.  A  particle  which  is  uniformly  accelerated  has  at  the  beginning 
of  a  minute  a  velocity  of  10  feet  per  minute,  and  at  the  end  a 
velocity  of  10  feet  per  second.  Wliat  is  its  acceleration  ?  What  is 
its  average  velocity  1    How  far  does  it  go  during  the  minute  ? 

5.  A  body  starting  with  a  velocity  of  10  cm.  per  second  is 
accelerated  5  cm.  per  second  per  second.  How  far  does  it  go  during 
one  minute  ?     What  is  its  final  velocity  ? 
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CHAPTER  IV. 

ENERGY   AND   WORK. 

The  terms  energy  and  work  are  used  in  physics  in  much 
the  same  sense  as  in  every-day  speech. 

1.  Energy. 

1.  What  is  meant  by  the  statement  that  a  man  possesses  much 
energy  ? 

2.  Can  anything  except  man  possess  energy  ? 

3.  Can  inanimate  objects  possess  energy  1 

4.  What  would  you  accept  as  evidence  that  a  body  possesses 
energy  ? 

6.  Mention  examples  of  bodies  possessing  energy. 

Energy  is  capacity  for  doing  work. 

2.  Work. 

Let  us  consider  the  nature  of  work.  If  you  throw  a 
cricket  ball  you  do  work  on  the  ball. 

1.  During  what  time  are  you  doing  this  work  ? 

2.  What  is  being  done  to  the  ball  during  this  time  ? 

A  careful  study  of  the  subject  leads  to  the  belief  that 
whenever  a  portion  of  matter  does  work  it  accelerates 
the  motion  of  other  portion  of  matter.  Often  this 
acceleration  is  not  so  obvious  as  in  the  example  given 
above.  For  example,  if  a  lump  of  lead  is  laid  on  an 
anvil  and  is  struck  with  a  hammer  the  motion  of  the 
lead  as  a  whole  is  not  accelerated,  but  we  have  reasons 
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(to  be  spoken  of  hereafter)  for  thinking  that  the  mole- 
cules of  the  lead  have  their  motions  accelerated.  Again, 
if  a  body,  say  a  pound  weight,  is  lifted  at  a  uniform 
speed  vertically,  work  is  certainly  done,  yet  there  is  no 
acceleration  of  the  body  as  a  whole,  nor  have  we  reason 
to  suppose  that  its  particles  are  made  to  vibrate  any 
more  rapidly.  Here  it  is  supposed  that  the  work  done 
on  the  pound  weight  is  not  stored  up  in  the  pound 
weight  itself,  but  is  passed  on  to  whatever  that  energy 
may  be  which  causes  gravitation.  The  pound  weight, 
however,  is  now  ready  to  receive  this  energy  at  any  time, 
and  hence  is  said  to  possess  potential  energy. 

Experiment  1. 

Take  the  plank  used  in  Experiment  1,  page  31,  and 
two  glass  spheres  an  inch  or  more  in  diameter  (large 
marbles  will  answer).  Elevate  one  end  of  the  plank  so 
that  if  one  of  the  spheres  is  very  gently  started  to  roll 
down  the  plank  it  will  not  stop,  but  do  not  elevate  it 
enough  to  cause  it  to  start  from  rest.  Call  the  spheres 
A  and  B. 

Start  A  down  the  plank  and  send  B  after  it  at  a 
greater  velocity.  Observe  what  takes  place  when  B 
overtakes  A. 

1.  How  is  B's  velocity  changed  ? 

2.  How  is  A's  velocity  changed  ? 

3.  Which  sphere  has  work  done  upon  it  ? 

4.  What  body  does  the  work  ? 

5.  What  change  which  you  can  observe  takes  place  in  the  body 
doing  the  work  ? 
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6.  Can  B  do  work  on  A  (a)  when  both  are  moving  in  the  same 
direction  and  at  the  same  speed  ?  (6)  when  A  and  B  are  moving  in 
opposite  directions  ? 

A  study  of  the  foregoing  experiments  leads  to  the  con- 
clusion that  B  can  do  work  on  A  only  when  B  has  a 
velocity  relatively  to  A. 

A  careful  investigation  of  the  subject  leads  to  the 
general  conclusion  that  one  portion  of  matter  can  do 
work  on  another  only  when  the  former  has  a  velocity 
relatively  to  the  latter. 

Sometimes  this  velocity  is  not  obvious.  For  example, 
when  steam  does  work  on  the  piston  of  a  steam  engine, 
the  motion  of  the  body  doing  the  work  relatively  to 
that  receiving  the  work  is  not  visible,  but  we  have 
reasons  for  believing  that  the  particles  of  the  steam 
are  moving  relatively  to  the  piston,  and  that  the  work 
is  done  by  these  particles,  and  not  by  the  body  of 
steam  as  a  whole.  Again,  when  a  body  is  allowed  to 
fall  freely  near  the  surface  of  the  earth  the  motion  of 
this  body  is  accelerated,  and  hence  work  is  evidently 
being  done  on  it  during  its  fall.  In  this  case  no 
body  or  bodies  visible,  or  in  any  other  way  capable  of 
being  recognized  by  our  senses,  is  doing  work  on  the 
falling  body ;  but  it  is  against  our  experience,  as  well 
as  our  reason,  to  suppose  that  work  can  be  done  on  a 
body  except  by  something  else.  Hence  we  are  forced  to 
believe  that  the  work  in  this  case  is  done  by  that  intang- 
ible something  which  causes  gravity,  and  which  doubt- 
less is  in  motion  relatively  to  the  falling  body.  In 
short,  we  suppose  that  that  which  received  the  work 
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when  the  body  was  raised  is  now  in  turn  doing  work  on 
the  body  while  it  is  faUing. 

Experiment  2. 

Repeat  Experiment  1,  substituting  in  place  of  B  a  sphere  C 
having  a  greater  mass. 

Cause  C  to  increase  the  speed  of  A  by  the  same  amount  as 
in  the  first  experiment,  and  carefully  observe  the  change  of 
velocity  of  C. 

1.  In  which  case  is  the  velocity  of  the  sphere  doing  the  work 
reduced  the  more  ? 

2.  Is  the  same  work  done  on  A  in  both  cases  ? 

3.  How  does  the  energy  of  A,  before  work  is  done  on  it,  compare 
with  its  energy  afterwards  ? 

4.  If  the  sphere  doing  the  work  has  the  same  initial  velocity  in 
both  cases,  in  which  case  has  it  the  greater  capacity  for  doing  work  1 

Such  experiments  as  the  foregoing,  and  our  ordinary 
observations,  indicate  that  a  body  possesses  energy  in 
virtue  of  its  mass  and  its  velocity.  We  also  see  that 
when  work  is  done  on  a  body,  that  body  possesses 
more  energy  than  before,  while  the  body  doing  the 
work  possesses  less  energy  than  before.  In  short, 
energy  is  transferred  from  the  body  doing  the  work  to 
that  on  which  the  work  is  done. 

3.  Forms  of  Energy. 

A  body  may  possess  energy  in  consequence  of  bodily 
onward  motion,  of  which  we  have  considered  several 
examples.  But,  as  has  already  been  indicated,  this  is 
not  the  only  condition  under  which  a  body  may  possess 
energy. 
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Fig.  31. 


Experiment  3. 

Sti'ike  a  tuning  fork  on  the  table 
and  immediately  place  the  prongs  so 
as  just  to  touch  the  surface  of  some 
water  (Fig.  31). 

1.  What  evidence  have  you  that  the  fork 
possesses  energy  ? 

2.  Is  there  any  visible  motion  of  the 
fork  in  this  case  ? 

3.  What  is  the  nature  of  this  motion  ? 

4.  Mention  other  examples  of  similar  motion  ? 

5.  When  the  tuning  fork  is  struck,  what  sensation  is  experienced 
by  all  within  a  moderate  distance  from  the  fork  ? 

6.  Upon  what  part  of  the  body  is  work  done  to  produce  this 
sensation  ? 

7.  As  the  fork  is  not  in  contact  with  your  ear,  how  can  it  do 
work  on  your  ear  ? 

8.  What  is  there  between  the  fork  and  the  drum  of  your  ear  ? 

9.  If  this  medium  receives  energy  from  the  fork  and  transfers  it 
to  your  ear,  what  is  the  condition  of  this  medium  while  it  possesses 
the  energy  ? 

Experiment  4. 

Place  a  radiometer  near  a  hot  body 
such  as  the  flame  of  a  gas  burner  or 
a  red-hot  metal  ball  (Fig.  32). 

1.  What  evidence  have  you  that  work 
is  being  done  on  the  radiometer  ? 

2.  What  is  the  result  when  the  radi- 
ometer is  exposed  to  the  sun  light  ? 

3.  Is  the  sun  in  a  position  to  do  work 
directly  on  the  radiometer  ? 

4.  What  must  therefore  possess  the 
energj'  after  it  Jeaves  the  sun  and  before 

Fig.  32.  it  is  received  by  the  radiometer  ? 
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We  are  thus  led  to  see  that  there  are  various  forms  of 
energy,  all  doubtless  possessed  by  matter  of  some  kind 
having  some  mode  of  motion. 

1.  Energy  of  bodily  onward  motion. 

2.  Energy  of  bodily  vibration. 

3.  Energy  of  molecular  vibration,  or  heat. 

4.  Radiant  energy,  or  the  energy  possessed  by  the 
intangible  medium  called  luminiferous  ether,  which  we 
suppose  to  fill  all  space. 

5.  The  mysterious  forms  of  energy  which  produce 
gravitation,  chemical  affinity,  magnetic  attraction, 
magnetic  repulsion,  etc.,  and  which  may  be  forms  of 
radiant  energy. 

6.  The  energy  of  the  electric  current,  which  is  well 
exhibited  in  tlie  electric  motor.  This  also  is  probably  a 
form  of  radiant  energy. 

4.  Potential  Energy— Kinetic  Energy. 

When  a  body  is  in  a  position  to  be  accelerated 
by  energy  of  the  form  No.  5  above,  as,  for  example, 
when  a  mass  is  raised  above  the  surface  of  the 
earth,  it  is  customary  to  say  that  this  body  possesses 
potential  energy.  Other  examples  of  this  kind  are  a 
piece  of  iron  separated  from  a  magnet ;  two  substances 
such  as  coal  and  oxygen  which  have  a  tendency  to 
chemically  unite ;  the  spring  of  a  watch  when  wound 
up,  etc.  The  raised  weight,  bent  spring,  etc.,  do  not, 
strictly  speaking,  possess  actual  energy,  but  only  the 
possibility  of  acquiring  it  whenever  left  free  to  move. 
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Since,  however,  the  source  whence  they  receive  it  is  not 
apparent,  it  is  customary  to  speak  of  them  as  if  already 
possessing  the  energy  which  they  have  the  power  of 
acquiring.  Actual  energy,  that  is  the  energy  possessed 
by  a  body  in  virtue  of  its  mass  and  its  velocity,  is  often 
called  kinetic  energy. 

5.  Transmutation  of  Energy. 

When  energy  is  changed,  as  it  may  be,  from  one  form 
to  another,  we  say  that  energy  has  been  transformed  or 
transmuted. 

6.  Conservation  of  Energy. 

Careful  experiments,  which  are  quite  beyond  the  limits 
of  an  elementary  work,  have  led  to  the  following  general 
conclusion,  which  is  now  universally  accepted. 

In  all  transformations  and  transferences  of  energy 
no  energy  is  created  or  destroyed.  In  short  the  total 
of  the  energy  of  the  universe  is  a  constant  quantity. 

This  general  conclusion  is  known  as  the  law  of  conser- 
vation of  energy. 

7.  Law  of  Nature. 

Wlien,  as  in  the  case  above,  from  many  observed  facts 
a  general  conclusion  is  reached,  this  conclusion  is  called  a 
law  of  nature. 

8.  Work  more  Fully  Defined. 

We  may  now  more  fully  define  work  as  the  transfer- 
ence or  transformation  of  energy. 
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QUESTIONS. 

1.  Why  is  a  bullet  of  lead  more  destructive  than  one  of  cork 
would  be  ? 

2.  If  one  railway  train  runs  into  another  from  the  rear  when 
both  are  moving  at  nearly  the  same  velocity,  why  is  the  damage 
much  less  tlian  if  the  front  train  had  been  at  rest  1 

3.  Under  what  conditions  would  the  dami^e  be  even  greater  than 
in  the  second  of  the  above  cases  ?    AVhy  ? 

4.  When  the  clapper  strikes  the  bell  what  work  is  done,  or  in 
other  words,  what  transference  or  transformation  of  energy  takes 
place  ? 

5.  If  a  leaden  bullet  is  placed  on  an  anvil  and  struck  a  violent 
blow  with  a  hammer  the  flattened  bullet  is  found  to  be  quite  hot. 
What  transference  and  transformation  of  energy  occurs  ? 

6.  In  the  running  of  a  steam  railway  train  what  form  of  energy 
is  transformed  into  the  energy  of  onward  motion  of  the  train  ? 

7.  Why  are  bodies  warmer  in  the  sunshine  than  in  the  shade  ? 

8.  What  transformation  of  energy  occurs  in  this  case  ? 


CHAPTER  V. 

FORCE. 

I. — Nature  of  Force. 

1.  Force— Acceleration. 

.  In  the  preceding  chapter  we  have  considered  energy 
and  its  transference  and  transformation.  In  connection 
with  the  transference  of  energy  there  arises  a  quantity 
of  great  importance  which  we  shall  next  investigate. 

We  have  seen  in  the  experiments  on  the  balls  A  and  B 
(page  36),  that  when  B  does  work  on  A  the  velocity  of  A 
is  increased,  while  that  of  B  is  decreased,  the  increase  of 
energy  in  A  and  the  decrease  of  energy  in  B  taking  place 
during  the  brief  interval  of  contact  between  the  two 
bodies.  While  the  balls  are  in  contact  we  have  an 
action  of  B  on  A,  and  a  reaction  of  A  on  B.  This  action 
and  reaction  constitute  what  is  called  a  Stress,  and 
each  aspect  of  the  stress  considered  by  itself  is  called  a 
force.  In  this  case  the  force  to  which  A  is  subject  is  a 
tendency  to  acceleration,  while  that  to  which  B  is  subject 
is  a  tendency  to  retardation,  that  is,  a  tendency  to 
negative  acceleration.  Hence  either  force  is  a  tendency 
to  acceleration. 

2.  Force— Energy. 

In  the  above  example  the  forces  are  produced  by 
energy  which  we  have  no  difficulty  in  recognizing.  The 
modem  view  is  that  force  is  always  produced  by  energy, 
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although  in  many  cases  the  energy  producing  a  force  is 
by  no  means  obvious. 

Experiment  1. 

Take  an  ordinary  glass  flask  and  close  the  neck,  not  too 
tightly,  with  a  rubber  stopper. 

What  is  m  the  flask  ? 

Place  the  flask  over  the  flame  of  a  spirit-lamp  or  of  a  Bunsen 
burner  ? 

1.  What  is  the  result  ? 

2.  What  change  takes  place  in  the  energy  of  the  contents  of  the 

flask  while  it  is  over  the  flame  ? 

3.  What  evidence  have  you  of  the  production  of  a  force  ? 

4.  What  energy  acting  on  the  stopper  gives  rise  to  this  force  ? 

5.  Did  the  air  in  the  flask  possess  any  energy  before  the  flask  was 
placed  over  the  flame  ? 

6.  Why  did  the  stopper  not  move  before  the  air  within  the  flask 
was  heated  ? 

Experiment  2. 

Arrange  the  flask  as  before,  hut  instead  of  exposing  it  to  a 
hot  flame  place  it  under  the  receiver  of  an  air  pump  and 
exhaust  the  air  from  the  space  surrounding  the  flask. 

What  is  the  result  ? 

1.  What  energy  produces  the  force  of  which  this  result  gives 
evidence  ? 

2.  Was  this  energy  increased  by  working  the  air  pump  ? 

3.  Why  did  the  stopper  not  move  before  the  pump  was  worked  ? 

4.  What  was  changed  by  working  the  pump  ? 

5.  Can  a  force  (tendency  to  acceleration)  exist  where  no  apparent 
acceleration  results  ? 
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6.  If  you  have  reason  to  know  that  a  body  is  subject  to  a  forcd, 
and  that  body  is  not  apparently  accelerated,  what  inference  must 
you  draw  ? 

3.  Counterbalancing  Forces. 
Experiment  3- 

Hold  any  object  in  your  hand  a  few  feet  above  the  table  and 
let  go  your  hold. 

1.  What  evidence  have  you  that  this  object  is  subject  to  a  force  ? 

2.  Did  this  force  exist  before  you  let  go  your  hold  ? 

3.  What  evidence  of  its  existence  had  you  ? 

4.  If  while  you  were  holding  the  body  this  force  had  instantly 
ceased  to  exist,  what  would  have  happened  ? 

The  tendency  of  a  body  to  acceleration  towards  the 
earth  is  called  the  weight  of  the  body. 

Experiment  4. 

Support  at  arm's  length  a  mass  of  three  or  four  pounds 
fastened  to  the  end  of  a  string,  and  while  it  and  your  arm  are 
at  rest  let  some  one  cut  the  string. 

1.  What  happens  to  the  mass  ?  What  happens  to  your  hand 
and  arm  ? 

2.  These  results  prove  the  existence  of  what  forces  ? 

3.  Did  these  forces  exist  before  the  string  was  cut  ? 

4.  Were  these  forces  changed  by  cutting  the  string  ? 

5.  What  change,  so  far  as  forces  are  concerned,  was  produced  by 
cutting  the  string  ? 

From  these  observations  it  is  seen  that  a  force  may 
exist  although  no  apparent  acceleration  occurs,  pro- 
vided another  force  exists  to  counterbalance  the  first. 
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4.  Becognition  of  a  Force. 

We  have,  so  far,  two  ways  of  recognizing  the  exist- 
ence of  a  force. 

1.  By  observing  the  resulting  acceleration. 

2.  By  showing  that  there  is  a  counterbalancing  force. 


n. — Manifestations  of  Force. 
5.  Elasticity. 
Experiment  1. 

Fasten  a  rubber  band  to  a  fixed  point  of  support,  and  to  the 
lower  end  attach  a  small  piece  of  iron,  or  any  other  convenient 
object. 

1.  What  is  the  result  ? 

2.  What  tendency  to  acceleration  do  you  know  is  at  all  times 
present  in  the  piece  of  iron  ? 

3.  What  is  the  direction  of  this  tendency  ? 

4.  How  is  it  that  when  the  iron  is  suspended  as  above  it  comes 
to  rest,  notwithstanding  the  existence  of  this  force  ? 

5.  When  the  iron  is  at  rest,  what  must  be  the  direction  and 
magnitude  of  the  force  exerted  by  the  stretched  band  ? 

6.  If  the  band  be  stretched  still  further,  what  is  the  effect  on  the 
force  which  it  exerts  ? 

7-  What  experiment  proves  your  answer  ? 

Experiment  2. 

Place  a  thick  piece  of  soft  rubber  on  the  table  and  lay  a 
heavy  object  upon  it. 

1.  What  change  do  you  observe  in  the  rubber  ? 

2.  Is  this  piece  of  rubber  exerting  a  force  ? 

3.  How  do  you  recognize  the  existence  of  this  force  ? 

4.  What  are  its  magnitude  and  direction  ? 
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These  forces  are  said  to  be  due  to  the  elasticity  of  the 
rubber.  In  the  first  case  it  is  called  elasticity  of  stretch 
and  in  the  second  elasticity  of  compression.  All  solids 
exhibit  the  first,  more  or  less,  and  some  liquids.  The 
second  is  exhibited  by  all  solids,  liquids,  and  gases. 

Experiment  3. 

Bend  a  slender  rod  of  wood. 

1.  What  evidence  of  the  existence  of  force  have  you  ? 

2.  What  change  of  length  takes  place  in  the  convex  side  ? 

3.  What  in  the  concave  side  ? 

Here  we  have  a  combination  of  elasticity  of  stretch 
and  elasticity  of  compression.  Twist  the  same  rod  of 
wood  and  we  have  an  example  of  what  is  called  elasticity 
of  torsion.  Doubtless  all  elasticity  is  of  the  same  kind, 
and  is  due  to  some  form  of  energy  giving  the  particles  of 
the  strained  body  a  tendency  to  return  to  the  positions 
occupied  by  them  before  the  strain.  Of  the  nature  of 
this  energy  we  know  nothing. 

It  will  be  observed  that  the  word  strain  is  used  to 
denote  any  definite  alteration  in  the  form  or  volume  of 
an  elastic  body.  The  student  will  also  see  that  if  a 
strain  is  observed  we  have  evidence  of  the  existence 
of  a  force,  evidence  indeed  of  the  existence  of  two  equal 
and  opposite  forces. 

Let  us  next  examine  some  manifestations  of  force  less 
familiar  than  those  already  considered.  Bear  in  mind 
that  force  is  not  an  objective  reality,  like  matter  and 
energy,  but  only  a  condition  of  matter  which  is  produced 
by  the  action  of  energy.  Unfortunately  force  is  often 
thought  of  by  the  unscientific  as  an  objective  reality,  and 
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hence  much  confusion  arises  concerning  it.  When  we 
come  to  the  measurement  of  force  we  shall  be  able  to 
see  more  clearly  its  true  nature.  At  present  we  must  be 
content  to  think  of  it  as  a  tendency  to  acceleration. 
This  definition  is  of  course  somewhat  indefinite,  but  it  is 
sound  so  far  as  it  goes,  and  it  will  be  made  definite  as 
soon  as  we  are  in  a  position  to  do  so.  The  relation  of 
force  to  change  of  motion  is  in  some  respects  similar  to 
•that  of  velocity  to  change  of  position.  Velocity  might 
be  indefinitely  defined  as  the  tendency  of  a  body  to 
change  its  position.  A  precise  definition  of  velocity  is 
time-rate  of  motion,  that  is,  time-rate  of  change  of 
position.  When  we  have  reached  a  precise  definition  of 
force  it  will  be  possible  to  see  more  clearly  the  similarity. 

6.  Electric  Attraction  and  Repulsion. 

In  the  following  experiments  particular  attention  is 
called  to  the  fact  that  at  least  two  bodies  are  concerned 
in  every  force.     This  fact  is  universal. 


Experiment  4. 


mr^ 
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Suspend  three  pith  balls  from 
convenient  supports,  as  shown  in 
Fig.  33,  using  fine  silk  thread. 
Arrange  the  apparatus  so  that 
you  may  vary  the  distance  between 
the  baUs.  Call  the  balls  A,  B 
and  C. 

1.  Touch  the  balls  with  your  hand. 
Do  you  observe  any  tendency  on  the 
part  of  the  balls  to  come  together  or  to 
separate  ? 
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2.  Rub  a  piece  of  vulcanite  briskly  on  a  piece  of  silk  or  on  your 
coat  sleeve,  and  having  moved  B  and  C  away,  touch  A  with  it, 
allowing  the  ball  to  roll  over  the  rubbed  surface  so  that  all  parts 
of  its  surface  may  come  in  contact  with  it.  Now  move  B  toward 
A,  not  allowing  them  to  touch. 

What  do  you  observe  ? 

Do  you  find  one  or  both  balls  subject  to  a  force  ? 

3.  Movg  B  and  C  toward  each  other.  Have  you  evidence  of  any 
unusual  force  ? 

4.  Move  C  toward  A,  and  what  is  the  result  ? 

5.  Roll  A  in  the  fingers  for  a  moment  and  again  bring  it  near  B 
andC. 

What  is  the  result  ? 

In  the  above  experiment  A  has  been  electrified  by- 
bringing  it  in  contact  with  the  nibbed  vulcanite.  We 
expended  muscular  energy  in  electrifiying  the  vulcanite, 
and  hence  some  other  form  of  energy  must  have  resulted. 
The  precise  nature  of  this  energy  is  not  known,  but  we 
see  that  it  can  produce  force. 

Experiment  5. 

Electrify  both  A  and  B  and  bring  them  near  each  other. 

1.  What  is  the  result  in  this  case  ? 

2.  Bring  each  separately  near  C,  and  what  is  the  result  ? 

3.  How  many  bodies  are  concerned  in  any  force  of  whose  exist- 
ence you  have  evidence  ? 

4.  Can  you  electrify  C  from  A  or  B  ?    Try. 

5.  What  is  the  result  when  an  electrified  ball  is  rolled  in  the 
fingers  ? 
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7.  Magnetic  Attraction  and  Repulsion. 
Experiment  6. 


Fig.  34. 


Magnetize  three  sewing  needles  by  rubbing  them  in  one 
direction  with  a  strong  magnet  (Fig.  34).  Suspend  two 
of  them  by  silk  fibres,  as  shown  in  Fig.  35. 


r\    n 


1.  What  position  does  each  assume  when  left  to  itself  ac  a  con- 
siderable distance  from  the  other?  What  is  the  result  if  it  is 
disturbed  ? 

2.  What  evidence  have  you  that  the  needle  is  subject  to  one  or 
more  forces  ? 

A  magnetized  needle  suspended  so  that  it  is  horizontal 
and  is  free  to  rotate  about  its  point  of  support  in  a  hori- 
zontal plane  is  called  a  compass  needle.  The  end  having 
a  tendency  to  point  toward  the  north  is  called  the  north 
pole,  and  the  other  end  is  called  the  south  pole. 
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Experiment  7- 

Take  the  remaining  magnetized  needle  in  your  hand  and 
hold,  first  one  end  and  then  the  other,  near  the  north  pole 
of  one  of  the  suspended  needles. 

1.  What  resxilts  do  you  observe  ? 

2.  Of  what  forces  have  you  evidence  ? 

Repeat  the  experiment  with  the  south  pole  of  the  sus- 
pended needle. 

Experiment  8- 

Place  the  two  suspended  needles  so  that  the  north  pole  of 
one  shall  be  near  the  south  pole  of  the  other. 

1.  Do  you  find  one  or  both  needles  subject  to  force  ? 

2.  What  attractions  or  repulsions  are  observed  when  (a)  like 
poles  are  brought  near  each  other,  (b)  unlike  poles? 

Experiment  9. 

Stretch,  in  a  direction  north  and  south,  a  wire  through 
which  an  electric  current  is  flowing,  first  above  and  then 
below  a  compass  needle  (Fig.  36). 


An  electric  current  may  be  obtained  by  placing  a  copper 
and  a  zinc  plate  in  a  vessel  containing  dilute  sulphuric  acid  in 
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the  proportion  of  about  ten  parts  of  water  to  one  of  acid,  and 
connecting  them  by  a  wire  as  shown  in  figure. 

1.  What  is  the  result  ? 

2.  Are  the  poles  of  the  magnet  subject  to  forces  1  If  so,  in  what 
direction  do  the  forces  act  ? 

8.  Molecular  Attraction. 

Experiment  10- 

Sprinkle  a  few  drops  of  water  on  a  pane  of  glass  and  hold 
the  pane  in  a  horizontal  plane  with  the  wet  side  underneath. 

1.  What  force  do  you  know  each  drop  of  water  is  subject  to  ? 

2.  Since  the  drop  does  not  fall,  of  what  other  force  have  you 
evidence  1 

3.  What  inference  regarding  mutual  attraction  between  particles 
of  water  must  you  draw  from  the  fact  that  the  drops  of  water 
remain  entire  ? 

4.  Is  mutual  attraction  confined  to  bodies  of  sensible  (such  as 
may  be  perceived  by  the  senses)  magnitude  ? 

Experiment  11. 

Heat  two  pieces  of  glass  to  redness  and  press  the  heated 
parts  together.     Allow  them  to  cool  and  try  to  separate. 

1.  Of  what  force  does  the  result  furnish  evidence  ? 

2.  Give  other  examples  of  similar  phenomena. 

Experiment  12. 

Fold  a  sheet  of  tea-lead  many  times  and  subject  it  to  very 
great  pressure  either  in  a  vise  or  by  hammering. 

1.  On  examining  the  resulting  lump,  what  evidence  have  you  of 
the  existence  of  mutual  attraction  between  the  particles  of  the 
lead  'I 
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2.  Why  are  you  able  to  make  a  mark  on  the  blackboard  with  a 
piece  of  chalk  ? 

3.  To  what  is  the  efficiency  of  glue  due  ? 

From  such  experiments  as  the  above  we  see  that 
there  is  mutual  attraction  between  the  molecules  of 
bodies,  which  becomes  very  great  when  the  particles 
are  brought  suflBciently  close  to  one  another.  This  at- 
traction is  called  cohesion  or  adhesion,  according  as  the 
molecides  are  of  the  same  or  of  different  substances. 

It  is  not  supposed  that  the  forces  existing  in  a  case 
of  attraction  or  repulsion  are  inherent  in  the  bodies 
themselves.  We  suppose  these  forces  to  be  produced  by 
some  unknown  form  of  energy  existing  in  the  medium 
surrounding  the  bodies. 


III. — Production  of  Force  by  Energy. 
9.  Force— Work. 

It  is  foimd  that  if  a  perfectly  elastic  ball  is  thrown 
against  an  immovable  body  the  ball  rebounds  with  the 
same  velocity,  and  therefore  with  the  same  energy  with 
which  it  strikes.  Hence  we  see  that  no  energy  is 
expended  in  producing  the  force  exerted  on  the  immov- 
able body  during  the  moment  of  contact.  If,  however, 
the  body  struck  is  accelerated  by  the  impact,  the  striking 
ball  does  lose  energy.  From  such  observations  as  the 
above  we  see  that  the  mere  production  of  force  does  not 
require  the  expenditure  of  energy.  Energy  is  expended 
only  when  acceleration  results,  that  is  to  say,  only  when 
work  is  done. 

A  good  example  of  this  is  furnished  in  the  pressure 
which  a  gas  exerts  on  any  surface  with  which  it  is  in 
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contact  (Experiment  1,  page  44).  This  pressure  is  sup- 
posed to  be  due  to  the  innumerable  impacts  of  the  mole- 
cules of  the  gas  against  the  surface.  If  no  work  is  done 
on  the  surface  it  is  found  that  the  gas  loses  no  energy ; 
but  if  work  is  done  on  the  surface,  for  example,  if  the 
surface  is  heated  (molecules  accelerated),  or  accelerated 
bodily,  it  is  found  that  the  gas  is  cooled,  that  is,  that  it 
loses  energy. 

10.  Modem  View  of  Force. 

The  modem  view  that  force  is  always  produced  by 
energy,  rests  on  the  following  basis : — 

1.  This  view  is  in  strict  accordance  with  the  law  of 
conservation  of  energy. 

2.  It  is  not  inconsistent  with  any  known  fact,  and 
many  facts  are  more  satisfactorily  explained  by  this 
hypothesis  than  by  any  other. 

It  is,  perhaps,  in  the  case  of  the  manifestation  of  force 
in  connection  with  gravitation  that  it  is  most  diflficult  to 
even  imagine  the  nature  of  the  energy  which  produces 
the  force ;  but  to  imagine  "  action  at  a  distance  "  is  still 
more  difficult,  and,  to  some  minds  at  least,  is  quite  im- 
possible. 

11.  Action  of  a  Force. 

Although  we  hold  the  foregoing  view  regarding  force, 
we  shall,  as  a  matter  of  convenience  and  because  the 
practice  is  almost  univei-sal,  use  the  phrase  action  of  a 
force  in  speaking  of  acceleration  or  other  effects,  such 
as  compression,  bending,  stretch,  etc.,  which  are,  strictly 
speaking,  due  to  the  action  of  energy. 


CHAPTER  VI 

MEASUREMENT    OF  MASS. 

I. — Detenniiiation  of  Equal  Masses. 
1.  EcLnal  Masses. 

We  may  define  equal  masses  as  masses  on  which  the 
same  force,  acting  separately,  produces  equal  accelera- 
tions. 

Experiment  1. 

Arrange  apparatus  as  shown  in  Fig.  37.  The  track  should 
be  about  10  feet  long,  as  smooth  as  possible,  and  a  perfect 
plane.     The  cart  should  be  about  five  or  six  inches  long  and 
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three  or  four  inches  wide,  with  well  turned  metal  wheels  two 
or  three  inches  in  diameter.  The  grooved  metal  pulley  should 
be  well  turned  and  truly  mounted,  and  the  string  should  be 
parallel  with  the  track. 

CarefuUy  oil  the  wheels  and  the  pulley.  Raise  one  end  of  the 
track  until  the  cart  will  not  stop  if  started,  but  do  not  raise  it 
far  enough  to  make  the  cart  start  itself.      Now  load  the  cart 
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with  some  heavy  material,  such  as  a  large  lump  of  lead,  and 
place  a  much  smaller  mass  in  the  scale  pan.  Arrange  a  pen- 
dulum, as  in  Experiment  1,  p.  31,  with  which  to  measure 
time.  As  in  that  experiment,  carefully  mark  on  the  board  the 
distances  the  cart  moves  from  rest  in  1,  2,  3,  4,  etc.,  seconds. 

1.  What  is  the  force  which  produces  the  acceleration  observed  ? 

2.  Is  any  of  this  force  required  to  overcome  friction  ? 

3.  What  is  the  total  mass  accelerated  in  this  experiment  i 

4.  What  is  the  average  speed  during  (a)  the  first  secorid,  (&)  the 
second  second,  (c)  the  third  second,  (d)  the  fourth  secoud '' 

5.  What  is  the  excess  of  (b)  above  (a),  of  (c)  «lbove  (6),  of  (d) 
above  (c)  ? 

6.  What  is  the  acceleration  observed  ? 

7.  Does  the  force  producing  this  acceleration  change  ? 

8.  Does  the  mass  which  is  accelerated  change  ? 

From  the  above  experimen  ,  if  eare^ally  performed, 
we  learn  that  a  constant  force  (in  our  experiment  the 
weight  of  the  body  in  the  scrle  pan)  acung  on  a  con- 
stant mass  produces  a  unifo>rm  ac<>eleration. 

Experiment  2- 

Remove  the  lump  of  lead  from  the  cart  and  replace  it  with 
a  quantity  of  shot  or  sand,  leaving  exactly  the  same  body  in 
the  scale  pan.  Repeat  the  experiment,  and  if  you  find  the 
cart  moves  a  greater  distance  in  the  first  second  than  when 
the  lump  of  lead  was  used,  add  some  shot  or  sand  to  the  cart, 
if  a  less  distance,  take  some  out.  Keep  trying  until  you  have 
suck  a  qxianti  cy  of  shot  or  sand  in  the  cart  that  it  moves  over 
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the  same  distance  in  the  same  time  as  it  did  when  you  used 
the  himp  of  lead. 

1.  What  is  the  force  producins;  the  acceleration  in  this  case  ? 

2.  What  is  the  whole  mass  accelerated  ? 

3.  According  to  our  definition  of  equal  masses,  what  masses  must 
be  equal  ? 

4.  Since  the  cart,  scale  pan,  and  the  body  in  the  scale  pan  are 
exactly  the  same  in  both  cases,  what  body  must  have  the  same 
mass  as  the  lump  of  lead  placed  in  the  cart  in  the  first  experiment  1 

Experiment  3- 

Carefully  remove  the  shot  or  sand  from  the  cart  and  place 
it  in  one  pan  of  an  equal-arm  balance,  placing  the  lump  of 
lead  in  the  other  pan. 

What  is  the  result  ?  \ 

Experiment  4.  N 

Hang  them  successively  from  the  end  of  a  strong  rubber 
band  and  note  the  extent  to  which  it  is  stretched  in  each  case. 

What  is  the  result  ? 

Also  place  them  successively  in  a  scale-pan  attached  to  a 
coil-spring,  supported  as  shown  in  Fig.  38,  A  small  pointer 
is  fastened  to  the  lower  end  of  the  spring,  and  the  elongation 
of  the  spring  is  measured  by  means  of  a  graduated  scale.  The 
position  of  the  pointer  on  the  scale  may  be  determined  with 
accuracy  by  so  placing  the  eye  that  the  pointer  and  its  image 
in  a  mirror  placed  alongside  the  scale  shall  be  in.  line. 

What  is  the  result  ? 
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The    apparatus  shown   in   Fig.  38   is   usually   called 
Jolly's  balance. 


St 

I- 


These  experiments  prove  that  equal 
masses  counterpoise  each  other  at  the 
ends  of  an  equal-arm  balance,  and  that 
equal  masses  stretch  the  same  elastic 
body  to  the  same  extent,  and  hence  we 
have  two  other  and  more  simple  methods 
of  finding  equal  masses.  Thus  if  we  find 
that  two  masses  counterpoise  each  other 
at  the  ends  of  an  equal-arm  balance,  we 
may  infer  that  these  masses  are  equal. 
Also,  if  we  find  that  two  masses  stretch 
to  the  same  extent,  the  same  rubber  band 
or  the  same  coil  spring,  we  may  infer 
that  these  masses  are  equal.  We  may 
also  divide  a  given  mass  into  two 
equal  parts   by  so    dividing  it  that 

the  two  parts  counterpoise  each  other  at  the  ends  of 

an  equal-arm  balance,  etc. 
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II. — Description  of  the  Balance. 

The  balance  consists  of  a  metal  beam  A  B  (Fig.  39), 
supported  at  the  centre  on  the  knife  edge  C,  usually  a 
three-cornered  steel  bar  passing  horizontally  through  the 
beam  at  right  angles  to  it.  The  sharp  lower  edge  of  C 
rests  on  a  smooth  horizontal  plate  of  steel  or  agate  fixed 
on  a  pillar,  P.  Scale  pans  are  hung  by  means  of  steel  or 
agate  plates  on  knife  edges  placed  at  E  and  F  near  the 
ends  of  the  beam  and  at  equal  distances  from  its  centre. 
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A  pointer,  jp,  which  moves  over  a  graduated  scale,  is 
attached  to  the  centre  of  the  beam,  as  shown  in  the 
figure.     When  unloaded,  or  when  the  pans  are  equally 


Fig.  :>!>. 


weighted,  the  balance  should  rest  in  equilibrium,  with 
the  beam  horizontal,  and  the  pointer  at  zero  on  the 
graduated  scale.  Every  good  balance  should  have  also 
some  device  for  supporting  the  pans. 


III. — Metric  Measurement  of  Mass. 

2.  Unit  of  Mass- 

The  metric  unit  of  mass  is  the  gramme,  generally  now 
written  in  English  gram.  It  is  equal  to  the  mass  of  one 
cubic  centimetre  of  water  at  4°  Centigrade. 

3.  Multiples  and  Fractions  of  the  Unit. 

A  mass  of    xV  or  -1  of  a  gram  (gm)  is  called  a  decigram  (dgm). 
"          T5?T  or  -01  "  "         centigram  (cgm). 

"         tttW  or  -001         "  "         milligram  (mgm). 

"         10  grams  "         decagram  (Bgm). 

"         100  «  "         hectogram  (Hgm) 

1000  «  «        kilogram  (Kgm). 
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4.  English  Equivalents- 

1  gram  =  15  "432  3  grains. 

=        '0022046  avoirdupois  pound. 

1  kilogram  =     2 '204 62 13  avoirdupois  pound. 

1  grain  =       -064798950  grams. 

1  ounce  avoirdupois  =  28*349541  grams. 

1  pound         "  =       "45359265  kilograms. 


5.  Approximate  Values- 

1  gram 
1  kilogram 
1  milligram 
1  grain 
1  ounce 
4.  pound 


=  15-4    grains. 

=  2^       pounds. 

=  '0154  grain. 

-  64*8    milligrams. 

=  28J     grams. 

=  454     grams. 


1.  How  many  milligrams  in  20*34  gm.,  30  42  cgm.,  "325  Kgm.? 

2.  How  many  kilograms  in  856*3  mgm.,  345*8  cgm.,  934*2  gm.  ? 

3.  How  many  centigrams  in  32*9  Kgm.,  92*3  gm,,  83*12  mgm.? 

4.  If  324  is  the  measure  of  a  mass  when  the  unit  of  mass  is  the 
gram,  what  will  be  its  measure  when  the  unit  is  (a)  the  kUogram, 
(6)  the  mUligram  ? 

5.  Is  the  unit  of  mass  a  fundamental  or  a  derived  unit  ? 


6.  Weights- 

For  convenience  and  accuracy  in  estimating  mass,  sets 
of  "  "weights  "  are  used.  These  are  pieces  of  metal  ad- 
justed to  contain  multiples  and  fractions  of  the  quantity 
of  matter  contained  in  the  selected  unit. 
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Metric  weights  are  usually  arranged  in  a  box  in  the 
following  order  (Fig.  40) : 


Brass   Weights. 

1000  gm. 

50  gm.         5  gm 

500 

20                  2 

200 

10                2 

100 

10               1 

100 

Fig.  40. 

Platinum  or  Aluminium  Weights. 


5  dgm 

5  cgm. 

2 

2 

2 

1 

1 

1 

A 


The  milligram  weights  are  seldom  used.     In 
delicate  balances  where  it  is  necessary  to  weigh 
to  a  milligram,  a  piece  of   platinum,  generally 
weighing  one  centigram  (Fig.  41),  called  a  rider,    Fig.  u. 
is  placed  on  the  beam  at  graduated  distances  from  the 
centre  (Fig.  42).     By  this  means  fractions  of  a  milligram 
may  be  estimated. 

7.  Rules  for  the  Use  of  the  Balance- 

1.  Keep  the  balance  dry  and  free  from  dust. 

2.  See  that  the  balance  is  properly  adjusted,  so  that  it 
will,  when  unloaded,  either  rest  in  equilibrium  with  the 
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pointer  at  the  zero  mark  on  the  scale,  or  will  swing 
equally  on  either  side  of  zero. 

3.  Place  the  body  whose  mass  is  to  be  ascertained  in 
one  scale  pan,  and  after  the  largest  weight  that  can  be 
used  is  placed  in  the  other,  try  the  others  in  order.     Miss 


none. 


4.  To  determine  the  equilibrium  do  not  wait  until  the 
balance  comes  to  rest.  Wiien  it  swings  equally  on  either 
side,  the  mass  in  one  pan  equals  that  in  the  other. 


Fie.  42. 


5.  Place  the  largest  w  ight  in  the  centre  of  the  pan, 
and  the  others  in  the  order  of  their  denominations. 

6.  Keep  the  pans  supported  when  weights  are  to  be 
added  or  taken  off. 

7.  Small  weights  'should  not   be  handled   with   the 
fingers.     Use  forceps. 
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8,  Weigh  in  appropriate  vessels  substances  liable  to 
injure  the  pans.     For  counterpoise  use  shot  and  paper. 

9.  Never  use  the  balance  in  a  current  of  air. 

8.  Experiments  in  Estimating  Mass. 

1.  Measure  off  50  cm.  of  iron  stove-pipe  wire,  weigh  it  and 
calculate  the  weight  in  grams  per  centimetre  in  length. 

2.  Take  another  piece  of  the  same  wire,  of  unknown  length, 
weigh  it,  and  from  the  weight  per  centimetre  determined  in 
the  last  experiment,  calculate  the  length  of  the  wire.  Verify 
your  result  by  measuring  its  length  with  a  metre  scale. 

What  is  your  percentage  of  error  ? 

3.  Use  the  weights  provided  in  your  laboratory  to  construct 
from  piece  of  brass  or  alumi- 
nium wire  a  set  of  centigram 
weights,  consisting  of  weights 
of  one,  two,  three,  four  and 
five    centigrams.       Bend   the  Fia.  43. 

wires    into  the  shape   shown  in   Fig.  43    to  indicate  their 
denominations. 

4.  Cut  sheet  brass  into  strips  with  a  pair  of  shears,  and  cut 
from  these  strips  a  set  of  decigram  weights. 

5.  Counterpoise  a  beaker  on  a  balance,  run  into  it  from  a 
burette  100  c.cm.  of  water.     "Weigh  the  water. 

What  is  the  mass  of  the  water  1 

What  is  the  mass  of  one  cubic  centimetre  of  it  ? 

6.  Weigh  one  cubic  centimetre  of  water  by  running  it 
from  a  burette  into  a  counterpoised  watch  glass. 

1.  How  does  your  result  compare  with  that  obtained   in 

Experiment  5  1 

2.  What  would  one  litre  of  the  same  water  weigh  t 


64  PHYSICAL    SCIEXCE. 

7.  Find  the  internal  volume  of  a  flask  up  to  a  certain  mark 
by  weighing  the  water  it  contains. 

8,  Counterpoise  a  beaker  on  a  balance,  and  then  weigh  a 
given  body  by  placing  it  in  the  other  scale  pan  and  determin- 
ing the  volume  of  the  water,  delivered  from  a  burette  into  the 
beaker,  which  will  counter[)oise  it. 

9.  Density. 

The  mass  of  a  unit  volume  of  a  substance  is  called 
its  density. 


CHAPTER  VIL 

MEASUREMENT   OF   FORCES. 

As  force  may  be  recognized  in  different  ways,  so  it 
may  be  measured  in  different  ways.  But  as  we  have 
considered  force  as  tendency  to  acceleration,  the  magni- 
tude of  a  force  in  any  particular  case  is  most  naturally 
inferred  from  the  amount  of  acceleration  resulting 
from  the  action  of  that  force.  In  our  experiments  for 
the  determination  of  equal  masses  we  have  seen  that  the 
same  force  gives  rise  to  different  accelerations  w^hen  act- 
ing on  different  masses.  Hence  in  measuring  forces  both 
the  mass  acted  on  and  the  acceleration  resulting  must  be 
taken  into  account. 

1.  Equal  Forces. 

We  may  define  equal  forces  as  forces  which  can  pro- 
duce equal  accelerations  upon  the  same  mass  or  upon 
equal  masses. 

2.  Weight— Mass. 

Experiment  1. 

By  means  of  an  equal-arm  balance,  a  rubber  band,  or  a 
spring  balance,  prepare  several  small  equal  masses.  Arrange 
the  cart  as  in  Experiment  1,  page  55.  Place  any  convenient 
and  fairly  large  mass  in  the  cart,  and  place  one  of  the  equal 
masses  in  the  scale  pan.  Carefully  determine  the  distance 
the  cart  moves  from  rest  in  1,  2,  or  3  seconds.  Replace  the 
mass  in  the  scale  pan  with  another  of  the  equal  masses  and 
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repeat    the    experiment,    making    the    same    observations    as 
before. 

1.  How  do  you  find  the  distances  traversed  by  tlie  "cart  in  equal 
times  to  compare  ? 

2.  Compare  the  mass  moved  in  one  case  witli  that  moved  in  the 
other  case. 

3.  What  is  the  total  mass  moved  in  first  case  ? 

4.  Wliat  in  second  case  ? 

5.  From  our  definition  of  equal  forces,  what  forces  must  be 
equal  ? 

6.  How  does  the  weight  of  the  mass  placed  in  the  scale  fian  in 
the  first  experiment  compare  with  tlie  weight  of  mass  placed  in  it 
in  the  second  experiment  ? 

7.  Hence  compare  the  weights  of  equal  masses  at  the  same  j)lace 
on  the  earth's  surface. 

In  these  experiments  we  find  that  the  cart,  load,  etc., 
moves  over  the  same  distance  from  rest  in  the  same  time 
(say  two  seconds)  in  one  trial  as  in  the  other.  The  total 
mass  moved  in  the  one  case  is  equal  to  the  total 
mass  moved  in  the  other,  viz.,  cart  +  load  +  pan  +  mass 
in  pan.  Hence,  from  our  definition,  the  force  acting 
in  the  one  case  is  equal  to  the  force  acting  in  the 
other.  The  force  acting  in  1st  case  is  weight  of 
pan  +  weight  of  mass  in  pan,  and  the  force  acting  in 
2nd  case  is  weight  of  pan  +  weight  of  mass  in  pan.  Now 
the  pan  is  the  same  in  both  cases,  therefore  its  weight 
must  evidently  be  the  same  in  both  cases.  Therefore 
the  weight  of  mass  in  pan  in  1st  case  must  equal  the 
weight  of  mass  in  pan  in  2nd  case.  But  these  masses 
are  equal  masses.  Therefore  equal  masses  have  equal 
weights.     This  conclusion   is  confirmed  by  experiments 
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much  more  delicate  though  not   so  simple  as  the  one 
above. 

Since  we  know  that  in  the  same  place  equal  masses 
have  equal  weights,  we  can  measure  forces  by  balancing 
them  against  the  weights  of  known  masses. 

3.  Mass— Acceleration. 
Experiment  2. 

Arrange  once  more  the  cart,  scale  pan,  etc.,  as  in  the  pre- 
vious experiments.  .  Load  the  cart  with  shot  or  sand  and 
place  a  small  quantity  of  the  same  in  the  scale  pan.  Carefully 
ascertain  the  acceleration  resulting.  Transfer  from  the  scale 
pan  to  the  cart,  until  the  mass  supported  by  the  string  as 
ascertained  by  the  use  of  a  balance  is  reduced  one  half,  and 
again  carefully  ascertain  the  acceleration  resulting. 

1.  How  does  the  whole  mass  accelerated  in  one  case  compare 
with  the  whole  mass  accelerated  in  the  other  case  ? 

2.  How  does  the  force  producinor  the  acceleration  in  one  case 
compare  with  the  force  producing  the  acceleration  in  the  other  case? 

3.  How  does  the  acceleration  resulting  in  one  case  compare  with 
the  acceleration  resulting  in  the  other  case  ? 

4.  What  connection  do  you  find  between  the  accelerations  pro- 
duced by  two  different  forces  acting  on  the  same  mass  ? 

From  the  above  and  similar  experiments  we  learn 
that,  if  different  forces  act  on  the  same  mass,  or  on 
equal  masses,  they  produce  accelerations  directly  pro- 
portional to  the  forces  acting. 

Experiment  3. 

By  means  of  a  balance  prepare  two  masses,  A  and  B,  of 
some  heavy   material   such   as   lead,  making  the  mass  of  A 
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double  that  of  B.  Place  A  and  B  on  a  book,  and,  holding 
it  at  a  few  feet  above  the  floor,  very  suddenly  pull  the  book 
aside,  thus  allowing  both  to  drop  from  the  same  height  at  the 
same  instant.     Carefully  observe  A  and  B  as  they  fall. 

1.  Does  one  reach  the  floor  first  or  do  both  reach  it  together  ? 

2.  How  does  the  acceleration  of  A  compare  with  that  of  B  ? 

3.  How  does  the  mass  of  A  compare  with  that  of  B  ? 

4.  How  does  the  force  acting  on  A  during  its  fall  compare  with 
that  acting  on  B  ? 

5.  How  does  the  product  of  the  measure  of  the  mass  of  A  into 
the  measure  of  its  acceleration  compare  with  the  product  of  the 
measure  of  the  mass  of  B  into  the  measure  of  its  acceleration  ? 

From  the  foregoing  experiments  we  see  that  if  two 
different  forces  act  on  two  masses  the  product  of  the 
measure  of  the  first  mass  into  the  measure  of  its  accel- 
eration is  to  the  product  of  the  measure  of  the  second 
mass  into  the  measure  of  its  acceleration  as  the  force 
acting  on  the  first  mass  is  to  the  force  acting  on  the 
second  mass. 

4.  Second  Law  of  Motion. 

Newton  expressed  this  conclusion  as  follows : — 
"  Change  of  motion  is  proportional  to  the  impressed 
force,  and  takes  place  in  the  direction  of  the  straight 
line  in  which  the  force  acts." 

In  this  statement,  "  change  of  motion  "  means  a  quan- 
tity which  is  measured  by  the  product  of  the  measure  of 
t'le  mass  accelerated  into  the  measure  of  the  acceleratioa 
It  follows  as  a  particular  case  of  the  foregoing  law  that 
no  change  whatever  takes  place  in  the  motion  of  a  body 
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which  is  subject  to  no  external  force.     This  fact  may  be 
stated  by  itself  as  follows  : — 

5.  First  Law  of  Motion. 

"  Every  body  continues  in  its  state  of  rest  or  of  uni- 
form motion  in  a  straight  line,  except  in  so  far  as  it 
may  be  compelled  by  force  to  change  that  state." 
This  is  generally  known  as  Newton's  First  Law  of 
Motion. 

6.  Unit  of  Force. 

The  second  law  furnishes  the  most  natural  and  scien- 
tific method  of  estimating  the  magnitude  of  a  force, 
viz.,  by  observing  the  "change  of  motion"  it  produces. 
However,  for  ordinary  purposes  it  has  been  found  con- 
venient to  estimate  a  force  by  observing  the  mass  it 
will  support  against  gravity  at  the  surface  of  the  earth. 
In  this  case  we  take  as  our  unit  force  the  force  that 
will  support  the  unit  mass,  e.g.,  the  pound  or  the  gram. 
Thus  a  pound  force  means  the  force  that  will  support  the 
pound  mass  at  the  surface  of  the  earth,  etc. 

7.  Double  Meaning  of  the  Words,  "Pound,"  "Gram,"  etc 

It  will  be  seen  that  we  use  the  word  "  pound "  in  a 
double  sense.  We  use  it  as  the  name  of  a  particular 
mass,  and  also  as  the  name  of  the  force  required  to  sup- 
port that  mass  at  the  surface  of  the  earth.  If  there  is 
any  chance  of  being  misunderstood,  it  is  well  to.  use  the 
phrase  pound  mass  or  pound  force,  according  to  which  is 
intended.  The  same  may  be  said  of  the  words  "  gram," 
"  kilogram,"  etc. 
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Experiment  4. 

Drop  a  mass  of  lead,  and,  by  means  of  your  pendulum, 
determine  as  accurately  as  you  can  the  distance  it  will  fall 
freely  from  rest  in  one  second. 

As  the  resistance  oflfered  by  the  air  to  the  motion  of  the 
lead  through  it  is  exceedingly  small  compared  with  the  weight 
of  the  lead,  no  appreciable  error  is  introduced  by  neglecting 
this  resistance  and  assuming  that  the  change  of  motion  in  the 
lead  is  produced  entirely  by  its  weight. 

You  will  find  that  the  lead  falls  approximately  16  feet,  or 
490  centimetres,  during  the  first  second,  and  we  have  already 
learned  from  our  experiments  with  the  loaded  cart  that  a  con- 
stant force  acting  on  a  constant  mass  produces  a  uniform 
acceleration.     Let  us  find  the  acceleration  in  this  case. 

1.  What  is  the  average  velocity  of  the  falling  lead  during  the 
first  second  ? 

2.  What  is  its  velocity  at  the  beginning  of  this  second  ? 

3.  Since  its  acceleration  is  uniform,  what  must  be  its  velocity  at 
the  end  of  the  second  ?    (Art.  6,  page  33.) 

4.  What  is  its  acceleration  1 

8.  Acceleration  Due  to  Gravity. 

From  such  experiments  as  the  above,  and  others  more 
exact  though  less  simple,  we  learn  that  a  body  falling 
freely  at  the  surface  of  the  earth  is  accelerated  ap- 
proximately 32  feet  per  second  per  second,  or  980 
cenfimetres  per  second  per  second.  It  is  customary 
to  use  the  letter  g  to  represent  this  acceleration.  The 
value  of  g  is  found  to  vary  slightly  according  to  the 
latitude,  showing  us,  as  we  also  learn  in  other  ways,  that 
the  same  mass  has  slightly  different  weights  at  different 
points  on  the  earth's  surface. 
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9.  Law  of  Gravitation. 

Sir  Isaac  Newton,  from  experiments  and  from  obser- 
vations of  the  motion  of  the  moon,  etc.,  arrived  at  the 
following  conclusion : 

Between  any  two  bodies  in  the  universe  there  is  a 
mutual  attraction  jointly  proportional  to  the  masses 
of  the  bodies,  and  inversely  proportional  to  the 
square  on  the  distance  between  their  centres  of  mass. 
For  example,  if  the  mutual  attraction  between  two  one- 
pound  masses  at  a  distance  of  one  foot  is  taken  as  the 
unit,  the  attraction  between  a  three-pound  mass  and 
a  two-pound  mass  at  a  distance  of  one  foot  is  (2  x  3) 
units,  and  the  attraction  between  a  four-pound  mass 
and  a  five-pound  mass  at  a  distance  of  three  feet  is 
^/-  units  =  -2/  units. 

10.  Experiment  of  Cavendisli. 

At  the  close  of  the  last  century  Cavendish  determined 
by  experiment  the  attraction  between  unit  masses  at  the 
unit  distance.  His  experiment  was  arranged  mainly  as 
follows : 

He  prepared  a  light  rod  about  2  metres  long,  with  balls  of 
lead  mm^  about  5  centimetres  in  diameter  at  the  ends,  which 
he  suspended  from  the  centre  by  a  fine  wire.     Near  the  small 
balls  he  placed  large  balls  of 
lead    MMi    about    30    centi- 
metres in  diameter,  as  shown    (      )  f^i^^ 

in    Fig.  44.    The  rod  was  de-     ^^- j -^^ 

fleeted  until  the  torsion  in  the    f  "  J  (       ) 

suspending  wire  was  just  bal- 
anced by  the  attraction.  After 
noting  the   deflection  the  large  masses   were  placed   on  the 
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other  side  of  the  small  ones,  in.  the  positions  indicated  by  the 
dotted  circles,  and  the  deflection  was  again  noted.  The  mean 
of  the  two  deflections  was  taken.  By  observing  the  period  of 
vibration  of  the  suspended  rod  under  the  torsion  of  the  sus- 
pending wire,  this  torsion  was  determined,  and  hence  he  found 
the  mutual  attraction  between  the  masses.  The  masses  being 
known,  and  their  distance  apart  being  also  known,  he  was 
able,  by  making  use  of  the  law  of  gravitation,  to  calculate  the 
attraction  between  two  unit  masses  at  the  unit  distance  from 
each  other. 

11-  Mass  of  the  Earth. 

By  comparing  the  attraction  between  unit  masses  at 
the  unit  distance  with  the  weight  of  the  unit  mass  at 
the  earth's  surface  and  again  applying  the  law  of  gravi- 
tation. Cavendish  estimated  the  mass  of  the  earth  to  be 
5 '48  times  as  great  as  that  of  an  equal  volume  of  water. 
This  experiment  in  modified  forms  has  been  repeated  by 
others  with  approximately  the  same  results. 

12.  Third  Law  of  Motion. 

It  has  already  been  observed  that  every  force  is  only 
one  aspect  of  a  stress,  or  in  other  words,  that  two  masses 
are  always  associated  with  any  force.  Careful  exam- 
ination shows  that  the  "  change  of  motion "  resulting 
in  the  one  mass  is  exactly  equal  and  opposite  to  that 
resulting  in  the  other. 

Newton  expressed  this  fact  by  saying :  "  To  every 
action  there  is  always  an  equal  and  contrary  reac- 
tion ;  or  action  and  reaction  are  equal  and  opposite." 


-'.  \t^: 
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QUESTIONS. 


^5j^  *^.  Is  a  kilogram  weight  resting  on  a  table  a  force  ? 

fr  2.   Explain  clearly  what  is  meant  by  a  force  of  a  pounds,  b  grams. 

3.  A  force  acts  on  a  mass  of  10  grams.  Compare  the  acceleration 
with  that  produced  by  the  same  force  acting  on  (a)  20  grams  mass, 
(b)  5  grams  mass. 

4.  A  force  acts  on  a  mass  of  10  grams  and  produces  an  accelera- 
tion of  10  cm.  per  sec.  per  sec.  Another  force  acts  on  a  mass  of  f» 
grams  and  produces  the  same  acceleration.     Compare  the  forces. 

,  5.  A  force  is  capable  of  producing  in  a  certain  mass  an  accelera- 

tion of  10  cm.  per  sec.  per  sec. ,  and  in  another  mass  an  acceleration 
of  20  cm.  per  sec.  per  sec.     Compare  the  masses. 

6.  Why  is  a  rider  frequently  unhorsed  when  the  horse  suddenly 
turns  in  a  new  direction  ? 

7.  Why  is  the  outside  bank  worn  away  when  a  river  takes  a  sharp 
turn? 

8.  Why  does  a  player  in  catching  a  cricket  ball  allow  his  hand,  the 
instant  the  ball  touches  it,  to  be  carried  backward  in  the  direction 
in  which  the  ball  is  moving  ' 

9.  A  ship  in  firing  a  broadside  inclines  to  the  opposite  side. 
Why? 

10.  What  effect  would  firing  (a)  the  bow  guns,  (b)  the  stem  guns 
have  on  the  speed  of  a  vessel  ?    Explain  the  reason. 

11.  Why  does  a  sky-rocket  ascend  ? 

12.  Explain  the  following  facts  derived  from  experience  :  <a)  It 
is  an  advantage  to  run  before  a  leap.  (^)  It  is  safest  to  skate 
quickly  over  thin  ice. 

13.  If  a  mass  of  10  grams  were  raised  50  cm.  above  the  surface 
of  the  earth,  what  would  happen  if  exactly  at  that  instant  gravity 
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ceased  to  act  ?     What  would  happen  if  gravity  ceased  to  act  after 
the  body  had  fallen  through  25  cm.  ? 

14.  If  the  mass  of  the  earth  is  80  times,  and  its  diameter  is  four 
times  that  of  the  moon,  how  does  the  weight  of  any  mass  at  the 
surface  of  the  earth  compare  with  the  weight  of  the  same  mass  at 
the  surface  of  the  moon  ? 

15.  What  is  the  wejght  of  a  pound  mass  at  the  centre  of  the 
earth  1 

16.  At  what  distance  from  the  earth's  surface  is  the  weight  of 
any  mass  one  fourth  of  its  weight  at  the  surface  T 


CHAPTER  VIII. 

MEASUREMENT  OF  ENERGY  AND  WORK. 

1.  Energy— Mass. 

We  have  already  seen  (page  38)  that  a  body  possesses 
energy  by  virtue  of  its  mass  and  its  velocity.  Let  us 
examine  the  connection  between  the  amount  of  energy 
a  body  possesses  and  its  mass. 

Let  A  and  B  be  two  bodies,  the  first  having  a  mass  of  one 
pound  and  the  second  a  mass  of  two  pounds.  Let  both  have 
the  same  velocity. 

Imagine  B  to  be  divided  into  two  equal  parts. 

1.  How  does  the  energy  of  each  part  of  B  compare  with  the 
energy  of  A  ? 

2.  How  does  the  energy  of  the  whole  of  B  compare  with  that  of 
one  part  of  B  ? 

3.  How  does  the  energy  of  B  compare  with  that  of  A  ? 

The  energy  of  a  body  is  directly  proportional  to 
its  mass. 

2.  Energy— Space. 

Consider  a  clock's  weight.  As  the  weight  falls  work  is  done 
on  the  weight  by  the  energy  which  causes  gravitation,  which 
energy  instead  of  being  stored  up  in  the  weight  is  expended  as 
fast  as  it  is  acquired  (since  the  weight  is  not  accelerated)  in 
moving  the  works  of  the  clock,  that  is,  in  overcoming  the  fric- 
tion among  the  wheels,  etc. 
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1.  How  does  the  work  done  in  this  case  during  one  hour  com- 
pare with  the  work  done  during  another  hour  ? 

2.  How  does  the  distance  the  weight  descends  during  one  hour 
compare  with  the  distance  it  descends  during  another  hour  ? 

3.  How  does  the  work  which  the  energy  causing  gravitation 
does  on  the  weight,  while  this  weight  is  falling  two  inches,  compare 
with  the  work  done  while  it  is  falling  one  inch  ? 

4.  Compare  the  work  done  on  a  one  poynd  mass  falling  one 
foot  with  the  work  done  on  a  two  pound  mass  falling  the  same 
distance. 

From  the  above  it  is  evident  that  the  work  which  the 
energy  causing  gravitation  does  on  a  falling  body 
near  the  earth's  surface  is  directly  proportional  to  the 
distance  the  body  falls.  The  force  brought  into  action 
in  this  case  is  the  weight  of  the  body,  and  therefore  a 
constant  force.  Hence  we  may  say  that  the  work  done 
in  any  case  is  directly  proportional  to  the  force  brought 
into  action,  and  also  directly  proportional  to  the 
distance  through  which  motion  takes  place  in  the 
direction  of  the  force. 

3..  Definition  of  Force- 

The  above  fact  may  be  stated  thus :  the  force  arising  in 
any  transference  of  energy  is  directly  proportional  to  the 
amount  of  energy  transferred  and  inversely  proportional 
to  the  distance  through  which  motion  takes  place  during 
the  transference.     That  is 

Force         =     ^ 

Space. 

We  can  now  clearly  see  the  analogy  already  indicated 

(page  48)  between  force  and  velocity. 

_^  ,     .,  Change  of  position 

Velocity       =      ^^- 

•^  Time. 
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From  this  we  define  velocity  as  the  time-rate  of  change 
of  position. 

Hence  from  the  statement 


Force 


Energy- 


Space. 

We  may  define  force  as  the  space-rate  of  transference 
of  energy. 

4.  Unit  of  Energy. 

From  the  foregoing  it  will  be  seen  that  a  con- 
venient unit  of  energy  is  the  energy  transferred  when  a 
unit  force  is  brought  into  action  and  motion  results 
through  a  unit  distance.  Thus,  if  a  pound  weight 
falls  vertically  one  foot,  we  say  that  one  unit  of  energy 
has  been  transferred.  The  same  amount  of  energy  is 
transferred,  of  course,  if  a  pound  force  acting  in  any- 
direction  causes  its  point  of  application  to  move  one  foot 
in  the  direction  of  this  force.  This  unit  is  called  a  foot- 
pound. We  shall  have,  of  course,  a  unit  of  energy  cor- 
responding with  every  combination  of  unit  force  and 
unit  distance,  for  example,  the  gram-centimetre,  the 
kilogram-metre,  etc. 

5.  Unit  of  Work. 

As  doing  work  is  simply  transferring  energy,  we  take 
as  our  unit  of  work  the  work  done  in  transferring  a 
unit  of  energy.  The  unit  of  work  is  called  by  the 
same  name  as  the  unit  of  energy. 

6.  Energy— Velocity. 

Let  us  consider  a  body  falling  freely  near  the  sur- 
face of    the  earth.     In    this  case  the  energy    causing 
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gravitation  does  work  on  the  falling  body,  which, 
as  the  body  falls  freely,  is  stored  up  as  energy  in  this 
body.  We  have  seen  that  a  body  falls  freely  16  feet 
in  one  second,  and  has  at  the  end  of  the  second  a 
velocity  of  32  feet  per  second.  Now,  if  a  pound  mass 
falls  16  feet,  the  energy  which  causes  gravitation  does 
16  foot-pounds  of  work  upon  it,  and  as  this  energy  is 
retained  by  the  body,  the  pound  mass  must  have  16 
foot-pounds  of  energy.  But  the  body  in  this  case 
has  a  velocity  of  32  feet  per  second,  therefore  a  pound 
mass  having  a  velocity  of  32  feet  per  second  must 
have  16  foot-pounds  of  energy.  If  the  pound  mass  is 
allowed  to  fall  freely  during  two  seconds  it  is  found  to 
fall  64  feet,  and  to  have  at  the  end  of  the  two  seconds  a 
velocity  of  64  feet  per  second.  Hence  a  pound  mass 
with  a  velocity  of  64  feet  per  second  has  64  foot-pounds 
of  energy.  Thus  we  see  that  doubling  the  velocity  of  a 
mass  increases  its  energy  fourfold.  In  sh(3rt  we  find  that 
the  energy  of  a  body  is  directly  proportional  to  the 
square  of  its  velocity. 

1.  What  is  the  energy  of  a  pound  mass  having  a  velocity  of  96 
feet  per  second  ? 

2.  Find  the  energy  of  a  five  pound  mass  with  a  velocity  of  64 
feet  per  second. 

3.  How  much  is  the  energy  of  a  body  increased  by  changing  its 
velocity  from  10  cm.  per  second  to  30  cm.  per  sajond  ? 

7.  Rate  of  Working. 

A  man  does  72,000  foot-pouad3  of  work  in  one  hour. 

1.  How  much  work  does  he  do  in  one  second  ? 

2.  How  much  in  one  minute  ? 

3.  Describe  his  time-rate  of  working. 
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8.  Power. 

Time-rate  of  working  is  called  power.  The  most 
scientific  unit  of  power  is  one  unit  of  work  in  one 
unit  of  time,  but  for  practical  purposes  a  much  larger  unit 
called  one  horse-power  is  used.  One  horse-power  is 
33,000  foot-pounds  per  minute,  and  is  about  the  rate  at 
which  a  good  horse  is  capable  of  working  during  the 
ordinary  working  day. 


QUESTIONS. 

1.  What  is  the  measure  of  100  foot-pounds  of  enei^  when 
2  pounds  is  the  unit  of  force  and  1  yard  is  the  unit  of  distance  ? 

2.  A  man  pumps  1,000  gallons  of  water  per  hour  from  a  well 
20  feet  deep  ;  at  what  rate  does  he  work  ?  (One  gal.  of  water 
weighs  10  lbs.) 

3.  How  long  would  it  take  a  10  horse-power  engine  to  raise 
1,000,000  gallons  of  water  to  a  height  of  330  feet  ? 

4.  A  bullet  weighing  1  gm.  is  fired  from  a  rifle  weighing  1  Kgm. 
Compare  (a)  the  momentum  (mass  X  velocity),  (6)  the  velocity,  (c) 
the  momentum,  of  bullet  with  that  of  the  rifle. 

5.  6,600  cubic  feet  of  water  flow  per  hour  over  a  dam  48  feet 
high.  If  a  cubic  foot  of  water  weighs  1,000  ounces,  what  is  the 
power  of  this  fall  ? 

6.  How  much  potential  energy  has  a  mass  of  90  Kgm.  500  m. 
above  the  surface  of  the  earth  1 


CHAPTER  IX. 


TRANSMUTATION   OF   MATTER. 

I— Chemical  Change. 


Experiment  1. 


Place  in  a  clean,  dry  test-tube  a  teaspoonful  of  granulated 
sugar.  Hold  the  tube  in  the  flame  of  a  spirit  lamp  or  Bunsen 
burner  (Fig,  45).  Hold  some  cold  polished  metal  body  above 
the  mouth  of  the  tube. 


1.  What  changes  take  place  in  the 
appearance  of  the  substance  in  the 
tube? 

2.  What  is  given  oflF  from  the  mouth 
of  the  tube  ? 

3.  What  is  observed  on  its  sides? 

4.  What  is  the  colour  of  the  sub- 
tance  left  in  it  ? 

5.  What  is  its  taste  ? 

6.  Is  it  soluble  in  water  ? 

7.  Is  it  sugar?  Give  reasons  for 
your  answer. 

Fi&.  45. 

Experiment  2. 

By  means  of  a  pair  of  pliers  hold  a  piece  of   magnesium 
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ribbon  in  the  flame  of  a  burner  (Fig.  46)  until  it  takes  fire; 
remove  it,   and   hold  it  over  a  piece  of 
dark  paper  until  combustion  ceases. 

1.  What  kind  of  fumes  were  given  off  ? 

2.  How  does  the  substance  remaining  on 
the  paper  differ  from  the  magnesium  before 
combustion  ? 


3.  Is  it  magnesium  1 


Fia.  46. 


Ezperiment  3- 

Place  a  small  piece  of  copper  in  a  test-tube  and  add  about 
twice  its  weight  of  nitric  acid.  Keep  the  mouth  of  the  tube 
away  from  your  face,  and  do  not  inhale  the  vapours. 

1.  What  is  the  colour  of  the  vapours  given  off? 

2.  What  is  the  colour  of  the  liquid  in  the  tube  ? 

Place  a  few  drops  of  the  liquid  on  a  sheet  of  mica  held  over 
the  flame  of  a  burner. 

1.  What  is  the  colour  of  the  substance  remaining  after  the  liquid 

is  evaporated  ? 

2.  Is  it  soluble  in  water  ? 

3.  Is  it  copper  ? 

The  substances  used  in  the  last  three  experiments  are 
evidently  different  in  identity  from  those  formed  from 
them.  They  are  said  to  be  transmuted  or  changed  chemi- 
cally into  the  others. 

Transmutation  of  matter,  or  chemical  change,  is  a 
change  in  which  an  alteration  of  substance  has 
occurred. 
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All  matter  is  subject  to  transmutation,  and  changes  of 
tliis  kind  are  constantly  going  on  around  us. 

Give  several  examples  of  transmutation  of  matter. 

1-  Chemistry. 

Chemistry  is  that  branch  of  Science  which  deals 
with  the  changes  which  afifect  the  composition  of  sub- 
stances. 


II. — Elements  and  Compounds. 
Experiment  1. 

Pulverize  in  a  clean  mortar  some  crystals  of  silver  nitrate. 
Take  a  test-tube  about  15  centimetres  long  and  12  millimetres 
in  diameter,  counterpoise  it  on  a  balance,  and  place  in  it  one 
gram  of  the  powdered  nitrate.  Heat  the  bottom  of  the  tube 
gently  in  the  flame  of  a  spirit  lamp  or  Bunsen  burner.  When 
the  salt  has  melted  heat  more  strongly  until  all  action  ceases. 
Weigh  the  residue. 

1.  What  changes  take  place  in  the  appearance  of  the  substance 
in  the  tube  ? 

2.  What  is  given  off  from  the  mouth  of  the  tube  ? 

3.  What  is  the  weight  of  the  residue  ? 

4.  Is  your  answer  to  this  question  the  same  as  that  of  the  other 
students  in  the  class  who  have  performed  this  experiment  ? 

5.  If  so,  what  do  you  believe  to  be  the  percentage  of  residue 
always  remaining  when  silver  nitrate  is  heated  ? 

In  this  experiment  a  substance  (silver)  differing  in 
property  from  the  silver  nitrate,  and  weighing  less  than 
it,  was  formed  from  it;  but  the  chemist  has  discovered  no 
means  of  changing  a  piece  of  silver  into  any  lighter  body. 
By  continuing  chemical  changes  similar  to  this,  which  re- 
sult in  lighter  forms  of  matter,  chemists  are  lead  to  a  lim- 
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ited  number  of  forms  each  of  which  cannot  be  made  to 
give  any  lighter  form  of  matter.  From  these,  in  most 
cases,  the  original  matter  may  be  constructed.  They  are, 
therefore,  called  elements,  and  those  substances  from 
which  they  may  be  derived,  and  which  are  formed  from 
them  by  transmutation,  are  called  compounds. 

2.  Element. 

An  element  is  a  substance  out  of  which  alone 
nothing  different  has  been  obtained,  or  which  has  not 
been  decomposed  into  two  or  more  distinct  and  differ- 
ent substances. 

3.  Compound. 

A  compound  is  a  body  formed  by  the  combination 
of  two  or  more  elements  into  one  substance  essen- 
tially different  from  its  constituents,  and  out  of  which 
its  constituent  elements  may  be  obtained. 

4.  Common  Elements. 

The  elements  are  divided  into  the  so-called  metals 
and  non-metals.  The  following  is  a  list  of  the  more 
common  ones  : — 

Non-Metals. 

Oxygen, 


Hydrogen, 

Nitrogen, 

Chlorine. 

Bromine, 

Iodine, 

Carbon, 

Sulphur, 

Phosphorus, 

Arsenic, 

Silicon. 


Gases. 


Liquid. 


Solids. 


Metals- 
Iron, 
Lead, 
Tin, 
Zinc, 
Copper, 
Silver, 
Gold, 
Nickel, 
Aluminium, 
Sodium, 
Potassium, 
Mercury, 


Solids. 


Liquid. 
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in. — Indestructibility  of  Matter. 
Experiment  1 ' 

Take  two  small  light  beakers,  fill  each  about  one-third  full 
of  distilled  water,  add  a  few  crystals  of  silver  nitrate  to  'the 
one  and  a  little  common  salt  to  the  other.  When  the  solids 
have  dissolved,  weigh  the  two.  Pour  the  contents  of  one 
beaker  into  the  other  and  again  weigh  both  beakers. 

1.  What  change  takes  place  in  the  appearance  of  the  contents  ? 

2.  Is  the  substance  at  the  bottom  of  the  beaker  soluble  in  water? 

3.  Is  it  either  common  salt  or  silver  nitrate  ?    How  do  you  know? 

4.  Has  transmutation  taken  place  ? 

5.  Is  there  any  loss  or  gain  in  matter  ? 

This  experiment  is  illustrative  of  a  general  law.  The 
careful  application  of  weight  to  innumerable  transmuta- 
tions of  matter  has  lead  to  the  belief  that  in  all  the 
various  changes  in  the  composition  of  substances  the  total 
amount  of  matter  remains  constant.  Whenever  matter 
apparently  disappears,  for  example,  in  ordinary  combus- 
tion, it  continues  to  exist  in  some  other  form.  The  law 
may  be  thus  stated  : 

5.  Law  of  Conservation  of  Matter. 

In  all  transmutations  of  matter,  no  matter  is  created 
or  destroyed ;  in  short,  the  total  amount  of  matter  in 
the  universe  is  a  constant  quantity. 


CHAPTER   X. 

I'ROPEirriES    AND    LAWS    OF   SOLIDS. 

L—  Hardness. 

The  resistance  which  a  body  offers  to  being  abraded 
by  another. 

It  is  a  relative  property.  A  body  which  is  hard  when 
compared  with  one  body  may  be  soft  when  compared 
with  another.  The  relative  hardness  of  two  bodies  is 
ascertained  by  trying  which  will  scratch  the  other. 

Experiment  1. 

Test  the  relative  hardness  of  the  following  substances,  and 
make  a  list  of  them  arranged  in  the  order  of  hardness  :  glass, 
slate,  lead,  copper,  wrought  iron,  steel. 

Experiment  2- 

Take  two  pieces  of  steel  piano  wire,  make  each  red  hot,  allow 
one  to  cool  slowly,  but  cool  the  other  quickly  by  dipping  it 
into  cold  water.     Scratch  each  with  a  file. 

Which  is  the  liarder  ? 

Experiment  3. 

Repeat  Experiment  2,  using  copper  instead  of  iron  wire. 
Which  is  the  harder,  the  wire  cooled  quickly  or  that  cooled  slowly  ? 

1.  Tempering— Annealing. 

Changing  the  hardness  of  a  metal  by  heating  it  and 
cooling  it  in  different  ways  is  called  tempering. 
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The  process  of  making  a  hard  and  brittle  metal  softer 
and  more  flexible  is  called  annealing. 

ITow  is  iron  annealed  ?     How  is  copper  ?  . 

2.  Hardness  and  Density- 

1.  Which   is  the  denser  metal,  iron   or  gold?     Which   is  the 
.  .irder  ? 

2.  Which  is  the  denser  metal,  lead  or  platinum  ?     Which  is  the 
hiirder  ? 

3.  Is  there  any  relation  between  hardness  and  density  ? 


II.— Ductility. 

The  property  of  being  extended  in  length  by  being 
drawn  out  into  wires  or  threads. 

Experiment  1. 

Take  a  piece  of  glass  tubing  or  a  glass  rod,  heat  it  in  the 
flame  of  a  Bunsen  burner  or  spirit  lamp  until  it  becomes  quite 
soft,  then  draw  it  out  (Fig.  47). 


Fia.  47. 

Experiment  2.  . 

Compare  the  ductility  of  a  piece  of  sealing  wax  at  the  ordi- 
nary temperature  with  that  of  a  piece  which  has  been  heated 
for  a  short  time  in  boiling  water. 
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Many  metals  are  quite  ductile  even  when  eold.  The 
following  is  a  list  of  the  more  common  ones  : — Gold, 
silver,  platinum,  iron,  copper,  aluminium,  zinc,  tin,  lead. 

Is  there  any  relation  between  (a)  density  and  ductility,  (b)  hard- 
ness and  ductility  ? 

Wires  are  made  by  drawing  the  metal  through  holes 
in  hard  metal  plates. 


III.— Malleability. 

The  property  of  being  extended  in  surface  when 
hammered  or  rolled. 

Gold  is  the  most  malleable  of  metals.  It  can  be  beaten 
out  into  sheets  so  thin  as  to  be  quite  transparent,  having 
a  thickness  of  not  more  than  Tawoir  cm. 

1.  How  are  the  relative  positions  of  the  molecules  of  a  body 
ntfected  by  its  being  extended  in  (a)  surface,  (b)  length  ? 

2.  Why  is  it  that  most  ductile  metals  are  malleable  ? 


IV.— Plasticity. 

The  property  of  changing  shape  under  the  action  of 
a  continuous  force  without  exhibiting  a  tendency  to 
regain  the  original  form. 
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Experiment  1 

Support  one  end  of  a  stick  of  sealing  wax  (Fig.   48)  and 


Fig.  48. 

hang  a  weight  of  about  50  grains  from  the  other  end.     Allow 
it  to  stand  for  two  or  three  days. 

1.  What  change  has  taken  place  in  the  shape  of  the  sealing  wax  ? 
Remove  the  weight. 

2.  Does  the  wax  recover  its  original  shape  ? 

3.  Name  some  plastic  bodies. 

4.  Is  ice  plastic  ?     Is  glass  ? 


V. — Tenacity. 

The  resistance  which  a  body  offers  to  the  separa- 
tion of  its  parts. 

Experiment  1- 

Determine  the  strength  of  different  wires  by  fastening  one 
end  of  each  to  a  peg  and  the  other  to  a  spring  balance,  and  grad- 
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ually  pulling  on  the  balance  until  the  wire  breaks  (Fig.  49). 


Fig.  49. 


1.  What  other  properties  of  bodies  are  dependent  upon  tenacity  ? 

2.  Wire  ropes  are  usually  stronger  than  bars  of  the  same  metal 
of  equal  mass  and  length.  How  does  drawing  a  metal  into  a  wire 
affect  its  tenacity  ? 


VI.— Elasticity. 
Experiment  1. 

Try  to  stretch  a  piece  of  rubber  band  or  tubing.  Press  a 
rubber  eraser  against  a  hard  substance.  Try  to  bend  it. 
Squeeze  in  the  hand  a  hollow  rubber  ball  containing  air. 

1.  What  changes  take  place  in  the  volume  or  the  shape  of  the 
band,  of  the  eraser,  and  of  the  ball,  when  force  is  applied  to  each  ? 

2.  What  happens  when  the  force  is  reduced  or  ceases  to  act  ? 

3.  Elasticity. 

The  property  of  a  body  in  virtue  of  which,  after  its 
size  or  shape  has  been  altered  by  the  action  of  force,  it 
reacts  against  the  force  and  returns  to  its  original  size 
or  shape,  more  or  less  completely,  on  the  removal  of  the 
force,  is  called  elasticity.  That  is,  the  elasticity  is  the 
internal  stress  which  is  called  out  in  a  body  when  it 
is  subject  to  a  strain. 
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When  the  strain  is  one  of  change  of  volume  (compres- 
sion or  dilatation)  the  stress  produced  is  called  elasticity 
of  volume ;  when  the  strain  is  one  of  change  of  shape 
(distortion)  the  stress  which  is  called  out  by  it  is  called 
elasticity  of  form. 

1.  Which  of  the  bodies  used  in  Experiment  1  possess  elasticity 
of  volume  ?    Which  elasticity  of  form  ? 

2.  What  elasticities  are  possessed  by  solids  ?  by  liquids  ?  by 
gases  1 


4.  Limit  of  Elasticity- 
Experiment  2- 

Arrange  apparatus  as  in  Figure  50,  Fasten  one  end  of  a 
piece  of  copper  wire  about  No.  26  or  30, 
and  about  50  cm.  long  to  the  support. 
To  the  other  end  attach  a  scale  pan. 
Tie  a  thread  around  the  wire  at  A  and 
another  at  B.  Place  a  small  weight  on 
the  scale  pan,  and  by  means  of  the  gradu- 
ated scale  placed  on  a  piece  of  mirror 
glass,  observe  the  elongation  of  A  B.  Re- 
move the  weight.  Repeat  the  experiment 
several  times,  removing  the  weight  each 
time  and  replacing  it  with  a  heavier  one. 

1.  Did  the  points  A  and  B  return  each 
time  to  their  original  positions  ? 

2.  If  not,  after  the  addition  of  what  weight 
did  they  cease  to  do  so  ? 

3.  What  change  must  have  taken  place  in 
the  arrangement  of  the  molecules  in  the  wire 
when  the  weights  were  placed  in  the  pan  ? 


Pio.  50. 
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Experiment  3. 

Fasten  one  end  of  a  piece  of  copper  wire  A  in  a  clamp  or 
vise,  as  shown  in  Fig.  51.  Place  a  pointer  B  opposite  the 
other  end. 


Fig.   51. 


Bend  the  wire  a  little  by  pulling  the  free  end  aside  a  short 
distance.     Let  go. 

Does  the  wire  take  its  original  position  when  it  ceases  vibrating? 

Repeat  the  experiment,  bending  the  wire  a  little  more  each 
time. 

Is  there  a  limit  beyond  which  if  it  is  bent,  it  will  not  take  its 
original  position  when  the  disturbing  force  is  removed  1 

The  property  of  a  body  in  virtue  of  which  it  may  be 
bent  is  called  flexibility. 

1 .  How  does  elasticity  differ  from  flexibility  ?    Give  illustrations. 

2.  Wlmt  change  takes  place  in  the  arrangement  of  the  molecules 
on  (a)  the  convex,  (6)  the  concave  side  of  a  body,  when  it  is  bent  ? 

Experiment  4- 

Fasten  one  end  of  a  copper  wire,  about  No.  10  and 
50  cm.  long,  to  a  support,  and  to  the  other  end  attach  a 
heavy  weight  to  which  is  fastened  a  pointer  (Fig.  52).  Note 
the  position  of  the  pointer  on  a  circular  scale  drawn  on  paper. 
Twist  the  weight  around  a  little  way. 
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Does  it  return,  after  it  ceases  vibrating,  to  its  original  position  ? 


Repeat  the  experiment,  turning  the  weight 
more  each  time. 


Fig.  52. 


Is  there  a  limit  beyond  which,  if  the  weight  is 
turned,  the  pointer  does  not  retmn  to  its  original 
position. 

A  body  is  said  to  be  perfectly  elastic 
when  it  recovers  completely  its  volume 
or  shape  after  strain.  Many  solids  are 
perfectly  elastic  if  not  strained  be- 
yond a  certain  limit  called  the  limit  of 
elasticity.  When  strained  beyond  this 
they  do  not  completely  recover  their 
original  volume  or  shape,  but  take  a 
permanent  "set." 

1.  If  a  heavy  load  strains  a  bridge  beyond  its 
limit  of  elasticity,  what  effect  is  produced  on 
tlie  shape  of  the  bridge  ?  What  effect  would  the  same  load  pro- 
duce if  it  passed  over  again  ? 

2.  Why  do  the  springs  of  carriages  often  become  ' '  sagged  "  ? 

3.  Name  some  bodies  (a)  in  which  the  limit  of  elasticity  is  soon 
reached,  (6)  in  which  the  limit  of  elasticity  is  near  the  breaking 
point,  (c)  which  have  a  high  limit  of  elasticity  ? 

4.  Are  there  any  bodies  belonging  to  (a)  and  (b)  ?  to  («)  and  (c)  ? 
to  (b)  and  (c)  ?     If  so,  give  examples. 

5.  Has  the  length  of  time  during  which  a  force  acts  any  effect 
on  the  limit  of  elasticity  of  a  body  ? 

Experiment  5. 

To  answer  this  question,    take  a  wooden   bar   A,  support 
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it  as  shown  in  Fig.  53,  and  place  on  it  a  weight  which 
does  not  apparently  strain  it  beyond  its  limit  of  elasticity. 
Allow  the  weight  to  remain  on  the  bar  for  a  few  days. 


Fig.  53. 

1.  Is  the  bar  permanently  bent  ? 

2.  Why  do  archers  keep  their  bows  unbent  when  not  in  use  ? 

3.  Have  gases  a  limit  of  elasticity?  have  liquids? 

6.  Measure  of  Elasticity. 

The'elasticity  of  a  body  is  measured,  not  by  the  amount 
of  change  in  shape  or  in  volume  which  it  will  undergo 
and  still  regain  its  original  shape  or  volume,  but  by  the 
force  with  which  the  displaced  particles  will  tend  to 
revert  to  their  original  positions.  This  is  the  force 
necessary  to  produce  the  change  in  shape  or  volume. 
For  example,  liquids  are  more  elastic  than  gases,  because 
greater  force  is  necessary  to  produce  a  specific  change  in 
the  volume  of  a  liquid  than  in  the  volume  of  a  gas,  since 
the  particles  of  the  liquid  tend  with  greater  force  to 
return  to  their  original  positions. 

Generally,  the  elasticity  of  solids  is  greater  than  that 
of  liquids. 

1.  To  which  must  the  greater  force  be  applied  to  change  its 
length  by  one  millimetre,  a  bar  of  rubber  or  one  of  steel  of  the 
Baaie  size  and  length  1 
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2.  Which  is  the  more  elastic  ? 

3.  Which  is  the  more  extensible  ? 

4.  Which  is  the  more  compressible  ? 

5.  Why  does  a  ball  rebound  when  it  strikes  a  hard  surface  ? 

To  answer  this  question,  cover  the  surface  with  ink  or  pairit. 
Touch  lightly  the  ball  to  the  surface  and  note  the  size  of  the 
spots  made  on  the  ball  and  on  the  surface.  Now  let  the  ball 
drop  from  a  height  on  the  surface  and  again  observe  the  size 
of  the  spots. 

1.  How  do  the  spots  made  in  the  two  cases  compare  ? 

2.  What  change  must  have  taken  place  in  the  ball  when  it  came 
in  contact  with  the  surface  ? 

3.  What  would  this  cause  1 


VII.— Structure— Crystalline  and  Amorphous. 

Experiment  1 . 

Dissolve  100  grams  of  alum  in  500  cubic  centimetres  of 
water.  Hang  several  strings  in  the  solution  and  set  aside  for 
a  few  hours. 

1.  Are  the  pieces  of  alum  which  have  separated  from  the  solution 
alike  in  shape  ? 

2,  Study  their  forms  and  make  drawings  of  some  of  them. 

Experiment  2- 

Repeat  Experiment  1,  using  (a)  a  solution  of  copper  sul- 
phate, (6)  a  mixture  of  the  solution  of  alum  and  the  solution 
of  copper  sulphate. 
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Experiment  3- 

Clean  a  strip  of  glass,  slightly  warm  it,  and  pour  upon  it  a 
few  drops  of  a  hot  solution  of  ammonium  chloride. 

1.  Describe  what  takes  place. 

2.  What  is  the  substance  left  on  the  glass  ? 

Experiment  4- 

If  you  have  a  porta  lumiere  or  projection  lantern,  wet  a  clean 
glass  plate  the  size  of  a  lantern  slide  with  the  hot  solution  of 
ammonium  chloride,  place  it  in  the  slide  holder  and  focus  it  on 
the  screen. 

Observe  the  beautiful  arborescence. 

Experiment  5- 

Pour  a  saturated  solution  of  common  salt  into  a  saucer. 
Put  it  away  and  keep  it  free  from  dust  for  a  few  days. 

What  do  you  observe  on  the  bottom  of  the  saucer  ? 

Experiment  6- 

Obtain  pieces  of  mica,  chalk,  coal,  copper  sulphate,  glass, 
Iceland  spar,  roll  sulphur,  and  wood.  Try  to  cut  or  split  them 
in  different  directions. 

1.  Is  each  cut  or  split  in  every  direction  with  equal  ease  ? 

2.  Are  the  surfaces  exposed  at  all  separations  of  the  same 
substance  the  same  in  appearance  1  If  not,  point  out  some  of  the 
differences. 

7.  Crystalline— Amorphous. 

When  the  particles  of  which  a  body  is  composed  are 
arranged  in  a  more  or  less  regular  form  the  body  is  said 
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to  be  crystalline  in  its  structure ;  but  when  these  par- 
ticles possess  no  apparent  regularity  in  their  arrangement 
it  is  said  to  be  amorphous 

1.  Which  of  the  bodies  named  in  Experiment  6  above  are  crystal- 
line and  which  amorphous  1 

2.  Is  ice  crystalline?  Observe  it  when  it  begins  to  form.  Place 
a  thin  sheet  of  it  before  the  condenser  of  a  porte  lumiere  or  projec- 
tion lantern  and  focus  on  the  screen. 

3.  Is  snow  crystalline  ?  Place  a  few  flakes  on  a  dark  cloth  and 
observe  them  through  a  magnifying  glass. 

The  variety  of  forms  in  which  the  particles  of  different 
substances  arrange  themselves  is  almost  endless.  This 
is  the  case  probably  because  the  attraction  of  cohesion  is 
not  the  same  all  round  the  molecule,  but  like  the  attrac- 
tion of  a  magnet,  is  concentrated  at  certain  points  or 
poles.  When  the  molecules  are  free  to  move,  these 
points,  on  account  of  their  mutual  attractions  or  repul- 
sions, take  set  positions,  and  the  structure  of  the  body 
thus  becomes  regular  in.  form. 

This  tendency  to  arrange  themselves  in  regular  order 
is  perhaps  possessed  by  the  molecules  of  most  bodies; 
and  even  when,  on  account  of  the  lack  of  freedom  of  the 
molecules,  it  does  not  render  itself  apparent,  it  is  no  doubt 
often  still  present.  For  example,  wrought  iron  is  amor- 
phous, but  by  constant  jarring  it  becomes  crystalline. 
Here  the  molecules  receive  a  certain  amount  of  freedom 
at  each  jar,  and  in  course  of  time  the  constant  tendency 
to  regularity  of  structure  becomes  apparent. 
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QUESTIONS. 

Give  the  properties  of  the  following  solids  which  make  them 
useful  for  the  purposes  indicated  : 

1.  Lead  for  (a)  water  pipes,'  (6)  bullets. 

2.  Rubber  for  (a)  bicycle  tires,  (b)  overshoes. 

3.  Iron  for  (a)  boiler  plates,  (b)  chains. 

4.  Steel  for  (a)  pens,  (6)  watch  springs,  (c)  swords. 

5.  Silk  for  (a)  clothes,  (6)  thread. 

6.  Hair  for  (a)  mattrasses,  (6)  mixing  in  mortar. 

7.  Cork  for  (a)  bottle  stoppers,  (b)  soles  for  shoes. 

8.  Leather  for  (a)  harness,  (6)  shoes. 


CHAPTER  XL 

PROPERTIES   AND   LAWS   OF   LIQUIDS. 

I.— Fluidity— Viscosity. 

Experiment  1. 

Pour  several  liquids  such  as  alcohol,  water,  oil,  syrup, 
honey,  tar. 

1.  Do  they  all  flow  with  equal  freedom  ? 

2.  Is  the  shape  of  each  changed  by  the  action  of  the  smallest 
possible  force  ? 

A  perfect  fluid  would  possess  no  rigidity  of  form 
whatever,  but  in  actual  liquids  there  is  always  a  certain 
amount  of  rigidity  due  to  internal  friction  among  their 
moleculea 

1.  Viscosity. 

The  resistance  to  flow  due  to  internal  friction  of  the 
molecules  of  a  liquid  is  called  viscosity. 

Liquids  differ  widely  in  fluidity.  Some,  like  ether,- 
are  quite  mobile ;  wliiie  others,  like  pitch,  are  very 
viscous. 

The  rigidity  of  a  perfect  solid  would  be  infinitely 
great,  and  the  viscosity  of  perfect  fluid  infinitely  small. 

2.  Surface  Viscosity. 
Experiment  2. 

Place  a  clean,  dry  sewing  needle  on  the  surface  of  water 
by  lowering  it  so  that  both  ends  will  touch  the  surface  at 

[98] 


PROPERTIHS    AND   LAWS    OF    LIQUIDS.  99 

once.     To  do  this  use  a  fine  wire  bent  in  the  form  shown  in 
Fig.  54.     Keep  trying  until  you  succeed  in 
leaving  the  needle  floating  on  the  surface  of 
the  water. 

What  is  the  form  of  the  water  surface  around 
the  needle  ? 

Break  the  surface  of  the  water  near  the 
needle  by  thrusting  a  finger  into  the  water. 


What  takes  place  ?  Pj^  54 

Experiment  3- 

Magnetize  a  sewing  needle  by  rubbing  it  with  a  permanent 
magnet  (Experiment  6,  page  50),  and  place  it  on  the  surface 
of  water  as  in  the  last  experiment. 

In  what  direction  does  the  needle  set  itself  ? 

Place  another  magnetized  needle  on  the  surface  of  a  soap 
solution. 

What  position  does  this  needle  take  on  the  surface  ? 

Suspend  by  a  fibre  the  magnetized  needle  beneath  the  surface  of 
the  soap  solution. 

What  position  does  the  needle  now  assmne  ? 

The  superficial  film  of  a  liquid  is  more  viscous  than  the 
interior.  This  film  therefore  is  hard  to  break,  and  bodies 
which  would  naturally  sink  if  placed  in  the  interior  of 
the  liquid  are  borne  up  by  it. 


n. — Cohesion— Adhesion. 
Experiment  1. 

Place  a  piece  of  wood  in  water,  take  it  out  and  observe  its 

surface. 

1.  What  do  you  find  on  the  surface  of  the  wood  1 

2.  What  force  holds  it  together  ? 

3.  What  force  holds  it  to  the  wood? 
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Experiment  2. 

Repeat  Experiment  1,  using  mercury  instead  of  water. 
How  do  you  account  for  the  difference  in  the  result  ? 

Experiment  3- 

Fasten  to  the  centre  of  a  glass  disc  with  sealing  wax  a  wire 

staple  of  the  form  shown  in  Fig. 
55,  and  tie  to  this  a  thin  rubber 
band,  and  gently  lower  the  disc 
until  its  surface  touches  the  sur- 
face of  the  water.  Lift  up  on 
the  rubber.  Examine  the  lower 
surface  of  the  disc  when  it  has 
separated  from  the  water. 

1.  What  evidence  had  you  that 
you  had  to  exert  force  to  separate ' 
the  disc  from  the  water  ? 

2.  In  separating  the  disc  from 
the  water,  what  force  was  over- 
come, the  cohesion  among  the 
articles  of  the  disc,  the  adhesion 

between  the  disc  and  the  water,  or  the  cohesion  among  the  particles 
of  the  water  ?    Give  yom*  reasons. 


Fig.  55. 


Experiment  4. 

Repeat  Experiment  3  after  having  greased  the  lower  surface 
of  the  disc. 

Was  force  necessary  to  separate  the  disc  from  the  water  ?     If  so, 
what  force  had  to  be  overcome  to  cause  the  separation  ? 

Experiment  5. 

Repeat  Experiment  3,  using  mercury  instead  of  water. 
1.  Is  there  any  adhesion  between  the  disc  and  the  mercury  ? 
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2.  Is  there  any  cohesion  among  the  particles  of  the  mercury  ? 

3.  In  pouring  liquids  from  vessels  a  glass  rod  is  often  placed  as 
shown  in  Fig.  56.     Why  does  this  prevent  the  liquid  from  running 


Fio.  56. 


down  the  side  of  the  vessel  ?     Would  it  be  of  any  use  in  pouring 
mercury  from  a  glass  vessel  ?     Give  reasons  for  your  answers. 


in. — Capillarity. 
Experiment  1. 

Dip  a  clean  glass  plate  (a)  in  water ;  (b)  in  mercury. 

1.  Make  drawings  of  vertical  sections  of  the  surfaces  of  tlie  water 
and  the  mercury  around  the  plate. 

2.  Does  the  water  wet  the  plate  1    Does  the  mercury  ? 

3.  The  adhesion  between  the  water  and  the  glass  is  greater  than 
the  cohesion  in  the  water,  and  the  cohesion  in  mercury  is  greater 
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than  the  adhesion  between  the  mercury  and  the  glass.  How  does 
this  explain  the  difference  in  the  position  of  the  liquid  surfaces 
around  the  plate  ? 

Experiment  2. 

Hold  two  glass  plates  "with  the 
edges  together  at  one  side,  but 
kept  a  little  apart  at  the  other 
(Fig.  57).  Place  the  plates  verti- 
cally in  (a)  water,  (b)  mercury. 

Make  drawings  showing  the  position 
of  the  surfaces  of  the  water  and  of  the 
mercury  on  the  outside  of  the  plates 
Fia.  57.  and  between  them. 

Experiment  3- 

Dip  vertically  into  (a)  water,  (h)  mercury,  a  glass  tube  the 
bore  of  which  is  about  one  millimetre  in  diameter 

1.  Does  the  water  or  the  mercury  rise  in  the  tube  'i  Is  either 
depressed  ? 

2.  What  is  the  form  of  the  surface  of  (a)  the  water,  (b)  the  mer- 
cury in  the  tube  1 

Repeat  the  experiment,  using  tubes  of  smaller  bore. 

In  which  is  there  the  greatest  difference  in  level  between  the 
surface  of  the  liquid  in  the  vessel  and  its  surface  in  the  tube  ? 

Experiment  4. 

Take  two  capillary  tubes  of  the  same  bore,  place  one  in 
alcohol  and  the  other  in  water. 

Does  the  water  rise  to  the  same  height  in  the  one  tube  as  the 
alcohol  does  in  the  other  ? 

Experiment  5- 

Take  two  capillary  tubes  of  the  same  bore,  dip  one  into 
any  liquid  and  the  other  into  the  same  liquid  at  a  higher  tem- 
perature. 
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In  which  is  the  difference  of  level  between  the  liquid  within  the 
tube  and  that  without,  the  greater  ? 

Phenomena  of  the  kind  illustrated  in  the  foregoing 
experiments  are  known  as  capillary  phenomena,  because 
they  take  place  in  tubes  with  capillary  or  hair-like  open- 
ings. 

3.  Laws  of  Capillarity- 

1.  Liquids  rise  in  tubes  when  they  wet  them,  and  are 
depressed  when  they  do  not. 

2.  The  ascension  or  depression  is  inversely  as  the 
diameter  of  the  bore  of  the  tube  for  the  same  liquid, 
but  differs  with  different  liquids. 

3.  The  ascension  and  depression  increases  when  the 
temperature  of  the  liquid  decreases. 

Experiment  6- 

Take  tubes  of  the  form  shown  in  Figure  58 ;  pour  water 
into  one  and  mercury  into  the  other. 


Fig.  58. 


104  PHYSICAL   SCIENCE. 

Account  for  the  forms  of  the  surfaces  and  the  differences 
in  level  observed. 

Experiment  7. 

Place  (a)  one  comer  of  a  lump  of  sugar  in  water ;  (b)  the 
comer  of  a  sheet  of  blotting  paper  in  ink  3  (c)  the  end  of  a 
piece  of  loosely-woven  cloth,  such  as  a  lamp  wick,  in  water. 

What  takes  place  in  each  case  ? 

Porous  bodies,  such  as  blotting  paper,  wood,  cloth,  etc., 
absorb  liquids  by  capillary  action,  the  liquid  rising  in 
the  irregular  spaces  within  the  bodies. 

4.  Will  a  liquid  overflow  a  tube  by  capillary  action  ? 
Experiment  8- 

To  answer  this  question,  take  a  tube  of  very  fine  bore,  place 
one  end  of  it  in  water  and  hold  it  in  a  vertical  position  until 
the  water  rises  to  a  considerable  height  in  it,  then  depress  it 
until  the  upper  end  comes  near  the  surface  of  the  water. 

What  change  takes  place  in  the  height  of  the  liquid  within  the 
tube  as  it  is  depressed  ? 


IV. — Surface  Tension. 
Experiment  1. 

Let  water  fall  in  drops  from  the  end  of  a  glass  rod.  Let 
some  of  the  drops  rest  on  a  greased  surface.  Place  a  few 
drops  of  mercury  on  a  table, 

1.  What  is  the  shape  of  the  drops  of  water  when  falling  through 
the  air  ?     Wh^t  when  on  the  greased  surface  ? 

2.  What  is  the  shape  of  the  drops  of  mercury  ? 

3.  How  is  small  shot  made  7 


PROPERTIES    AND    LAWS    OF    LIQUIDS. 


105 


Experiment  2. 

Soften  the  end  of  a  stick  of  sealing  wax  or  of 
a  glass  rod  by  heating  it. 

What  shape  does  it  take  ? 

Experiment  3- 

Make  a  mixture  of  alcohol  and  water  of  the  same 
density  as  olive  oil.  This  is  most  quickly  done 
by  the  use  of  a  hydrometer.  With  a  pipette 
introduce  some  of  the  oil  into  the  centre  of  the 
mixture  (Fig.  59). 

What  shape  does  it  assume  1 


Fig.  60. 


Experiment  4- 

Make   a   soap    solution,  and  with    a  thistle-tube    blow   a 

bubble.  When  the  bubble  has 
become  fairly  large,  remove 
the  end  of  the  tube  from  the 
mouth  and  place  it  near  the 
flame  of  a  lighted  candle 
(Fig.  60). 
What  takes  place  ? 
Experiment  5- 

Dip  the  mouth  of  a  glass  funnel  into  the  soap  solution,  and, 
keeping  a  finger  over  the  narrow  end,  lift  the  funnel  out  of  the 
solution  and  observe  the  film  on  the  mouth  of  the  f  unneL 

Remove  the  finger  from  the  narrow  end. 
^Vllat  change  takes  place  in  the  film  ? 

A  liquid  surface  always  tends  to  assume  a  minimum 
area,  and    therefore    acts    like   an    ela-stic     membrane 
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equally  stretched  in  every  direction  by  a  constant  ten- 
sion. This  phenomenon  is  known  as  the  surface  tension 
of  the  liquid. 


V. — Transmission  of  Pressure  by  Fluids. 

Experiment  1, 

Have  made  by  a  tinsmith  a  vessel  of  the  form  shown  in 
Fig.  61.  The  short  tubes  inserted  in  the  sides  should  be  about 
one  inch  long,  and  from  two  to  three  inches  in  diameter.  Tie, 
or  fasten  by  hoops,  pieces  of  thin  sheet  rubber  over  the  mouth 
of  each  of  the  tubes.  Fill  the  vessel  with  water  by  pouring  it  in 
through  the  tube  A.  Cork  the  tube  A  and  apply  pressure  tc 
any  one  of  the  diaphragms. 


Fig.  61. 

1.  What  effect  is  produced  on  each  of  the  other  diaphragms  ? 

2.  How  then  is  the  force  which  is  applied  to  the  diaphragm 
transmitted  by  the  water  ? 
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Experiment  2. 

Repeat  Experiment  1,  filling  the  vessel  with  compressed  air 
instead  of  water.  This  can  be  done  by  attaching  the  tube  to 
the  foot  bellows  used  w-ith  a  blow-pipe  or  by  using  a  bicycle 
pump. 

How  do  the  resulting  phenomena  compare  with  those  observed 
when  water  was  used  ? 

5.  Law  of  Transmission  of  Pressure— Pascal's  Principle. 

Pressure  exerted  an3rwhere  upon  a  mass  of  fluid  is 
transmitted  undiminished  in  all  directions,  and  acts 
with  equal  intensity  upon  all  equal  surfaces,  and  in 
directions  at  right  angles  to  these  surfaces. 

This  is  generally  known  as  Pascal's  principle. 
Experiment  3. 

Pour  a  small  quantity  of  mer- 
cury into  a  tube  of  the  form  shown 
in  Fig.  62.  Now  pour  some  water 
into  the  larger  branch. 

1.  "What  changes  take  place  in  the 
levels  of  the  mercury  in  the  two 
branches  ]     Why  ? 

2.  How  much  water  do  you  suppose 
must  be  put  into  the  smaller  branch 
to  bring  the  mercury  to  the  same  level 
ui  each  branch  ?  Give  reasons  for 
your  answer.  Verify  by  pouring 
water  into  the  smaller  branch. 

3.  How  does  the  weight  of  the  water 
in  the  larger  branch  compare  with 
that  in  the  smaller  one  when  the 
mercury  is  restored  to  the  same  level  in  each  tube  ? 
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VI.— Pressure  due  to  Weight. 
Experiment  1. 

Cut  the  funnel  shaped  end  from  a  thistle-tube,  leaving 
about  an  inch  of  the  stem  connected  with  it.  Over  this 
slip  a  piece  of  rubber  tubing  about  30  or  40  cm.  long,  and  tie 
a  piece  of  thin  sheet  rubber  over  the  mouth  of  the  funnel. 
Make  a  U  shaped  tube  by 
bending  a  piece  of  glass  tubing 
into  the  form  shown  in  Fig. 
63.  Place  this  in  a  vertical 
position  in  a  holder,  partially 
fill  it  with  water  and  connect  it  with  the  free  end  of  the 
rubber  tubing.     Press  the  rubber  membrane  with  a  finger. 

1.  What  change  takes  place  in  the  position  of  the  water  in  the 
tube  1     Why  ? 

2.  How  is  (a)  an  increase,  (6)  a  decrease  in  the  pressure  on  the 
membrane  indicated  by  the  water  in  the  tube  ? 

Fill  a  large  jar  with  water  which  is  at  the  temperature  of 
the  air  in  the  room.  Place  the 
thistle-tube  in  the  water  and  grad- 
ually lower  it  (Fig.  64). 

1.  WTiat  change  takes  place  in  the 
water  in  the  U  shaped  tube  ? 

2.  What  change  in  pressure  does 
this  indicate  ? 

When  the  membrane  has  reach- 
ed the  bottom  of  the  jar,  gradually 
lift  it  up. 

1.  What  change  ia  pressure  takes  place  as  the  funnel  is  raised  in 
the  water  ?    How  do  you  know  1 

2.  What  was  in  contact  with  the  membrane  ? 
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3.  What  then  must  have  caused  the  pressure  ? 

4.  How  does  (a)  increase,  (b)  decrease  in  depth  affect  this 
pressure  ? 

Experiment  2- 

Place  the  funnel  used  in  the  last  experiment  at  any  point 
in  the  water,  and  mark  by  tying  a  thread  around  the  tube  the 
position  of  the  water  level  in  the  U  shaped  tube.  Now  turn 
the  funnel  so  that  the  membrane  may  face  upwards,  down- 
wards, and  in  various  directions,  keeping  the  centre  of  the 
membrane  at  the  same  point  all  the  time. 

1 .  Is  there  any  change  in  the  water  level  in  the  U  shaped  tube  ? 

2.  What  does  this  indicate  with  regard  to  the  magnitude  of  the 
pressure  in  different  directions  on  the  membrane  when  it  is  kept 
at  the  same  point  ? 

6.  Pressure  at  a  Point. 

By  pressure  at  a  point  is  meant  the  average  pressure 
on  an  infinitely  small  area  containing  that  point. 

1.  The  pressure  at  a  point  in  a  liquid 
increases  with  the  depth. 

2.  The  pressure  at  a  point  in  a  liquid 
at  rest  is  equal  in  all  directions. 

Experiment  3. 

Lower  into  water  a  cylindrical  tube  A, 
having  a  movable  bottom  B,  which  is  to  be 
held  in  position  by  a  string  C  (Fig.  65). 
"When  the  tube  has  been  lowered  four  or 
five  inches  into  the  water  let  the  strinsr  so. 


1.  Why  does  the  bottom  not  fall  off  ? 

2.  Pour  water  into  the  tube.     When  does  the 
bottom  fall  off  ?     Why  ? 


FiQ.  65. 
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VII.— Surface  of  a  Liquid  at  Rest  Under  the  Action  of 

Gravity. 

Experiment  1- 

Pour  enough  mercury  into  a 
bowl  or  a  dinner  plate  to  cover 
its  bottom.  Hold  a  plumb-line 
over  the  surface  of  the  mercury 
(Fig.  66). 

1.  What  direction  does  a  plimib- 
line  always  take  ? 

2.  What  direction  does  the  image 
of  the  line  take  with  regard  to  the 
line  itself  ? 

3.  What  then  must  be  the  position 
of  the  surface  of  the  mercury? 


Experiment  2. 

Pour  water  into  a  series  of 
connecting  tubes  of  various 
sizes  and  shapes.  An  appara- 
tus for  this  purpose  can  be 
made  by  cutting  the  bottom 
off  a  glass  bottle,  inverting  it 
and  inserting  tubes  through 
a  cork  as  shown  in  Fig.  67. 
Very  small  tubes  should  not  be 
used. 

1.  Does  the  water  reach  the 
same  level  in  each  tube  ? 


Fio.  67. 


2.  What  would  be  the  result  if  some  very  small  tubes  were  used? 

The  surface  of  a  liquid  at  rest  is  horizontal 
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VIII.— Buoyancy. 

Experiment  1- 

Lower  several  bodies,  such  as  pieces  of  stone,  iron,  glass,  wood, 
etc.,  into  water  by  tying  pieces  of  elastic  to  them  (Fig.  68). 


1.  What  change  takes  place  in  the 
tension  of  the  elastic  as  the  bodies 
enter  the  water  ? 

2.  What  is  the  effect  of  the  pressure 
of  water  on  a  body  immersed,  to  lift 
it  up  or  to  depress  it  1 

3.  Why  should  the  water  produce 
this  effect  ? 

To  answer  this  question  consider : 

(a)  Which  is  the  deeper  in  the 

water,  the  upper  or  the  lower 
surface  of  the  body  1 

(b)  Upon  which  surface  then  will 


Fig.  68. 


the  pressure  of  the  water  be  the  greater  ? 


The  resultant  pressure  exerted  by  a  fluid  on  a  body 
immersed  in  it  is  known  as  the  buoyancy  of  the  fluid. 

7.  What  is  the  amount  of  the  buoyant  force  which  a  liquid 

exerts  on  an  immersed  body- 
Experiment  2- 

To  answer  this  question,  take  a  brass  cylinder  A,  which  fits 
exactly  into  a  hollow  socket  B.  Hook  the  cylinder  to  the 
bottom  of  the  socket  and  counterpoise  them  on  a  balance. 
Surround  the  cylinder  with  water  (Fig.  69). 

What  change  takes  place  in  the  equilibrium  of  the  balance  1 
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Now  pour  water  into  the   socket  until  the  equilibrium  is 
restored. 

1.  When  does  this  take  place  ? 

2.  How  does  the  volume  of  the  water  in  the  socket  comiiare  with 
the  volume  of  the  cylinder  ? 


3.  By  the  weight  of  what  volume  of  water  then  was  the  cylinder 
buoyed  up  ? 

4.  Is  the  mutual  attraction  between  the  earth  and  A  lessened  by 
surrounding  it  with  water  ? 

8.  Law  of  Buoyancy— Principle  of  Archimedes. 

The  buoyant  force  exerted  by  a  fluid  upon  a  body 
immersed  in  it  is  equal  to  the  weight  of  the  fluid 
equal  in  volume  to  the  body. 
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Or, 

A  body  when  weighed  in  a  fluid  loses  in  apparent 
weight  an  amount  equal  to  the  weight  of  the  fluid 
which  it  displaces. 

This  is  known  as  the  principle  of  Archimedes. 

9.  Flotation. 

Experiment  3. 

Partially  fill  a.  graduated  tube  with  water  and  place  on  the 
surface  of  the  water  in  the  tube  a  piece  of  wood  which  has 
been  weighed. 

1.  What  is  the  volume  of  the  water  displaced  by  the  wood  ? 

2.  What  then  is  the  weight  of  the  water  displaced  by  the  wood  ? 

3.  How  does  the  weight  of  the  wood  compare  with  weight  of  the 
water  displaced  by  it  ? 

4.  To  what  is  the  buoyant  force  of  water  on  the  wood  equal  ? 

5.  When  will  a  body  sink  ?  when  float  ? 

Experiment  4- 

Try  to  float  an  egg  on  (a)  fresh  water,  (b)  a  saturated  solu- 
tion of  common  salt. 

1.  What  difference  do  you  observe  in  the  position  of  the  egg  ? 

2.  How  does  increase  in  the  density  of  a  liquid  affect  its  buoy- 
ancy ?     Why  ? 

3.  Will  a  body  whose  density  is  one  gram  per  cubic  centimetre 
sink  or  float  in  water  ?     Why  ? 
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1.  Why  will  an  iron  ship  float  on  water  while  a  piece  of  solid 
iion  sinks  ? 

2,  Why  do  birds  float  high  on  water  ? 

3,  Why  do^s  oil  float  on  water  while  mercury  sinks  ? 

4.  Will  air  float  on  water  ? 

6.  Pour  into  the  same  test-tube  (a)  mercury,  (b)  a  saturated 
solution  of  carbonate  of  potash  in  water,  (c)  alcohol  coloured  with  a 
few  drops  of  red  ink,  (d)  coal  oil.  Cork  the  tube,  shake  it,  and 
allow  it  to  stand  for  a  few  seconds.  What  positions  do  the  liquids 
assume  ?     Why  1 

6.  Release  a  cork  which  you  are  holding  at  the  bottom  of  a  vessel 
filled  with  water.  What  happens  1  Has  the  cork  any  power  in 
itself  to  rise  ?     If  not,  what  causes  the  movement  ? 

7.  A  cork  which  weighs  5  grams  is  tied  to  the  bottom  of  a  beaker 
which  weighs  5  grams.  If  water  weighing  50  grams  is  poured  into 
the  beaker,  and  the  beaker  and  its  contents  placed  on  the  scale 
pan  of  a  balance,  what  weight  placed  in  the  other  scale  pan  should 
balance  it  ?     Try. 

8.  A  piece  of  coal  is  placed  in  one  scale  pan  of  a  balance  and 
iron  weights  are  placed  in  the  other  scale  pan  to  balance  it.  How 
would  the  equilibrium  be  affected  if  the  balance,  coal,  and  weights 
were  now  placed  under  water  ?     Why  ? 

9.  A  canoe  and  the  person  in  it  weigh  275  pounds,  what  weight 
of  water  is  displaced  by  the  canoe  when  floating  with  the  person 
seated  in  it  ?  If  the  person  presses  on  one  side  of  the  canoe,  what 
change  will  take  place  in  the  weight  of  the  water  displaced  ?    Whyl 

10.  Wliat  must  be  the  weight  of  a  piece  of  cork  which  will  dis- 
place 10  grams  of  alcohol  when  floating  on  alcohol  ? 
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I. — Gaseous  Pressure. 


1.  Weight. 

Experiment  1. 

Take  a  vessel  A  (Fig.  70),  which 
can  be  attached  to  an  air  pump, 
weigh  it,  exhaust  the  air  from  it, 
close  the  stop-cock,  and  weigh  it 
again. 

1.  What  difference  in  weight  is 
ohserved  1 

2.  What  causes  this  difference  ? 

Allow  the  air  to  re-enter  and  ob- 
serve the  result. 

3.  Has  air  weight  ? 


Fia.  70. 


Gases,  like  solids  and  liquids,  possess  weight. 


2.  Pressure  due  to  weight- 

We  have  seen  that  on  account  of  their  weight  solids 
exert  pressure  on  the  bodies  which  support  them,  and 
liquids  exert  pressure  on  all  bodies  in  contact  with  them. 
Do  gases  exert  pressure  ? 

llloj 
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Experiment  2- 

Place  a  receiver  on  the  plate  of  an  air  pump,  and  exhaust 
the  air  from  the  receiver  (Fig.  71). 

Try  to  separate  the  receiver  from  the  plate. 


4 


Fig.  71. 


Pio.  72. 


1.  What  evidence  have  you  that  the  air  on  the  outside  of  the 
receiver  presses  doA^mward  upon  it  ? 

2.  What  evidence  have  you  that  the  air  which  was  within  the 
receiver  exerted  an  upward  pressure  on  it  ? 

Experiment  3- 

Tie  a  piece  of  sheet  rubber  over  the  mouth  of  a  thistle- 
tube  and  exhaust  the  air  from  the  tube  by  suction,  or  by  con- 
necting it  by  means  of  a  piece  of  heavy  rubber  tubing  with 
an  air  pump  or  an  aspirator  (Fig.  72). 


1.  What  change  takes  place  in  the  position  of  the  rubber  mem- 
brane ? 
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2.  What  causes  this  change  ? 

Turn  the  tube  so  that  the  membrane  may  face  upwards, 
downwards,  and  in  various  directions. 

1.  Does  the  position  of  the  membrane  change  as  the  tube  is 
ttirned  in  different  directions  1 

2.  What  does  this  prove  with  regard  to  the  intensity  of  the 
pressure  of  the  air  in  different  directions  at  the  same  point  1 

3.  Pressure  due  to  the  Expansive  Force  of  a  Gras. 

We  have  seen  (page  26)  that  gases  tend  to  expand 
indefinitely,  and  that  they  consequently  exert  pressure 
on  the  surfaces  of  the  vessels  that  contain  them.  This 
action  may  be  illustrated  by  additional  experiments. 


Experiment  4- 

Fill  a  bottle  partly  full  of  water,  cork  it  with  a  per 
forated  cork  and  connect  it  by  a  bent  tube  with  an  uncorked 
bottle,  as  shown  in  Fig.  73.  Place 
both  bottles  under  the  receiver  of  an 
air  pump  and  exhaust  the  air  from  the 
receiver. 

1.  What  movement  takes  place  in  the 
water  ? 

2.  What  must  have  caused  it  1 

3.  Why  did  not  this  force  cause  the 
movement  in  the  water  before  the  air  was 
exhausted  from  the  receiver  ? 

Let  the  air  into  the  receiver  again. 
What  takes  place  ?     Why  ? 
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Experiment  5. 

Place  a  shrivelled  apple  under   uhe  receiver  of  the  air  pvunp 
and  exhaust  the  air. 

What  change  in  the  appearance  of  the  apple  takes  place  ?    Give 
a  reason  for  it. 

Experiment  6- 

Place  together  the  two  hollow  metal  hemispheres,  known  as 


Fis.  74. 

the  Magdeburg  hemispheres  (Fig.  74),  having  carefully  cleaned 
and  greased  the  edges.     Close  the  tap. 

Has  the  air  shut  up  within 
them  any  expansive  force  ? 

To  answer  this  question, 
screw  the  apparatus  to  the 
air  pump,  open  the  tap,  and 
exhaust  some  of  this  air 
(Fig.  75).  Close  the  tap  and 
try  to  separate  the  hemi- 
spheres. 

1.  What  evidence  have  you 
now  that  the  original  air  shut 
up  within  the  hemispheree 
exerted  an  outward  pressure 
upon  their  internal  surfaces  ? 

2.  Why  was  this  pressure 
not  evident  at  first  ? 

3.  How  does  decreasing  the 
gj^^    density  of  a  gas  affect  its  ex- 

'■"     pansive  force,  all  other  condi- 
FiG.   75.  tious  remaining  the  same  ? 
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Experiment  7. 


^ 


Take  a  long  glass  tube  A  closed  at  one  end  and  fitted  at  the 
other  with  a  stopcock  which  screws  into  the  plate  of  an  air 
pump.  (The  tube  known  as  the  Guinea-and-Feather  tube 
answers  well.)  Stand  the  tubein  a  vertical 
position,  with  the  open  end  of  the  tap  in 
water  (Fig.  76).     Open  the  tap. 

Does  the  water  rise  in  the  tube  ? 

Take  the  tube  out  of  the  water,  screw  it  to 
the  air  pump  and  partially  exhaust  the  air,  close 
the  tap,  unscrew  it  from  the  pump  and  place  it 
as  before  in  water.     Open  the  tap. 

1.  What  is  the  cause  of  the  movement  in  the 
water  ? 

2.  Did  the  pressure  which  caused  this  movement 
exist  before  the  air  was  removed  from  the  tube  ? 
If  so,  why  did  not  the  movement  take  place  ? 

3.  Is  this  pressure  and  the  expansive  force  of  the  q  gS^^^t^ 
air  within  the  tube  equal  when  the  water  comes  to  e  ^  ' 
rest  1    Give  reasons  for  your  answer.                              ^^i£^  -  - 

Fia.  76. 

4.  When  the  tube  was  placed  in  the  water  and 

the  tap  opened,  what  change  took  place  in  («)  the  density  of  the  air 
remaining  in  the  tube,  (6)  its  mass,  (c)  its  expansive  force  ? 

4.  Buoyancy  of  Gases. 

Experiment  8. 

Hang  a  hollow  metal  or  glass  globe  from  one  end  of  a 
abort  balance  beam  and  attach  a  weight    to  the  other   end 
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of   the   beam   to    restore    equilibrium.     Place    the    balance 

under  the  receiver  of  an  air 
pump  and  exhaust  the  air 
(Fig.  77). 

1.  What  change  in  the  posi- 
tion of  the  halance  beam  takes 
place? 

2.  What  effect  must  the  air 
have  had  on  the  globe  ? 

3.  Did  it  have  the  same  effect 
on  the  weight  upon  the  other 
end  of  the  beam  ? 

4.  Account  for  what  takes 
place  when  the  air  is  exhausted. 


Fio.  77. 


1.  Gases,  like  liquids,  on  account  of  their  weight, 
exert  pressure  on  the  surfaces  of  bodies  immersed  in 
them,  and  this  pressure  is  equal  in  all  directions  at 
the  same  point. 

For  example,  the  gas  (air)  constituting  the  atmosphere, 
which  surrounds  the  earth,  on  account  of  its  weight 
presses  down  on  the  surface  of  the  earth  and  upon 
everything  on  it,  just  as  the  water  of  the  ocean  presses 
down  on  the  ocean  bed  and  upon  bodies  resting  on  it. 

2.  Gases,  on  account  of  their  tendency  to  expand 
indefinitely,  exert  an  expansive  force,  which  is  of  equal 
intensity  at  all  points  both  within  the  mass  of  the  gas 
itself  and  upon  the  internal  surface  of  the  vessel 
which  contains  it. 

This  pressure  is  sometimes  known  as  the  tension  or 
elastic  force  of  the  gas 
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3.  A  gas,  like  a  liquid,  exerts  upon  any  body  im- 
mersed in  it  a  buoyant  force  which  is  equal  to  the 
weight  of  the  gas  displaced  by  the  body. 

5.  Measure  of  the  Pressure  of  the  Atmosphere. 

The  pressure  of  the  atmosphere  may  be  measured  as 
other  forces  often  are,  by  measuring  some  counter- 
balancing force  (page  67). 

Experiment  9. 

Connect  a  glass  tube  A  closed  at  one  end  with 
another  B  of  the  same  size,  but  open  at  both  ends, 
by  a  piece  of  stout  rubber  tubing  C  (Fig.  78). 
Each  glass  tube  should  be  about  80  cm.,  and  the 
rubber  tube  about  15  cm.  in  length  and  4  mm. 
in  diameter.  Hold  the  tubes  in  the  position 
shown  at  the  left  hand,  and  fill  A  and  the  rubber 
tube  with  mercury.  Now  invert  A  and  place  the 
connected  tubes  in  the  position  shown  at  the 
right  hand,  thus  forming  a  U  shaped  tube,  of 
which  the  branches  are  A  and  B. 

1.  What  is  the  length  of  the  column  of  mercury  in 
A  above  the  level  of  the  mercury  in  B  ? 

The  weight  of  this  column  of  mercury  is  just 
balanced  by  the  weight  of  the  column  of  air  press- 
ing on  the  surface  of  the  mercury  in  B.  Hence 
the  pressure  of  the  air  on  the  surface  of  the  mer- 
cury in  B  may  be  measured  by  the  weight  of  the 
mercury  in  A  above  the  level  of  the  mercury  in  B. 

1.  What  is  the  length  of  the  column  of  air  which 
weighs  the  same  as  the  column  of  mercury  in  A  above 
the  level  of  the  mercury  in  B  ? 

2.  What  transmits  the  air  pressure  on  the  surface  of  the  mercury 
in  B  to  column  of  mercury  sustained  by  it  ? 
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3.  If  the  tubes  A  and  B  were  of  different  diameters,  would  the 
difference  in  levels  of  the  mercury  in  the  two  tubes  be  the  same  as 
in  this  case,  where  the  tubes  are  of  equal  diameter  ?     Why  ? 

An  instrument  for  measuring  the  pressure  of  the 
atmosphere  is  called  a  barometer. 

Instead  of  a  U  shaped  tube  like  that  used  in  the  ex- 
periment above,  a  straight  tube  closed  at  one  end,  filled 
with  mercury,  and  placed  in  a  vertical  position  with  the 
open  end  in  a  vessel  of  mercury,  is  more  commonly  em- 
ployed (Fig.  79). 


1.  Upon  what  does  the  air  press  which  sustains  the  column  of 
mercury  ? 

2.  Would  the  height  of  this  column  be  changed  \l  the  tube  were 
not  of  uniform  bore  ?     Why  ? 
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3.  What  change  in  the  height  of  the  column  would  indicate  an 
increase  in  the  pressure  of  the  atmosphere  ?  What  change  a  de- 
crease ?    Why  ? 

4.  Y/hat  is  there  in  the  tube  above  the  mercury  ? 

5.  What  effict  would  be  produced  by  admitting  a  little  air  into 
this  space  1     What  force  produces  this  effect  ? 


II. — Compressibility  of  Gases. 

We  have  seen  (page  26)  that  gases  are  compressible. 
What  is  the  relation  between  the  volume  and  the  pres- 
sure of  a  gas  ? 

Experiment  1. 

Take  a  tube  about  25  cm.  long  and  at  least  4  mm.  in 
diameter,  one  end  of  which  is  closed  by  a  stopcock.  A  thistle- 
tube  supplied  with  a  stopcock  answers  well.  Connect  this  by 
means  of  a  heavy  rubber  tube  not  less  than  50  cm.  long  with  a 
glass  tube,  also  about  50  cm.  long.  The  joints  should  be 
wrapped  with  fine  wire  or  string.  Place  the  tube  in  a  support 
as  shown  in  Fig.  80,  open  the  stopcock  and  pour  mercury  into 
the  connected  tubes  until  it  reaches  the  same  level  at  or  near 
the  centre  of  each  glass  tube.  Close  the  stopcock.  Take  the 
reading  of  the  barometer. 

Height  of  barometer  (H)=         'i 

The  pressure  to  which  the  enclosed  air  is  subjected  is 
measured  by 

(1)  The  barometric  reading  (H) 

when  the  mei'cury  surfaces  are  at  the  same  level.     Why  1 

(2)  The  barometric  reading  (H)db  the  difference  between 
the  levels  of  the  mercury  surfaces 

when  these  surfaces  are  not  at  the  same  level.     Why? 
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The  plus  sign  is  to  be  taken  when  the  mercury  in  the  open 


FiQ.  80. 


Pig.  81. 


Fig.  82. 


tube  is  higher,  and  the  minus  sign  when  it  is  lower  than 
in  the  closed  tube.     Why  1 
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Place  the  open  tube  in.  several  positions  with  the  surface  of 
the  mercury  in  it  either  above  (Fig.  81)  or  below  (Fig.  82)  the 
surface  of  the  mercury  in  the  closed  tube  ;  and  measure 

(1)  The  lengths  of  the  air  column  in  the  closed  tube. 

(2)  Tlie  vertical  distances  between  the  mercury  levels  in 

the  two  tubes. 

Supposing  that  V  represents  the  original  volume  of  the  en- 
closed air  and  H  the  reading  of  the  barometer;  and  that  Y^, 
^2'  Ts'  ^4»  ®tc->  represent  the  volumes  of  this  air  at  successive 
observations  ;  and  that  Hj,  H^,  Hg,  H^  represent  the  differ- 
ences in  mercury  levels  for  these  observations,  fill  up  the 
following  table  : 


Volumes. 

Press  tTREs. 

Products. 

V  = 

P  =H 

V     X  P  = 

v,= 

Pi=H±  H,= 

\\  xV,= 

v.= 

P,  =  H  ±  H,= 

V,  X  P,= 

V3- 

P3=H  +  H,= 

V3   X  P,= 

v,= 

P,  =  H  ±  H^  = 

V,    X    P,:= 

Etc. 

Etc. 

Etc. 

If  the  experiment  is  carefully  performed,  the  products 
V  X  P,  Vj  X  Pj,  etc.,  will  be  found  to  be  equal.  This  being 
the  case,  it  is  evident  that  the  volume  of  the  air  is  decreased 
at  exactly  the  same  rate  as  the  pressure  is  increased,  or  is 
increased  at  the  same  rate  as  the  pressure  is  decreased.  That 
is,  the  volume  of  a  given  portion  of  air  varies  inversely  as  the 
pressure  to  which  it  is  subjected. 

The  extended  researches  of  careful  experimenters  have 
shown  that  all  gases,  within  certain  limitations,  conform 
to  this  law. 
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The  law  is  known  as  Boyle's  or  Mariotte's  Law.  It 
may  be  thus  stated  : 

6«  Boyle's  or  Mariotte's  La-v^ 

If  the  temperature  is  kept  constant,  the  volume  of  a 
given  mass  of  gas  varies  inversely  as  the  pressure  to 
which  it  is  subjected. 

The  gases  which  most  closely  follow  this  law  are  those 
which  are  farthest  removed,  both  as  to  temperature 
and  pressure,  from  their  points  of  liquefaction. 

When  a  gas  nears  its  liquefying  point,  the  reduction 
in  volume  is  greater  than  that  which  the  law 
indicate. 


QUESTIONS. 

1.  If  the  volume  of  the  air  shut  up  in  the  tube,  Experiment  1, 
page  123,  is  10  c.  cm.  when  the  mercury  is  at  the  same  level  in  each 
tube  and  the  barometer  stands  at  70  cm.,  what  will  be  the  differ- 
ence in  level  between  the  surfaces  of  the  mercury  in  the  tubes 
when  the  volume  of  this  air  occupies  (a)  5  com.,  (b)  20  c.cm.? 

2.  The  differences  in  levels,  Experiment  1,  page  123,  at  four 
different  observations  are  10  cm.,  90  cm.,  170  cm.,  250  cm.,  and 
the  volume  of  the  enclosed  air  at  the  first  observation  was  12  c.cm., 
what  was  the  volume  of  the  air  at  each  of  the  other  observations  if 
the  barometer  stands  at  70  cm.? 

3.  What  efltect  would  (a)  raising,  (b)  lowering,  the  open  tube.  Ex- 
periment 1,  page  123,  have  upon  (l)the  mass,  (2)  the  density,  (3) 
the  expansive  force  of  the  enclosed  air  ? 

4.  The  pressure  of  a  gas  is  10  grams  per  sq.  cm.  when  its  volume 
is  100  c.cm.,  what  is  the  pressure  when  the  volume  is  150  c.cm.? 
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5.  The  volume  of  gas  shut  up  in  a  rubber  bag  is  200  c.cm.  when 
the  barometer  stands  at  70  cm.,  what  will  be  the  volume  of  the  gas 
when  the  barometer  stands  at  80  cm.? 

6.  If  a  gas  occupies  a  volume  of  25  c.cm.  when  the  barometer 
stands  at  70  cm.,  what  must  be  the  reading  of  the  barometer  when 
the  gas  measures  30  c.  cm.  ? 

7.  A  gas  holder  contains  22  "4  litres  of  a  gas  measured  when  the 
barometer  stands  at  72  cm.,  what  will  be  the  volume  of  the  gas 
when  the  barometer  stands  at  76  cm.] 

8.  A  rubber  bag  contains  100  c.cm.  of  air  at  the  atmospheric 
pressure,  what  will  tlie  volume  of  the  air  become  if  the  bag  is  sunk 
to  a  depth  of  30  feet  in  water  1  What  would  be  the  buoyant  force 
of  the  water  upon  it  ?    The  water  barometer  stands  at  30  feet. 
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CHAPTER    XIII. 

SOLUTION,    DIFFUSION,   OCCLUSION. 

I. — Solution. 

1-  Solids  in  Liquids- 
Experiment  1. 

Place  15  grams  of  powdered  potassic  chlorate  in  a  beaker 
containing  50  c.cm.  of  water  at  the  temperature  of  the  class 
room.     Stir  the  mixture  for  a  few  minutes. 

Has  the  salt  disappeared  ? 

'  If  not,  fold  and  cut  a  filter  paper 
as  shown  in  Fig.  83,  place  it  in  a  fun- 
nel, pour  the  mixture  into  it,  and  col- 
lect the  liquid  passing  through  the 
filter  paper  (the  filtrate)  in  another 
beaker. 

1.  Can  you  see  any  of  the  salt  in  the  filtrate  ? 

2.  Does  this  liquid  contain  any  of  the  salt  ? 

To  answer  this  question, 

(1)  Carefully    remove  the  salt  from    the 
filter  paper,  and,  when  dry,  weigh  it. 

1.  Is  all  the  salt  present  ? 

2.  If  not,  where  must  the  remainder  be  ? 

(2)  Place  the  filtrate  in  an  evaporating 
dish  (a  saucer  will  answer),  and  evaporate 

^  the  water  by  gently  heating  the  dish  over  a 
Fig.  84.  spirit  lamp  or  Bunsen  burner  (Fig.  84). 

1.  What  remains  when  the  water  has  disappeared  ? 

2.  How  do  you  account  for  the  fact  that  this  substance  was  in- 
visible in  the  water  ?    (See  page  27.) 

U28] 
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Experiment  2. 

Repeat  Experiment  1,  placing  the  same  quantity  of  the 
potassic  clilorate  in  the  same  quantity  of  boiling  water. 

How  does  increase  in  temperature  affect  the  solution  of  this  salt 
in  water  ? 

Experiment  3- 

Place  15  grams  of  common  salt  in  50  c.cm.  of  water  at  the 
temperature  of  the  class  room.     Stir  the  mixture. 

Which  is  the  more  soluble  in  cold  water,  potassic  chlorate  or 
common  salt  ? 

Experiment  4. 

Place  5  grams  of  barium  sulphate  in  50  c.cm.  of  water,  stir 
the  mixture,  filter,  and  evaporate  the  filtrate.  Weigh  the  salt 
remaining  on  the  filter  paper. 

Is  barium  sulphate  soluble  in  water  ? 

Experiment  5. 

.     Place  a  crystal  of  iodine  in  a  test-tube  partly  filled  with 
water.     Cork  the  tube  and  shake  it. 

Is  the  iodine  soluble  in  water  ? 

Uncork  the  tube,  add  two  or  three  cubic  centimeters  of 
chloroform,  cork  it  again,  and  shake.  Allow  the  tube  to 
stand  for  a  few  seconds. 

1.  Describe  what  has  taken  place. 

2.  Account  for  (a)  the  colour  of  the  lower  liquid,  (b)  the  relative 
positions  of  the  liquids. 

Tlie  solution  of  a  solid  in  a  liquid  is  dependent  on — 

1.  The  nature  of  the  solid  and  of  the  solvent. 

2.  The  temperature. 
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As  a  usual  thing,  the  higher  the  temperature  the 
greater  is  the  quantity  of  the  solid  held  in  solution. 

2-  Gases  in  LicLuids. 

Ezperimeut  6. 

Fill  a  flask  with  water  and  insert  a  per- 
forated rubber  cork.  See  that  there  is  no  air 
under  the  cork.  Push  a  glass  tube  through 
the  cork  so  that  the  lower  end  is  below  the 
surface  of  the  water  in  the  flask  (Fig.  85). 
Heat  the  water. 

1.  What  collects  at  the  surface  of  the  water 
under  the  cork  ? 

2.  Where  did  it  come  from  ? 

3.  How  does  increase  in  temperature  affect  the 
_     __            solubility  of  the  gas  in  water  ? 

Experiment  7- 

Arrange  apparatus  as  in  Fig.  86.  Into  the  flask  B  pour 
10  c.  cm.  of  strong  liquor  ammoniae.  Open  the  stopcock,  fit 
the  cork  into  B,  but  leave  flask  A  uncorked  as  shown.  Gently 
heat  B.  When  A  is  filled  with  ammonia  gas,  which- will  be 
known  by  the  strong  odour  observed  when  it  escapes  into 
the  room,  remove  the  cork  from  B,  shut  the  stopcock,  pour 
about  a  tablespoonful  of  water  into  A,  and  place  the  cork 
in  it  at  once.  Dip  the  free  end  of  the  tube  into  water 
(Fig.  87)  and  open  the  stopcock. 

1.  What  takes  place  ?    Give  the  reason. 

2.  What  becomes  of  the  gas  that  was  in  the  flask  A  ? 

3.  Which  is  the  more  soluble  in  water,  ammonia  gas  or  air  ? 
How  do  you  know  ? 
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Experiment  8. 

Partly  fill  a  beaker  with  water,  place  it  under  the  receiver 
of  an  air  pump  and  exhaust  the  air  from  the  receiver. 

1.  What  do  you  observe  to  collect  on  the  sides  of  the  beaker? 

2.  Is  the  pressure  to  which  the  water  is  subjected  increased  or 
decreased  by  removing  the  air  from  the  receiver  ? 

3.  What  is  the  relation  between  pressure  and  the  amount  of  gas 
held  in  solution  by  a  liquid  ? 


i  1  •  -^'-  Fig.  87. 

Experiment  9. 

Repeat   Experiment  8,  using   liquor   ammoniae  instead    of 
water. 

Describe  what  takes  place.     Explain  the  reason. 

The  solution  of  a  gas  in  a  liquid  is  dependent  on — 

1.  The  nature  of  the  gas  and  of  the  solvent. 

2.  The  temperature ;  the  higher  the  temperature  the  less  the 
quantity  of  gas  held  in  solution. 

3.  The  pressure ;  the  higher  the  pressure  the  greater  the 
quantity  of  gas  held  in  solution. 
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n. — Diffusion. 

4.  Free  Diffusion  of  Liquids. 

Experiment  1. 

Fill  a  glass  jar  of  the  form  shown  in  Fig.  88  about  two- 
thirds  full  of  water,  and  by  means  of  a  thistle- 
tube  introduce  beneath  the  mass  of  the  water 
one-third  as  much  of  a  concentrated  solution 
of  copper  sulphate.  Allow  the  jar  to  stand 
undisturbed  for  a  few  days.  Observe  it  from 
time  to  time. 


PlO.  88. 


Experiment  2. 

Partially  fill  a  test-tube  with  a  solution  of 
blue  litmus,  and  pour  into  a  thistle-tube  which 
reaches  the  bottom  of  the  test-tube  a  few  drops 
of  sulphuric  acid.  Let  the  tube  stand  for  a 
few  days  and  observe  from  time  to  time  the 
position  of  the  upper  surface  of  the  lower 
liquid. 

(To  show  the  action  of  sulphuric  acid  when  mixed  with  the 
solution  of  litmus,  add  a  drop  of  the  acid  to  some  of  the  solu- 
tion in  another  tube  and  stir  the  mixture.) 

1.  Is  the  bounding  surface  between  the  liquids  in  the  jar  (Ex- 
periment 1)  and  in  the  tube  (Experiment  2)  sharply  defined  at 
first? 

2.  Describe  what  you  observed  to  take  place  in  each  case  when 
the  tubes  were  allowed  to  stand. 

This  intermingling  of  liquids  in  contact  with  one 
another  is  known  as  free  diffusion.  It  is  probably  due 
to  the  constant  movement  of  the  molecules  from  place  to 
place  throughout  the  mass  of  the  fluid. 

Will  any  liquid  diffuse  through  any  other?  Try  coal  oil  and 
water,  water  and  mercury. 
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Substances  differ  widely  in  their  rates  of  difiVision. 
Solids,  which  when  in  solution  diffuse  rapidly,  are 
usually  crystalline  in  structure,  and  hence  are  known 
as  crystalloids;  while  those  which  diffuse  slowly  are 
usually  amorphous  in  structure,  and  are  known  as 
colloids.  To  the  latter  class  belong  such  bodies  as 
starch,  gelatine,  albumen,  and  gummy  substances  gener- 
ally. 

4.  Diffusion  of  Liquids  through  a  Membrane— Osmose. 
Experiment  3. 

Tie  a  piece  of  moistened  parchment  paper  or  other  animal 
membrane  (a  piece  of  bladder  answers 
well),  over  the  funnel  of  a  thistle-tube. 
Fill  the  funnel  and  part  of  the  tube  with 
a  concentrated  solution  of  copper  sul- 
phate, and  support  it,  as  shown  in 
Fig.  89,  in  a  vessel  of  water,  so  that 
the  water  on  the  outside  may  reach 
the  same  level  as  the  solution  on  the 
inside  of   the  tube.      Set  it  aside  for  ^'®-  ^■ 

two  or  three  hours,  and  observe  from  time  to  time  the  height 
of  the  liquid  in  the  tube. 

1.  What  change  has  taken  place  in  the  height  of  the  solution  in 
the  tube  1 

2.  What  change  has  taken  place  in  the  water  ? 

3.  How  do  you  know  (a)  that  water  has  passed  into  the  tube, 
(6)  that  the  copper  sulphate  solution  has  passed  out  of  it  ? 

4.  Which  is  the  greater,  the  quantity  of  the  water  passing  inJ;o 
the  tube  or  the  quantity  of  the  solution  passing  out  of  it  ?  How  do 
you  know  ? 

This  intermingling  of  liquids  by  forcing  their  way 
through  membranes  is  known  as  OSmose. 


134  PHYSICAL   SCIENCE. 

5.  Dialysis- 

The  unequal  difFusibility  of  different  substances  through 
membranes  is  taken  advantage  of  by  the  chemist  for  the 
purpose  of  separating  bodies  that  are  mixed.  The  pro- 
cess is  called  dialysis.  The  dialyser  is  a  wooden  or  hard 
rubber  hoop,  over  one  end  of  which  is  stretched  (as  shown 
in  Fig.  90),  while  wet,  a  piece  of  parchment  paper.     The 


mixed  solution  to  be  dialysed  is  placed  in  the  vessel  thus 
formed,  and  this  vessel  is  floated  on  pure  water  contained 
in  another  vessel.  In  a  few  days  the  liquids  are  mote  or 
less  completely  separated,  the  greater  part  of  the  more 
diffusible  one  having  passed  out  into  the  water. 

Experiment  4. 

Separate  a  mixed  solution  of  common  salt  and  starch. 

Make  a  dialyser  by  cutting  off  a  large  bottle  three  or  four 
inches  below  the  neck  and  making  a  bottom  by  tying  parch- 
ment paper  over  the  open  end.  Place  in  this  vessel  the  mixed 
solution,  and  suspend  it,  as  shown  in  Fig.  91,  in  a  vessel  con- 
taining water,  for  a  few  days. 

1.   Is  there  any  salt  in  the  water  in  the  vessel  ? 

To  answer  this  question,  add  to  a  little  of  the  water  a  few  drops 
of  silver  nitrate  solution.  If  salt  is  present  a  white  precipitate  will 
be  formed. 
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2.  Is  there  any  of  the  starch  in  the  water  in  the  vessel  ? 

To  answer  this  question,  add  to  a  little  of  the  water  a  crystal  of 
iodine.  If  starch  is  present,  the  water  will  be  turned  a  deep  blue 
colour. 


Fig.  91. 


6.  Free  Diffusion  of  Gases. 

Experiment  4. 

Pour  a  little  liquor  ammonise  into  an  evaporating  dish  and 
warm  the  dish  over  a  spirit  lamp  or  Bunsen  burner. 

What  evidence  have  you  that  ammonia  gas  has  mingled  with  the 
air? 

This  experiment  is  illustrative  of  the  free  diffusion  ot 
gases.  Any  gas  will  diffuse  readily  through  any  other, 
probably  because  the  molecules  of  one  gas,  in  their  free 
motion,  pass  easily  into  the  spaces  between  the  molecules 
of  the  other  gas. 
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7.  Diffusion  of  Gases  Through  a  Porous  Partition. 

Experiment  6. 

Arrange  apparatus  as  in  Fig.  92.  A  is  a  porous  battery- 
cell,  B  a  glass  tube  fitted  into  a  perforated  rubber  cork  inserted 
into  the  cell,  C  is  a  bent  tube  con- 
taining water  (a  calcium  chloride  or 
thistle-tube  answers  well  for  this  pur- 
pose). The  large  branch  of  the  tube 
is  connected  with  B  by  means  of  a  per- 
forated cork,  and  the  end  of  the  small 
branch  is  drawn  out  into  a  jet.  Place 
on  the  outside  of  the   porous   cell  a 

glass  jar  D,  and  fill  it  with  hydrogen 

I  gas.     This  may  be  prepared  by  pour- 

i  /  ing  water  acidulated   with  about  one- 

:▼  I''  tenth  its  volume  of  sulphuric  acid  over 

^U^--JL>.^  some  zinc  clippings  placed  in  a  flask  E. 
The  hydrogen  will  pass  up  through  the 
tube  F  and  fill  the  jar  D.  Since  the 
air  is  denser  than  the  hydrogen  its  buoyancy  will  cause  the 
hydrogen  to  remain  in  the  jar. 

1.  What  evidence  have  you  that  additional  pressure  is  being 
exerted  on  the  surface  of  the  water  in  the  large  branch  of  C  ? 

This  increased  pressure  arises  from  the  fact  that  the  hydro- 
gen passes  more  rapidly  through  the  pores  into  the  porous  cell 
than  the  denser  air  passes  out  of  it. 

2.  Remove  the  bottle  containing  the  hydrogen.  What  change 
takes  place  in  the  water  levels  in  the  tube  C  ?    Why  ? 


Fig.  92. 


Experiment  7. 

Arrange   apparatus  as  shown  in  Fig.  76.      A  is  a  porous 
battery-cell,    B  a  bent  glass   tube   fitted   into   a   perforated 


DIFFUSION. 


137 


rubber  cork  in%erted  into  the  cell.  The  lower  end  of  B 
dips  into  water  in  a  vessel  C.  Fill  a  wide  mouthed  jar  D 
with  carbon  dioxide,  a  gas  which  is 
denser  than  air.  This  may  be  done  by 
placing  a  teaspoonf  ul  of  baking  soda  or 
washing  soda  in  the  bottom  of  the  jar 
and  covering  it  with  acidulated  water. 
Place  the  porous  cell  in  the  jar,  keep- 
ing it  above  the  liquid,  as  shown  in 
the  figure.  Observe  the  water  in  the 
tube  B. 

1.  What  takes  place  ?     Why? 

2.  What   should    take  place    if   the   jar 
F^is^g|    containing   the   carbon    dioxide    were    re- 


"Tf 


Fig.  93.  moved?     Try. 

3.  What  change  now  takes  place  in  the  water  levels       Explain. 


8.  Diffusion  of  Gases  Through  a  Membrane- 

Experiment  8- 

Repeat  Experiment  6  above, 
placing  in  the  hydrogen  the  thistle- 
tube  used  in  Experiment  3,  page 
133,  instead  of  the  porous  cell. 
Connect  the  thistle-tube  with  a 
pressure  guage.     (Fig.  94). 

What  change  takes  place  in  the 
water  levels  in  the  guage  ?     Explain. 

Remove  the  hydrogen  jar.  What 
results  1     Why  ? 


FlS.  94 
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Experiment  9. 


Fia.  95. 


Repeat  Experiment  8,  using  carbon  dioxide 
gas  instead  of  hydrogen  (Fig.  95). 

What  is  the  cause  of  the  differences  in  pressure 
indicated  by  the  guage  ? 

The  above  experiments  prove  that  the 
rapidity  of  diffusion  of  a  gas  depends  on  its 
density.  The  greater  the  density  of  a  gas 
the  less  is  its  rate  of  diffusion.  Exact 
experiments  conducted  by  Loschmidt,  who 
has  investigated  .  the  phenomena  of  free 
diffusion,  and  by  Graham,  who  has  investi- 
gated the  phenomena  of  diffusion  through 
porous  septa,  have  established  the  follow- 
ing law. 


9.  Law  of  Diffusion  of  Gases. 

The  relative  rates  of  diffusion  of  gases  are  in- 
versely proportional  to  the  square  roots  of  their 
densities. 

For  example,  the  densities  of  oxygen  and  hydrogen 
are  in  the  ratio,  16  : 1,  and  their  rates  of  diffusion  are  in 
the  ratio,  1  : 4,  that  is,  -^/l  I  i/'  16. 

The  diffusion  of  gases  is  of  great  importance  in  the 
economy  of  nature.  If  gases  would  float  on  one  another, 
as  oil  on  water,  or  water  on  mercury,  the  present  forms 
of  life  could  not  exist.  The  requisite  proportion 
of  nitrogen  to  ogyxen  in  the  air  would  not  be  main- 
tained, and  the  noxious  gases  exhaled  by  animals  and 
generated  by  the  decomposition  of  organic  matter  would 
collect  in  dangerous  proportions  at  the  earth's  surface. 
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III. — Occlusion. 

Experiment  1. 

Heat  a  piece  of  charcoal  to  redness  in  a  flame,  allow  it  to 
cool,  and  introduce  it  into  a  tube,  filled  with  ammonia  gas 
as  in  Experiment  9,  page  131.  Place  the 
tube  in  a  vertical  position  with  its  open  end 
in  mercury  (Fig.  96). 

What  change  takes  place  in  the  volume  of  the 
gas  in  the  tube  ? 

For  various  reasons  it  is  believed  that 
the  gas  absorbed  by  the  charcoal  is 
condensed  on  its  surface.  All  solids 
appear  to  possess  to  a  greater  or  less 
extent  this  power  of  condensing  gases 
on  their  surfaces. 


Fio.  96. 


The  amount  of  the  condensed  gases  is  dependent  on 

1.  The  area  of  the  surface  of  the  solid. 

A  small  piece  of  charcoal,  on  account  of  its  porous  con- 
dition, presents  a  very  large  surface  to  a  gas  in  which  it 
is  placed. 


2.  The  nature  of  the  solid  and  of  the  gas. 

Charcoal  condenses  about  twice  as  much  ammonia  as  it 
does  carbon  dioxide  on  the  same  surface. 


Certain  metals,   especially    platinum   and   palladium, 
possess  this  power  in  a  high  degree. 
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3-  The  Temperature. 

The  absorption  of  a  gas  by  a  metal  has  received  the 
name  of  occlusion. 

The  efficiency  of  charcoal  as  a  deodorant  and  disinfect- 
ant is  probably  due  to  the  action  of  the  oxygen  con- 
densed in  its  pores  upon  the  noxious  gases. 


CHAPTER  XIV. 


SPECIFIC  GRAVITY. 


L— Relation  between  Specific  Gravity  and  Density. 

The  specific  gravity  of  a  body  is  the  ratio  of  its  weight 
to  the  weight  of  an  equal  volume  of  water  at  4°  C. 

r\  -n  -J.       i       1-   J  its  weight 

Or  specmc  gravity  of  a  body  =   —^-. j -5— 

weight  of  an  equal  volume  of  water 

We  haVe  seen  that  the  density  of  a  body  is  the  mass 
of  a  unit  volume  of  it.  In  the  C.  G.  S.  system  of  units 
since  the  cubic  centimeter  is  the  unit  of  volume  and  the 
gram  the  unit  of  mass,  and  one  cubic  centimeter  of  water 
has  a  mass  of  one  gram,  the  number  expressing  the  den- 
sity of  a  body  will  also  indicate  its  specific  gravity.  For 
example,  the  specific  gravity  of  gold  is  19.36 ;  that  is,  a 
piece  of  gold  weighs  19.36  times  as  much  as  the  same 
volume  of  water ;  but  the  density  of  water  is  one  gram 
per  cubic  centimeter,  therefore  the  density  of  gold  is 
19.36  grams  per  cubic  centimeter. 

While  the  numbers  are  the  same  it  should  be  remem- 
bered carefully  that  the  measure  of  the  density  is  the 
number  of  units  of  mass  (grams)  in  a  unit  of  volume 
(cubic  centimeter),  and  the  specific  gravity  of  a  body  is 
the  number  of  times  the  weight  of  any  volume  of  the 
body  contains  the  weight  of  the  same  volume  of  water, 
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IL— To  Find  the  Specific  Gravity  of  a  Solid. 
1.  To  Find  the  Specific  Gravity  of  a  Solid  Heavier  than  Water- 

Method  I. 
Experiment  1- 


"Weigh  a  piece  of  lead. 

Weight  (W)  =     gm.  % 


Fig.  97. 


Tie  a  thread  to  it  and  sink  it  in  a  gradu- 
ated tube  partially  filled  with  water  (Fig. 
97).  Observe  the  volume  of  the  water  dis- 
placed by  it. 

Volume  (V)  =     c.cm.  1 

But  1  c.cm.  of  water  weighs  1  gram. 
Therefore  V  gm.  =  weight  of  water  equal 
in  volume  to  the  wood. 


its  weight 
Specific  gravity  of  lead  =  ^^.^j^^^^^  ^^^^^  ^^^^^^  ^^  ^^^^ 

W 

=  v  =  ' 

If  the  solid  is  soluble  in  water  another  liquid  in  which  it  is 
not  soluble  may  be  used  in  the  graduated  tube. 

Method  2. 
Experiment  2. 

Weigh  an  iron  nail  in  air. 

Weight  (W)=     t 

Tie  a  thread  to  it,  suspend  it  from  the  scale  pan  of  a  balance 
and  weigh  it  when  surrounded  with  water  (Fig.  98). 

Weight  (W^)  =     % 
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US 


Therefore  W  -  W^  =  the  loss  in  weight  in.  water. 
=  the  buoyancy  of  the  water 
=  the  weight  of  water  equal  in  volume  to 
the  nail  (page  112). 

But  the  specific  gravity  of  a  body 

its  weight 


weight  of  an  equal  volume  of  water. 
Therefore  the  specific  gravity  of  the  nail 
its  weight 


loss  of  weight  in  water, 
W 


W-W, 


=   ? 


Fig.  98. 


Experiment  3- 

Find  in  the  same  way  the  specific  gravities' of  pieces'  of 
glass,  lead,  rock,  etc 
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If  the  solid  is  soluble  in  water,  its  specific  gravity  may  be 
obtained  by  finding,  as  above,  the  ratio  of  its  weight  to  that 
of  an  equal  volume  of  some  liquid  in  which  it  is  not  soluble, 
and  then  multiplying  the  result  by  the  specific  gravity  of  this 
liquid. 

2.  To  Find  the  Specific  Gravity  of  a  Solid  lighter  than  Water. 


Method  1, 


Experiment  4. 


Fie.  99. 


Weigh  a  piece  of  wood. 

Weight  (W)  =     gm.  % 
By  means  of  a  needle,   or  a  piece   of   fine 
wire,  sink  it  in  a  graduated  tube  partially 
filled   with   water  (Fig.  99).      Observe  the 
volume  of  the  water  displaced  by  it. 

Volume  (Y)  =     c.cm.  % 
But  1  c.cm.  of  water  weighs  1  gram. 
Therefore  V  gm.  =  weight  of  water  equal  in 
volume  to  the  wood. 
Specific  gravity  of  the  wood 

its  weight 
weight  of  an  equal  volume  of  water, 

_    ^=    ? 
~     V 

If  the  solid  is  soluble  in  water,  another  liquid  in  which  it  is 
not  soluble  may  be  used  in  the  graduated  tube. 

Method  2. 
Experiment  5- 

Weigh  a  piece  of  wood. 

Weight  (W)=     % 
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Tie  a  piece  of  lead  to  me  wood  and  weigh  the  two  together 
when  surrounded  with  water. 

Weight  (Wi)=     1 

Now  weigh  the  lead  alone  when  surrounded  with  water. 

Weight  (W2)=     1 

Then  W^ — W2=the  weight  of  the  wood  alone  in  water,  and 

W— (W^— W^)  or  W— Wj  +  W2 

=ithe  loss  of  weight  in  the  wood  when  weighed   in  water. 

.  .        p    1  its  weight 

Specific  gravity  of  the  wood     =  :; ^ .  ,  ,  . 7 — 

r  °         -^  loss  or  weight  in  water* 

W 


W— W^  +  Wg 


1 


Experiment  6. 

Find  the  specific  gravities  of  pieces  of  oak,  pine,  and  cork, 
etc.,  by  methods  1  and  2. 

3.  To  Find  the  Specific  Gravity  of  a  Powder. 

Experiment  7- 

Find  the  specific  gravity  of  a  sample  of  sand. 
Weigh  the  sand. 

Weight  (W)=     1 

Counterpoise  on  a  balance  a  specific  gravity 
bottle,  that  is,  a  bottle  which,  when  filled  to 
a  certain  mark,  contains  a  known  weight  of 
water,  say  tti  grams  (Fig.  100). 

Introduce  the  sand  into  the  bottle,  and  fill 
the  remaining  space  in  the  bottle  with  water. 
Weigh  the  water  and  sand  in  the  bottle. 

Weight  (Wi)=     ? 


Fia.  100, 
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'Let  X  =  the  weight  of  water  displaced  by  the  sand. 

Then  m  —  x  =  weight  of  water  in  the  bottle. 
But  W^  =  weight  of  water -|- weight  of  sand, 

or  W^  =  m — x-\-W. 

Therefore    x  =  W-j-m — W^ 

=  weight  of  water  equal  in  volume  to  the  sand. 
The  specific  gravity  of  the  sand 

its  weight 


3 

i 


weight  of  an  equal  volume  of  water. 
W 


W+m— W^ 


? 


III.— To  Find  the  Specific  Gravity  of  a  Liquid. 

Method  1. 

4.  By  the  Specific  Gravity  Bottle. 

Specific  gravity  bottles  are  of  various 
forms.  Figure  101  shows  one  of  the  most 
common.  It  is  a  small  glass  bottle,  with  a 
perforated  glass  stopper,  made  to  contain  a 
definite  weiglit  of  water  M^hen  filled  and 
the  stopper  inserted.  Figure  100  shows 
another  form  of  the  bottle. 

Instead  of  a  bottle,  a  pipette  with  a  very 

Fig.  101.         fine  bore,  graduated  to  contain  a  definite 

volume,  say  10  ccm.,  may  be  (f^  ^ ^.^s-s^^  ^ 


Fio.  102. 


used  for  rapid  determinations 

of  specific  gravities.     It  may 

be  supported  on  the  scale  pan  of  a  balance  by  a  wire 

support  (Fig.  102). 
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Experiment  1. 

Counterpoise  on  a  balance  a  specific  gravity  bottle  which  is 
made  to  contain  a  definite  weight  (m)  of  water.  Fill  it  with 
alcohol  and  weigh  the  alcohol. 

Weight  (W)=    1 

The  volume  of  the  alcohol  is  the  same  as  the  volume  of  the 
water  which  fills  the  bottle. 

Specific  gravity  of  alcohol 

its  weight 

weight  of  an  equal  volume  of  water. 

m 
Experiment  2. 

Find  in  the  same  way  the  specific  gravities  of  samples  of 
vinegar  and  coal  oil. 

5.  By  the  Common  Hydrometer. 

Experiment  3. 

Make  of  hard  wood  a  rectangular  rod  1  sq.  cm.  in  section 
and  20  cm.  long.  Mark  off  on  one  of  its  long  faces  a 
centimeter  scale  (Fig.  103).     Bore  into  one  end  a  hole  to  the 


I  '    -^Tl^^^M 


Fia.  103. 


depth  of  several  centimeters.  Fill  the  hole  with  a  sufficient 
weight  of  shot  to  cause  the  rod  to  float  vertically  in  water. 
Close  the  hole  with  plaster  of  Paris  or  cement.  Place  the  rod, 
with  the  weighted  end  down,  in  a  vessel  containing  water 
(Fig.  104). 
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1.  How  deep  does  it  sink  in  water  ? 

2.  How  many  cubic  centimeters  of  water  does  it  displace  ? 
y  3.  How  many  grams  of  water  does  it  displace  ? 

4.  What  is  the  weight  of  the  rod  ?    (Page  113.) 

Now  place  the  rod  in  the  same  position  in 
alcohol.  \^ 

1.  How  many  cubic  centimeters  of  alcohol  does 

it  displace  %  ^ 

>i 

2.  How  does  the  weight  of  the  rod  compare  with  \ 
weight  of  the  alcohol  displaced  ?  iV.\     _^  .       \,  >  ^^ 

3.  What  then  must  be  the  weight  of  the  number^ 
of  cubic  centimeters  of  alcohol  displaced  by  the 

rod  ?     V  .  -^P  ■ 


U 


4.  What,  therefore,  ii 
centimeter  of  alcohol  ? 


Fig.  104. 


e  weight  of  one  cubic 
5.  TMiat  is  the  specific  gravity  of  the  alcbhol  ?   ^ 


From  the  above  reasoning  it  is  seen  that  when  the^ 
same  body  floats  in  different  liquids  the  volumes  of  the 
liquids  displaced  by  it  are  inversely  proportional  to 
their  specific  gravites. 

Instead  of  a  rod  constructed  as  described,  an  instru- 
ment called  a  hydrometer  is  generally  employed  to  take 
advantage  o£  this  principle  in  determining  the  specific 
gravities  of  liquids. 

The  common  hydrometer  consists  of  a  hollow  sphere 
or  cylinder  A,  to  which  is  attached  on  one  side  a  slender 
graduated  stem  B,  and  on  the  other  side  a  small  sphere 
C,  loaded  to  cause  the  instrument  to  float  vertically  in  a 
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liquid  (Fig.  105).  The  weight  and  volume 
adjusted  that  the  instrument  sinks  to  the 
mark  at  the  lower  end  of  the  stem  in  the 
most  dense  liquid  to  be  investigated,  and  to 
the  division  mark  at  the  upper  end  of  the 
stem  in  the  least  dense  liquid.  The  scale 
on  the  stem  indicates  the  specific  gravities  of 
liquids  between  these  limits. 

As  the  range  of  an  instrument  of  this  class 
is  necessarily  limited,  special  instruments  are 
constructed  for  special  liquids.  For  example, 
one  instrument  is  used  for  determining  the 
specific  gravities  of  milks,  another  for  petro- 
leum oils,  another  for  alcohols,  etc. 


are    so 
division 


Fig.  106. 


1.  If  a  body  when  floating  in  water  displaces  10  c.cm.,  what  is 
the  density  of  a  liquid  in  which  when  floating  it  displaces  15  c.cm.? 

2.  If  the  specific  gravity  of  pure  milk  is  1'086,  what  is  the  specific 
gravity  of  a  mixture  containing  500  c.cm.  of  pure  milk  and  100  c.cm. 
of  water  ?       \        t  '  v 

3.  A  body  weighing  10  grams  has  attached  to  it  a  piece  of  lead, 
and  the  two  together  when  submerged  displace  50  c.cm.  of  water. 
The  lead  alone  displaces  10  c.cm.  What  is  the  density  of  the 
body?  \     ^ 

4.  If  the  specific  gravity  of  gold  is  19*36  and  that  of  silver  is  10  5, 
what  is  the  specific  gravity  of  a  lump  made  up  of  38"72  grams  of 
gold  and  31  "5  grams  of  silver  ? 

5.  A  hydrometer  floats  with  |  of  its  volume  submerged  when 
floating  in  water  and  f  of  its  volume  submerged  when  floating  in 
another  liquid.     What  is  the  density  of  this  liquid  ?   \  -^ 

6.  A  body  which  weighs  10  grams  in  air,  has  a  sinker  attached  to 
it  and  the  two  together  weigh  20  grams  in  water.  The  sinker  alone 
weighs  30  grams  in  water.     What  is  the  density  of  the  body  ? 


% 
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6.  By  Balancing  Columns  of  Liquids- 

Experiment  4. 

Find  the  specific  gravity  of  a  solution  of  common  salt. 

Take  two  glass  tubes,  a  and  h,  each  about  75  cm.  in  length 
_  and  of   the  same  size,  connect  them  with  a 

T  tube,  to  which  is  attached  a  piece  of  rubber 
tubing  (Fig.  106).  Place  the  lower  end  of  one 
tube  in  water  and  that  of  the  other  in  the 
salt  solution.  Support  the  tubes  in  a  vertical 
position.  By  suction  upon  the  rubber  tube 
draw  the  liquids  part  way  up  into  the  glass 
tubes.     Close  the  rubber  tube  with  a  clamp. 


Observe  the  heights  of  the  liquids  in  the 
tubes  above  the  surfaces  of  the  liquids  in 
the  vessels. 


fe&r; 


Fig.  106. 


1.  Wliat  force  supports  the  weight  of  the 
liquid  in  each  tube  ? 

2.  How  does  the  weight  of  the  water  in  one 
tube  compare  with  the  weight  of  the  salt  solution 
in  the  other  ? 

3.  How  does  the  volume  of  the  water  in  one 
tube  compare  with  the  volume  of  the  salt  solu- 
tion in  the  other  ? 

4.  What  is  the  specific  gravity  of  the  salt 
solution  ? 


5.  Is  it  necessary  that  the  tubes  a  and  h  should  be  of  the  same 
size  ? 

7.  By  Weighing  a  Solid  in  the  Liquid  and  in  Water.         ^^^' 

Experiment  5.  , 

Find  the  specific  gravity  of  glycerin.  *^" 
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Weigh  a  piece  of  iron. 

Weight  (W)=     1 

Weigh  the  iron  immersed  in  water. 

Weight  (W^)=     1 

Weigh  the  iron  immersed  in  gl3'cerin. 

Weight  (W,)^     1 

Then  W — Wj=weight  of  water  displaced  by  iron 

and     W — W2=weight  of  glycerin  displaced  by  iron. 

But  the  volume  of  the  water  displaced  by  the  iron  equals 
the  volume  of  the  displaced  glycerin. 


^^ "VV 

Specific  gravity  of  glycerin  =™^ tx7^=    ^ 


Experiment  6. 

Make  a  solution  of  alcohol  and  water  such  that  beeswax 
will  just  float  in  it  totally  immersed.  Find  the  specific  gravity 
of  the  solution  and  from  it  determine  the  specific  gravity  of 
the  wax. 

Experiment  7- 

Find  the  specific  gravity  of  a  sample  of  milk.  Mix  this 
milk  with  water  in  the  ratio  of  two  volumes  of  milk  to  one 
of  water.  Find  the  specific  gravity  of  the  mixture.  Test 
your  result  by  theory. 


152  PHYSICAL   SCIENCE. 

IV.— To  Find  the  Specific  Gravity  of  a  Gas. 

The  specific  gravities  of  gases  may  be  determined  by  means 
of  a  large,  hght  specific  gravity  bottle  fitted  with  a  stopcock 
which  can  be  screwed  to  an  air  pump.  The  air  is  exhausted 
from  the  flask,  and  the  flask  counterpoised  on  a  balance.  It 
is  then  filled  with  the  gas  whose  specific  gravity  is  to  be 
determined,  at  a  set  temperature  and  pressure,  and  the  gas  is 
weighed.  This  weight  is  compared  with  the  weight  of  a 
bottleful  of  the  standard  with  which  the  gas  is  to  be  compared. 
This  standard  is  frequently  air  at  0°  C,  and  76  cm.  barometric 
pressure  instead  of  water. 

Why  must  the  temperature  and  the  pressure  be  noted  in  finding 
the  specific  gravity  of  a  gas  ? 


^' 


CHAPTER  XV. 

NATURE   AND   SOURCES  OF  HEAT. 

I.— Nature  of  Heat. 

We  have  seen,  page  40,  that  heat  is  one  of  the  forms 
in  which  energy  becomes  known  to  us.  Its  nature  is  not 
perfectly  understood  ;  but  since  most  of  the  phenomena 
connected  with  it  may  be  explained  by  this  theory,  heat 
is  believed  to  he  the  energy  possessed  by  a  body  in  virtue 
of  the  Tiiotion  of  its  molecules. 


II.— Sources  of  Heat. 

Heat  is  regarded  as  a  form  of  energy  because  its  sources 
are  other  forms  of  energy,  and  it  in  turn  may  be  trans- 
muted into  other  forms. 

The  following  are  some  of  its  sources; 

1.  Heat  from  Mechanical  Action. 

(1)  From  Friction. 
Experiment  1. 

Rub  a  button  on  a  piece  of  cloth, 

1.  What  evidence  have  you  that  it  has  received  heat  t 

2.  Why  does  iron  when  filed  become  hot  ? 

3.  Why  is  oil  placed  in  the  journals  of  car  axles  ? 

4.  If  a  small  brass  tube  is  filled  with  water,  corked,  and 
then  made  to  rotate  rapidly  while  it  is  squeezed  between  two 
pieces  of  wood,  it  will  receive  sufficient  heat  to  cause  the  water 
to  boil  and  to  eject  the  cork.     Explain  the  reason. 
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(2)  From  Percussion. 
Experiment  2. 

Place  a  piece  of  lead  on  a  block  of  iron  and  strike  it  a  few 
blows  with  a  hammer. 

1.  What  evidence  have  you  that  it  has  received  heat  1  ^^ 

2.  What  has  become  of  the  ener^  of  bodily  onward  motion  that 
was  in  the  hammer  1 

3.  A  bullet  is  fired  against  an  iron  target  and  is  picked  up  almost 
too  hot  to  be  held  in  the  hand.     Explain  the  reason. 

(3)  From  Compression. 
Experiment  3. 

Place  a  piece  of  tinder  in  a  tube  (Fig.  107)  closed       / 
at  one  end  and  containing  air.     Push  a  piston  into  it 
^    quickly. 

1.  What  takes  place  ?    Explain  the  reason. 

2.  ^hy  do  air-pumps  become  heated  when  compressing 
air  into  the  pneumatic  tires  of  bicycles  ? 

2.  Heat  from  Chemical  Action. 
Experiment  4. 

Pour  100  ccm.  of  w^ater  into  a  beaker,  and  carefully 
stir  into  it  10  ccm.  of  sulphuric  acid.  ^ 

p,„_  *  7_       What  evidence  have  you  of  the  generation  of  heat  1  ^ 

Experiment  5. 

Cut  a  thin  shaving  from  the  end  of  a  stick  of  phosphorus, 
dry  it  with  blotting  paper,  put  it  on  a  plate,  and  place  on  it 
some  powdered  iodine.  Neither  the  phosphorus  nor  the 
iodine  should  be  touched  with  the  fingers.  The  phosphorus 
should  be  held  in  forceps  and  cut  under  water.     The  iodine 
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may  be  placed  on  a  piece  of  paper  and  poured  on  the  phos- 
phorus. 

What  takes  place  ? 

Most  chemical  changes  are  accompanied  by  changes  in 
the  quantities  of  heat  possessed  by  the  bodies  taking 
part  in  them.  This  is  the  source  of  the  heat  resulting 
from  combustion,  which  is  but  a  particular  case  of 
chemical  action. 

3.  Heat  from  an  Electric  Ciurent. 
Experiment  6- 

Connect  three  or  four  Bunsen  or  Grenet  cells  as  shown 
in  Fig.  108.  Attach  a  copper  wire  to  each  pole,  and  complete 
the  circuit  by  attaching  to  the  free  end  of  one  of  the  copper 
wires  a  piece  of  fine  platinum  or  iron  wire  four  or  five  inches 


Fig.  103. 

long,  and  touching  the  end  of  the  other  copper  wire  to  the 
end  of  the  platinum  or  iron  wire.  (The  fine  iron  wire 
used  by  florists  answers  well.)  Slide  the  copper  wire  along 
the  iron  wire  up  towards  the  other  coi)per  wire. 

What  evidence  have  you  of  the  production  of  heat  ? 
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Whenever  an  electric  current  meets  with  resistance  in 
a  conductor  heat  results.  The  fine  iron  wire  offers  con- 
siderable resistance,  and  if  a  sufficiently  strong  current 
be  made  to  pass  through  it,  the  wire  will  become  white 
hot  and  bum  up. 

How  are  the  filaments  in  incandescent  electric  lamps  heated  ? 

The  relation  between  heat  and  the  energy  of  an  electric 
current  will  be  more  fully  discussed  under  Electricity, 
Part  II. 

4.  Heat  from  Radiant  Energy  from  the  Sun. 

This  is  by  far  our  most  important  source  of  heat.  We 
shall  consider  at  a  later  stage  the  theory  regarding  the 
transmission  of  the  sun's  heat  to  us  in  the  form  of 
Radiant  Energy. 

In  the  following  chapters  we  shall  discuss  some  of  the 
eflfects  of  heat,  viz.:  expansion,  chango  o^  temperature, 
and  change  of  state. 


CHAPTER  XVI. 


EXPANSION   THROUGH   HEAT. 

1.  In  SoUds. 
Experiment  1. 

Take  a  brass  ball  and  ring  (Fig.  109),  such 
that  ordinarily  the  ball  will  just  pass  through 
the  ring.  Heat  the  ball  intensely  in  the 
flame  of  a  Bunsen  burner  and  try  to  pass  it 
through  the  ring. 

1.  What  change  has  taken  place  in  the  volume 
of  the  ball  ? 

2.  Will  it  pass  through  the  ring  when  it  has 
cooled  ?  Fio.  109. 

3.  How  could  you  make  the  ball  pass  through  when  hot  ? 

Experiment  2. 

Arrange  apparatus  as  in  Fig.  110.     A  metal  rod  is  fixed  at 


Fie.  110. 


one  end  while  the  other  presses  against  a  compound  lever  so 
arranged  that  the  slightest  elongation  of  the  rod  is  indicated 
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on  a  scale.     Apply  neat  to  the  rod  and'  watch  the  end  of  tne 

pointer  on  the  scale. 

1.  What  do  you  observe  ? 

2.  What  does  the  experiment  prove  ? 

3.  Allow  the  rod  to  cool,  and  what  is  the  result  ? 

Experiment  3. 

Prepare  a  compound  bar  made  up  of  two  strips,  one  of  iron 
and  the  other  of  copper,  riveted  together  as  shown  in  Fig.  111. 
Heat  this  bar  strongly  in  the  flame  of  a  Bunsen  burner. 


^^^^-^VvA-Oa^?^ 


p^e**/--*-*"^  2.  Which  metal  is  on  the  concave  side  ? 


\ 
\^^ 


■     3.  Which  metal  is  the  more  elongated  through  heat  ? 

^     4.  What  result  would  you  expect  if  the  compound  bar  were  made 
very  cold  ?    Try. 

From  these  experiments  we  see  that  solids  expand 
through  heat,  and  some  expand  more  than  others. 

2-  In  Liquids. 

Experiment  4. 

Fill  a  flask  with  water,  insert  a  perforated  rubber  stopper 
through  which  has  been  thrust  a  small  glass  tube  open  at 
both  ends,  and  attach  a  paper  scale  to  the  tube  as  shown  in 
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Fig.  112,     Apply  heat  to  the  flask  and  watch  the  column  of 
water  in  the  glass  tube. 

1.  What  is  the  result  ? 

2.  Which  expands  the  more  rapidly  through  heat,  water  or  glass  ? 

3.  Prepare  another  flask  and  tube  identical  with  the  first,  filling 
it  with  alcohol  instead  of  water.  Place  the  two  in  the  same  bath 
of  hot  water  and  watch  the  result. 

It  is  found  that  liquids  as  well  as  solids  expand 
through  heat,  and  liquids  in  general  expand  more 
rapidly  than  solids,  while  some  liquids  expand  more 
rapidly  than  others. 


Fig.  112. 


Fio.  112  a. 


3.  In  Gases. 

Experiment  5- 

Arrange  apparatus  as  in  Fig.  112  a.  j^  is  a  glass  flask  filled 
with  air  connected  by  a   tube  open  at  both  ends  with  a 
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bottle   B    partly  filled   with  water.      Apply  heat  to  A  and 
watch  the  end  of  the  tube  below  the  surface  of  the  water  in  B. 

1.  What  is  the  result  ? 

2.  WTiat  does  it  prove  ? 

3.  Allow  A  to  cool  and  watch  the  water.     What  follows  ? 

4.  What  does  this  result  prove  ? 

We  find  that  gases  expand  very  rapidly  through 
heat. 


QUESTIONS. 

1.  A  glass  stopper  stuck  in  the  neck  of  a  buttle  may  be  loosened 
by  subjecting  the  neck  to  violent  friction  by  means  of  a  string. 
Explain. 

2.  Pipes  of  cast  iron  for  conveying  steam  or  gas,  if  of  consider- 
able length,  must  have  expansion  joints.     Explain  the  reasuii. 

3.  Why  does  a  blacksmith  heat  a  wsLggon  tire  before  adjusting  it 
to  the  wheel  ? 

4.  The  rate  at  which  a  clock  runs  depends  on  the  length  of  its 
pendulum.  Would  you  expect  it  to  keep  accurate  time  both  in 
summer  and  in  winter  ? 

5.  If  a  large  leaden  buUet  is  cast  in  a  mould  a  small  cavity  is 
found  near  its  centre.     What  is  the  reason  of  this  ? 

6.  Why  must  the  water  used  in  Experiment  1,  page  108,  be 
taken  at  the  temperature  of  the  room  ? 

7.  What  variation  in  the  experiment  would  permit  the  use  of 
water  at  any  temperature  1 

8.  "Why  are  the  rails  on  a  railroad  track  not  laid  quite  close 
together  ? 

9.  Why  is  the  tone  of  a  piano  not  the  same  in  a  cold  as  in  a 
warm  room) 


Experiment  1. 

Heat  a  piece  of  iron  in  the  flame  of  a   Bunsen  burner  and 
drop  it  into  a  small  vessel  containing  cold  water. 

1.  What  change  takes  place  in  the  water  ?  , 

2.  What  change  takes  place  in  the  iron  ? 

3.  When  do  these  changes  cease  ? 

When  two  bodies,  like  the  iron  and  the  water  above,  are 
in  such  a  condition  that  on  being  brought  together  one 
gains  heat  while  the  other  loses  it,  they  are  said  to  be  at 
different  temperatures.  The  body  gaining  heat  is  said  to 
have  a  lower  temperature  than  the  one  losing  heat.  If 
two  bodies  are  brought  together  and  neither  gains  heat 
from  the  other,  these  bodies  are  said  to  have  the  same 
temperature.  Hence  we  may  say  that  tempenaJture  is 
the  condition  of  a  body  considered  with  reference  toj'i 
its  power  of  receiving  heat  from  or  conimunicatingl/ 
heat  to  another  body. 


I. — Designation  of  Temperature. 

We  can  describe  a  particular  temperature  only  by 
reference  to  another  temperature  taken  as  a  standard, 
that  is,  by  stating  by  how  much  this  particular  tempera- 
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ture  is  higher  or  lower  than  the  standard  temperature. 
Thus  we  require  a  Standard  temperature  and  also  a 
unit  of  difference  of  temperature. 

1.  Standard  Temperature. 

The  most  convenient  standard  temperature  is  the  tem- 
perature at  wliich  ice  melts.  This  temperature  is  easily 
obtained  by  mixing  ice  and  water,  and  is  constant  under 
ordinary  conditions.  It  is  usually  called  the  freezing- 
point. 

2.  Unit  of  Difference  of  Temperature- 

The  unit  of  difference  of  temperature  used  is  a  fraction 
of  the  difference  between  the  temperature  of  melting  ice 
and  the  temperature  of  the  steam  rising  from  water 
boiling  under  the  average  pressure  of  the  air  at  the  sea- 
level  (the  boiling  point).  Two  units  are  in  use,  viz.,  the 
Fahrenheit  degree,  which  is  yl-jy  of  this  difference,  and 
the  Centigrade  degree,  which  is  y^  of  the  same  differ- 
ence. 

1.  How  many  Fahrenheit  degrees  are  equal  to  one  Centigrade 
degree  ? 

2.  How  many  Centigrade  degrees  are  equal  to  36  Fahrenheit 
degrees  ? 

3.  A  temperature  108  Fahrenheit  degrees  above  the  freezing 
point  is  how  many  Centigrade  degrees  above  the  freezing  point  ? 

4.  A  temperature  15  Centigrade  degrees  above  the  freezing  point 
is  how  many  Fahrenheit  degrees  below  the  boiling  point  ? 

5.  Which  has  the  higher  temperature,  a  body  40  Centigrade 
degrees  above  the  freezing  point  or  a  body  100  Fahrenheit  degrees 
below  the  boiling  point  t 

6.  What  is  the  difference  between  the  two  temperatures  above  ? 
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II. — Determination  of  Temperature — Thermometer. 

If  you  place  your  hand  in  contact  with  a  body  at  a 
very  low  temperature  you  experience  a  sensation  which 
leads  you  to  say  that  the  body  is  cold,  and  if  you  place 
it  in  contact  with  a  body  at  a  much  higher  temperature 
you  experience  a  sensation  wliich  leads  you  to  say  that 
the  body  is  warm  or  hot.  But  your  heat  sense  does  not 
enable  you  to  determine  the  temperature  of  a  body  with 
any  degree  of  accuracy. 

Experiment  1. 

Prepare  three  beakers  of  water  A,  B,  and  C.  Make  A  as 
hot  as  you  can  bear  to  hold  your  hand  in,  make  C  very  cold 
by  putting  in  ice  if  necessary,  and  make  B  such  a  temperature 
that  it  feels  neither  hot  nor  cold.  Hold  a  finger  of  your  right 
hand  in  A  and  one  of  your  left  hand  in  C  for  one  or  two 
minutes.     Now  immediately  put  both  fingers  in  B. 

1.  How  does  B  feel  to  your  right  hand  ? 

2.  How  to  your  left  hand  ? 

3.  Is  B  hot  or  cold  ? 

This  experiment  clearly  shows  that  our  estimation  of 
the  temperature  of  a  body  by  means  of  our  heat  sense 
depends  very  much  upon  the  temperature  of  that  part 
of  our  own  body  used  in  making  the  estimation. 

Experiment  2- 

Place  your  hand  in  contact  with  a  large  piece  of  iron  in  a 
moderately  warm  I'oom,  and  with  the  same  hand  touch  a  piece 
of  wood  in  the  same  room. 
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1.  If  both  the  iron  and  the  wood  have  been  in  the  room  for  a 
long  time,  and  hence  have  been  for  some  time  in  contact  with  the 
same  air,  have  the  iron  and  the  wood  difGerent  temperatures  ? 

2.  Do  you  experience  the  same  sensation  on  touching  them  ? 

3.  Which  feels  the  colder  ? 

From  this  experiment  it  is  seen  that  our  estimation  of 
the  temperature  of  a  body  by  means  of  our  heat  sense 
depends  on  the  material  of  the  body  as  well  as  upon  its 
temperature.  Therefore  for  various  reasons  we  cannot 
depend  upon  the  heat  sense  for  the  accurate  determina- 
tion of  temperature. 

Change  of  temperature  in  a  body  is  accompanied  by 
other  changes,  and  by  observing  some  of  these  we  may 
indirectly  determine  the  temperature.  Any  instrument 
constructed  to  thus  enable  us  to  estimate  the  tempera- 
ture of  a  body  is  called  a  thermometer.  Of  all  the 
changes  accompanying  change  of  temperature,  change  of 
volume  is  generally  the  most  convenient  for  estimating 
change  of  temperature,  since  it  can  be  observed  by 
means  of  our  sense  of  sight,  perhaps  the  most  exact  of 
all  our  senses. 

3.  Mercury  Thermometer— Construction. 

Procure  a  glass  tube  of  very  fine  uniform  bore,  blow  a  bulb 
on  one  end,  and  a  funnel  on  the  other  (Fig.  113).  Pour  some 
mercury  in  the  funnel  and  gently  heat  the  bulb.  The  air 
expands  and  a  part  of  it  bubbles  out  through  the  mercury  in 
the  funnel.  Allow  the  bulb  to  cool.  The  air  pressure  on 
the  surface  of  the  mercury  in  the  funnel  forces  some  of  the 
mercury  through  the  tube  into  the  bulb.  Now  heat  the 
bulb  above  the  flame  of  a  Bunsen  burner  until  the  mercury 
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boils  long  enough  to  expel  all  the  remaining  air.  As  the  bulb 
cools  the  mercury  vapour  will  condense  and  mercury  will  run 
down  the  tube  and  completely  fill  the  bulb  and  tube.  Again 
heat  the  bulb,  and  the  contained  mercury  will  expand,  causing 
some  to  overflow  at  the  open  end  of  the  tube.  While  the 
mercury  is  overflowing,  direct  a  blow-pipe  flame  upon  the  open 
end  and  seal  it  up,  at  the  same  instant  removing  the  bulb 
from  above  the  flame. 

The  instrument  now  contains  a  fixed  mass  of  mer- 
cury, which  is  free  to  contract  or  to  expand  within  cer- 
tain limits,  and  the  construction  is  such  that  a  small 
change  in  the  volume  of  the  liquid  is  easily  observed. 


Q 


& 


Pia.  lis. 


Fis.  U4. 


4.  Finding  the  Freezing  Point. 


On  a  convenient  support* place  a  funnel,  fill  it  with  snow 
or  melting  ice,  and  place  in  it  the  bulb  of  your  thermometer, 
as  shown  in  Fig.  114.  The  mercury,  contracting  faster  than 
the  glass,  will  drop  down  the  tube.     When  the  mercury  ceases 
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to  fall,  indicating  that  its  temperature  is  no  longer  changing, 
and  hence  that  it  has  reached  the  temperature  of  the  melting 
ice,  mark  with  a  file  on  the  tube  the  position  of  the  upper  sur- 
face of  the  mercury. 

5.  Finding  the  Boiling  Point- 
Next  expose  the  bulb  and  tube  to  the  steam 
rising  from  pure  water  boiling  under  a  pressure 
of  760  mm.  of  mercury,  as  in  Fig.  115,  taking 
care  that  the  bulb  is  not  plunged  into  the 
water,  but  remains  suspended  above  it.  Mark 
with  a  file  on  the  tube  the  termination  of  the 
mercury  column. 

6.  Graduation- 
Having  thus  marked  the   freezing   and   the 
boiling  points,  the  next  thing  is   to  graduate 
the  instrument. 


Fig.  115. 


100- 


If  you  wish  to  make  a  Fahrenheit  ther- 
mometer, mark  the  freezing  point  32°  and  the  ,. 
boiling  point  212°,  and  divide  the  intervening 
portion  of  the  stem  into  180  equal  parts,  ex- 
tending the  graduations  above  the  boiling  point 
and  below  the  freezing  point.  If  you  wish  to 
make  a  Centigrade  thermometer,  mark  the 
freezing  point  ,^°  and  the  boiling  point  100°, 
and  divide  the  intervening  portion  of  the  stem 
into  100  equal  parts,  extending  the  graduations 
as  in  the  previous  case.  In  Fig.  116  both 
methods  of  graduation  are  represented. 

Fig.  116. 

1.  Why  is  it  necessary  that  the  bore  of  the  tube  should  be  of 
uniform  size  throughout  ? 

2.  Why  should  the  bore  be  very  small  ? 
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7.  Coinparison  of  Scales. 

tr  What  temperature  on  the  CentigKide  scale  is  the  same  as 
0°  (zero)  on  the  Fahrenheit  scale  ?  j  H    ^ /"^ 

2.  What  temperature  on  the  Centigrade  scaL^is  tne 
100°  on  the  Fahrenheit  scale  ? 


3.  How  many  Fahrenheit  degrees  above  freezing  point  is  41°  on 
the  Fahrenheit  scale  (41°  F.)  tj  How  many  Centigrade  degrees  then 
is  it  ?  j-What  is  its  reading  on  the  Centigrade  thermometer  ?    J,  -- 

4.  How  many  Centigrade  degrees  is  10°  C.  from  the  freezing 
point  ?  How  many  Fahrenheit  degrees  is  it  ?  How  many  Fahren- 
heit degrees  is  it  from  tlie  Fahrenheit  zero  ?  What  is  its  reading 
pn  the  Fahrenheit  scale  ? 

5.  Find  the  Fahrenheit  readings  corresponding  to  the  following 

Centigrade  readings  :  12°,  75°,  - 10°,  -.40°. 

■•:;  3^.    //  V        I  ./- 

6.  Find  the  Centigrade  readings  corresponding  to  the  following 
Fahrenheit  readings  :  60°,  180°,  -  5°,  -  30°. 

7.  The  temperature  of  a  room  is  T°  C.  What  is  its  reading  on 
the  Fahrenheit  scale  ?  ^      /"  ±.  '^  ^ 

8.  The  temperature  of  a  room  is  T°  F.     What  is  its  reading  on 

the  Centigrade  scale  ?      /  .   -       / 

'hi: 

9.  Hence  state  a  rule  for  transforming  a  reading  from  the 
Fahrenheit  to  the  Centigrade  scale.  A    0.  f  "^  ^_^-n  '^j  ^ 


10.  What  temperature  on  the  Fahrenheit  scale  is  the  same  as 
— 273  on  the  Centigrade  scale  % 

8.  Alcohol  Thermometer 

For  the  determination  of  very  low  temperatures  a 
thermometer  filled  with  alcohol  instead  of  mercury  is 
made  use  of,  as  alcohol  does  not  freeze  except  at  an 
exceedingly  low  temperature. 
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9.  Air  Thermometer. 

The  apparatus  of  Experiment  5,  page  159,  may  be  used 
as  a  thermometer,  the  position  of  the  water  in  the  tube 
being  an  indication  of  the  volume,  and  hence  of  the 
temperature  of  the  air  in  the  flask  A.  This  instrument 
is  very  delicate,  since  a  slight  change  in  the  temperature 
of  a  mass  of  air  is  accompanied  by  a  very  considerable 
change  in  its  volume,  if  the  pressure  to  whiph  the  air  is 
subjected  remains  unchanged. 

The  fact  that  the  reading  of  an  air- thermometer  is 
influenced  by  the  pressure  of  the  surrounding  atmos- 
phere prevents  its  use  for  ordinary  purposes. 


10.  Differential  Thermometer. 

For  determining  slight  difierences  of 
temperature  between  two  neighbouring 
points  the  instrument  represented  in 
Fig.  117  is  often  used.  In  it  two  bulbs 
are  connected  by  a  bent  tube,  the  lower 
part  of  which  is  filled  with  some  blue 
coloured  liquid  so  arranged  that  both 
extremities  are  at  the  same  level  when 
the  two  bulbs  are  at  the  same  temperature. 


Fig.  117. 


What  will  be  the  position  of  the  extremities  of  the  liquid  if  the 
right  hand  bulb  is  warmer  than  the  left ' 
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III.— Maximum  Density  of  Water. 


(M 


Experiment  1 


ic^Cu.  ^4/i^-^^Ol 


dri 


Fill  a  flask  with  water  at  10°  or  20°  C,  and  insert  a  per- 
forated rubber   stopper  through   which  have    been   thrust  a 
glass  tube  open  at  both  ends  and  a  ther 
mometer.     Press  down  the  stopper  until 
the  water  rises  a  few  inches  in  the  tube. 
Take  care  that  no  air  is  caught  in  the 
flask.     Place  the  flask  in  a  vessel  con- 
taining a  mixture  of  ice  and  salt  as  in 
Fi''.  118.     "Watch  the  thermometer  and 
also  the  column  of  water  in  the  tube. 

r.  What  change  do  you  observe  in  the 
temperature  of  the  water  in  the  flask  ? 

2.  What  change  do  you  observe  in  the 
volume  of  the  water  %  Fig.  118. 

3.  Does  tlie  water  continue  to  contract  as  its  temperature  falls  % 

4.  At  what  temperature  has  the  water  its  least  volume  ? 

5.  What  change  of  volume  takes  place  when  the  water  begins  to 
freeze  ? 

The  experiment  shows  us  that  a  mass  of  water  has  its 
least  volume  and  therefore  its  greatest  density  at  4°  0. 
It  is  a  matter  of  common  observation  that  water  ex- 
pands in  freezing. 
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IV.— Relation  Between  the  Volume  and  the  Tempera- 
ture of  a  Gas — Charles'  Law. 


^ 


fei" 


Experiment  1. 

Arrange  apparatus  similar  to  that  used 
in  demonstrating  Mariotte's  Law,  page  123, 
Experiment  1  ;  but  instead  of  the  tube 
closed  with  a  stopcock,  use  one  of  the  form 
shown  in  Fig,  119.  The  glass  bulb  may  be 
of  any  size,  but  the  stem  should  be  of 
narrow  bore.  Remove  the  rubber  tube 
from  the  stem  and,  holding  its  free  end  on 
a  level  with  the  middle  of  the  sliding  tube, 
fill  it  with  mercury.  Now  fill  the  biUb 
with  dry  air,  attach  the  rubber  tube  to 
the  stem,  and  fasten  the  stem  to  the  sup- 
port. Place  the  bulb  in  melting  ice  r  :i;^ 
so  adjust  the  sliding  tube  that  the  mer- 
cury stands  at  a  fixed  point  in  the  stem. 
Take  the  reading  (H)  of  the  barometer 

H=    ? 
Observe  the  difference  in  level  (H^)  be- 
tween the  mercury  in  the  stem  and  in  the 
sliding  tube. 

H,=     ? 
Then  the  pressure  (P^)  to  which  the  air 
in  the  bulb  is  subjected  is  v. 

Pi  =  H  dr  Hj     ^  /^  "^ 
and  the  temperature  of  the  air  is  0"  C. 

Now  place  the  bulb  in  boUing  water 
and  again  so  adjust  the  sliding  tube  that 
Fig.  119.  the  mercury  stands  at  the  fixed  point  in 

the  stem;  that  is,  by  changing  the  pressure,  make  the  air 
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enclosed  in  the  bulb  assume  the  same  volume  as  when  the 
bulb  was  in  melting  ice.  Observe  the  difference  in  level  (Hg) 
between  the  mercury  in  the  stem  and  in  the  sliding  tube. 

Then  the  pressure  (P,^)  to  which  the  air  in  the  bulb  is  now 
subjected  is 

P2  =  HdzH2 

ana  the  temperature  of  the  air  is  100"  C. 

Suppose  V  to  be  the  volume  of  the  air  in  the  bulb  in  both 
cases. 

Since  the  volume  of  a  gas  is  inversely  proportional   to  its 
pressure  (Mariotte's  Law),  this  air  will  occupy  a  volume  of, 

V  X  i    that  is  Y  X  ^-^'' 


Pj  H±Hj 

at  pressure  of  P^.     That  is,  when  the  pressure  remains  the 
same  (P^),  the  volume  of  the  air  changes  from  V  to 

V  X  ^-^^  orbyV  ^S±H, 

units  of  volume  for  a    change   in   temperature   from  O'*    to 
100°  C. 

Therefore  for  a  change  of  1°  in  temperature  the  volume  will 
be  changed  by 

Vx  g-g^-y 


100 

-  units  of  volume 

Vx   ^^^2 
or  by             H±Hi 

^               100 

of  the  original  volume  at  0°. 

V 
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If  the  experiment  is  performed  with  great  care  this  fraction 
will  be  found  to  be  about  -jj-j. 

If  the  bulb  is  filled  with  difierent  gases  and  put  into 
baths  of  different  temperatures,  and  clianges  in  tem- 
perature noted  and  observations  similar  to  the  above 
made,  it  will  be  found  that  the  volume  of  a  given 
mass  of  any  gas  at  constant  pressure  increases  for 
each  rise  of  temperature  of  1°  C.  by  a  constant  fraction 
(about  -\)  ^f  \tf\  YnluTWf  at.  0°  tL 

This  is  generally  known  as  Charles'  Law. 


11.  Absolute  Temperature- 

If  the  volume  of  a  given  mass  of  any  gas,  at  a  constant 
pressure,  increases  for  each  rise  in  temperature  of  1°  C 
by  2+?  <^  its  volume  at  0°  C..  and  the  pressure  of  the 
given  mass  of  gas,  at  a  constant  temperature,  varies 
inversely  as  its  volume,  then  its  pressure  is  increased 
^^  of  the  pressure  at  0°C.  for  every  degree  its  tempera^ 
ture  is  increased,  or  at  273°  its  pressure  is  double  of  whal 
it  is  at  0°.  //  the  pressure  were  to  continue  to  diminish 
at  the  same  rate,  at  —  273°  C,  the  gas  would  exert  n©^ 
pressure  on  the  containing  vessel.  The  pressure  of  the 
-jiag  iff  RnjvQi^^d^'g  l^ft  dllfi  t^  thft  iTypacLs  of  it.q  Tmolftcnlpst 
upoir'the  surface  upon  which  it  is  said  to  press  (Art.  9, 
page  53),  and  therefore  when  it  exerts  no  pressure  its 
-toolecules  must  be  supposed  to  be  at  rest  and  the  gas  to 
be  therefore~at  its  lowest  passible  temperature.  Hence 
—  97^a-i^i^flHgr[^|j|gp^^j^|^  jjeyn  Temperature  reckoned 
from  this  point  is  called-^j|^m^H|||||PpflKAULre,  that  is, 
the  absolute  temperature  =  centigrade  reading  +  273°. 
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From  a  consideration  of  the  above  it  will  be  seen  that 
Charles'  law  may  be  stated  as  follows : 

12.  Charles'  Law- 

The  volume  of  a  given  mass  of  gas  at  a  constant 
pressure  varies  directly  as  the  absolute  temperature. 


^ 


QUESTIONS. 


1.  If  the  absolute  temperature  of  a  gas  is  doubled  and  the  pres- . 
sure  kept  constant,  what  change  takes  place  in  (a)  its  mass,  (b)  its 
volume,  (c)  its  density  ? 

2.  If  the  pressure  of  a  gas  is  doubled  and  its  volume  kept  con- 
stant, what  change  may  take  place  in  (a)  its  mass,  (b)  its  density, 
(c)  its  absolute  temperature  ? 

3.  If  the  pressure  of  a  gas  is  lessened  so  that  it  becomes  one- 
half  the  original  pressure,  while  the  temperature  is  kept  constant, 
what  change  takes  place  in  (a)  the  volume,  (6)  the  density  of  the 

gas? 

4.  If  the  volume  of  a  given  mass  of  gas  is  100  c.cm.  at  27°  C, 
what  will  the  volume  become  at  — .  23°  C.  if  the  pressure  is  kept 
constant  ? 

5.  If  the  volume  of  a  given  mass  of  gas  is  1  litre  at  a  tempera- 
ture 0°  what  will  be  its  volume  at  a  temperature  of  (a)  100°  C,  (b) 
—  13°  C,  the  pressure  remaining  constant  ? 

6.  At  what  temperature  will  a  gas,  the  volume  of  which  is  1  litre 
at  a  temperature  of  0°  C,  become  1200  c.cm.  in  volume,  the  pres- 
sure remaining  constant  ? 

7.  What  change  will  be  produced  in  the  pressure  of  a  gas  by 
changing  its  temperature  from  0°  C.  to  273°  C,  the  volume  remain- 
ing constant  ? 

8.  What  will  be  the  volume  of  a  mass  of  air  measuring  1  litre  at 
0°  C,  if  the  temperature  is  raised  to  273°  C.  and  the  pressure  doubled? 
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9.  A  closed  tube  filled  with  air  at  0°  and  under  atmospherio 
pressure  is  gradually  heated.  If  the  tube  can  safely  stand  a  pres- 
sure of  4  atmospheres,  to  what  temperature  may  it  be  heated  ? 

10.  Find  the  volume  at  27°  C.  and  under  a  pressure  of  760  mm. 
of  mercury,  of  a  mass  of  air  which,  at  45°  C.  and  under  a  pressure 
of  1500  mm.,  occupies  10  c.  ft.1 

Since  the  volume  varies  directly  as  the  absolute  temperature,  and 
the  temperature  is  reduced  from  45°  C.  to  27°  C.  the  volume  will 
be  reduced  and  become 

273  +  27  =  300    ^    ,         .  .     ,      , 
97S4-45     SI  ft       ^      original  volume 

when  the  pressure  remains  constant  ;  but  since  the  volume  varies 

inversely  as  the  pressure,  and  the  pressure  is  reduced  from  1500  mm. 

5;n^     0  ^  ^^  "^"^  ^^  mercury  the  volume  will  be  increased  and  become 

1500    ^   ,         .  .     ,      , 
„n\  of  the  original  volume. 

Hence  the  volume  required  will  be 

L^    300     1500    \       .. 

1 10  v: V =  I   c.  ft. 

\     ^318^   760     / 

11.  The  volume  of  a  certain  mass  of  gas  at  a  temperature  of  17°  C, 
and  under  a  pressure  of  600  gm.  per  sq.  cm.  is  1000  c.cm. ;  what 
will  be  its  volume  at  a  temperature  of  27°  C.  and  under  a  pressure 
of  1000  gm.  per  sq.  cm.  ? 

12.  A  mass  of  gas  occupies  a  volume  of  22.4  litres  at  the  tempera- 
ture 10°  C.  when  the  barometer  stands  at  70  cm.,  what  volume  will 
it  occupy  at  the  temperature  0°  C.  when  the  barometer  stands  at 
76  cm.  ? 

13.  To  what  temperature  must  a  gas  be  heated  in  order  that  its 
volume  may  become  double  of  what  it  is  at  20°  C.  ? 

14.  A  litre  of  hydrogen  weighs  0.0896  gm.  at  0°  and  760  mm. 
barometric  pressure.  Find  the  weight  of  a  litre  at  20°  C.  and  766 
mm.  pressure. 

15.  The  density  of  air  at  0°  C.  and  760  mm.  pressure  is  li29 
grams  per  litre.  What  is  its  density  at  273°  C.  and  1000  mm. 
pressure  ? 


CHAPTER  XVIIL 

CHANGE    OF    STATE. 

I. — Solid  to  Liquid  and  Liquid  to  Solid. 

1.  Fusion. 

Experiment  1. 

,'"T*artly  fill  a  large  vessel  with  water  at  a  high  temperature, 
feay  90°  C,  and  in  it  place  a  small  vessel  partly  filled  with 
(Water  at  a  low  tempei'ature,  say  10°  C,  and  place  a  ther- 
jnometer  in  each.  Observe  the  changes  of  temperature  in  the 
wo  vessels  for  a  minute  or  two.  Now  fill  the  smaller  vessel 
ith  wet  snow  or  finely  broken  ice  at  0°,  and  observe  the  change 
ijof  temperature  in  the  two  vessels  while  the  snow  is  melting. 

i   1.  What  change  occurs  in  the  temperature  of  the  water  in  the 
large  vessel  in  the  first  case  ? 

2.  What  in  the  temperature  of  the  water  in  the  small  vessel  ? 

3.  Which  body  loses  heat  ? 

4.  Where  does  this  heat  go  ? 

5.  What  does  this  heat  do  ? 

6.  Wliat  change  takes  place  in  the  temperature  of  the  water  in 
the  large  vessel  in  the  second  case  ? 

7.  What  in  the  temperature  of  the  contents  of  the  small  vessel  ? 

8.  Does  a  change  of  any  kind  take  place  in  the  contents  of  the 
small  vessel  ? 

9.  Which  body  loses  heat  1 

10.  Where  does  it  go  ? 

11.  What  does  this  heat  do  ? 
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Experiment  2. 

Heat  a  thin  glass  tube  about  5  mm.  in  diameter  and  draw 
it  out  into  a  fine  thread,  as  shown  in  Fig.  120.    Heat  some 


~-^iS^^ 


paraflin  wax  in  a  test-tube  and  by  suction  draw  some  of  the 
liquid  paraffin  into  the  fine  part  of  the  tube.  Close  the  point 
by  fusing  the  extremity  in  the  flame. 
Allow  the  paraffin  to  solidify,  and 
fasten,  by  means  of  a  rubber  band 
or  thread,  the  tube  to  a  chemical 
thermometer  (Fig.  121).  Place  the 
tube  and  thermometer  in  a  beaker 
of  water,  and  gradually  warm  the 
water.  Stir  the  water  constantly 
and  notice  its  temperature  when  the 
paraffin  in  the  thin  tube  melts.  Allow 
the  water  to  cool  and  note  the 
temperature  at  which  the  paraffin 
solidifies. 

1.  At  what   temperature    does  the 
paraffin  melt  ? 

2.  At    what     temperature     does    it 
solidify  1 

3.  Find  the  melting  points  of  other 
bodies  in  the  same  way. 

4.  How  do  their  melting  points  compare  with  their  points  of 
soUdification  ? 

2.  Solidification. 

Experiment  3. 

Melt  some  paraffin  wax  in  a  beaker,  and  when  it  is  all 
melted  place  the  beaker  in  another  vessel  slightly  larger  and 


Fig.  121. 
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partially  filled  with  cold  water.     Observe  the  temperature  of 
the  water  from  time  to  time. 

1 .  What  change  takes  place  in  the  paraflSn  ? 

2.  AVhat  change  takes  place  in  the  temperature  of  the  water  ? 

3.  Is  any  heat  given  out  by  the  paraffin  while  it  is  solidifying  1 
How  do  you  know  ? 

3.  Laws  of  Fusion. 

The  above  and  similar  experiments  prove  the  following 
laws : — ■ 

(1)  A  substance  begins  to  melt  at  a  temperature  which  is 
constant  for  the  same  substance,  if  the  pressure  is  constant. 

(2)  The  temperature  of  a  solid  remains  unchanged  while 
fusion  is  taking  place. 

(3)  The  temperature  of  solidification  is  the  same  as  the  tem- 
perature of  fusion. 

(4)  If  a  substance  expands  on  solidifying,  like  ice,  its  melting* 
point  is  lowered  by  pressure;  if  it  contracts,  like  wax,  its 
melting  is  raised  by  pressure. 

4.  Solution. 

Experiment  4. 

Partly  fill  a  beaker  with  water  and  note  the  temperature. 
Measure  out  two  or  three  grams  of  ammonium  nitrate  and 
note  its  temperature.  Put  the  ammonium  nitrate  in  the 
water  and  stir  the  mixture  with  a  thermometer. 

1.  What  is  the  temperature  of  the  water  at  first  ? 

2.  What  is  the  temperature  of  the  ammonium  nitrate  ? 

3.  What  temperature  does  the  mixture  reach  ? 

4.  What  change  do  you  observe  besides  change  of  temperature  ? 

5.  What  form  of  energy  disappears  ? 

6-  What  is  the  result  produced  by  this  enei^y '{ 
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Experiment  5. 

Break  some  pieces  of  ice  into  small  fragments  and  mix  with 
common  salt.     Place  a  thermometer  in  the  mixture. 

1.  What  is  the  temperatm-e  of  the  ice  and  of  the  salt  before  the 
mixture  ?  , 

2.  What  temperature  does  the  mixture  reach  ? 

3.  What  change  besides  change  of  temperature  takes  place  ?  . 

4.  What  energy  disappears  ? 

5.  What  result  does  this  energy  produce  ? 

6.  Does  this  energy  cease  to  exist  ? 

7.  If  not,  where  can  it  be  ? 

8.  If  a  stone  is  thrown  upwards  it  moves  slower  and  slower  as  it 
rises  and  at  last  stops.  What  has  become  of  the  energy  due  to  the 
velocity  with  which  it  started  ? 


II. — Vapourization  and  Liquefaction. 

5.  Ebullition. 

Experiment  1. 

Partly  fill  a  flask  witR  cold  water  and  insert  a  perforated 
stopper  containing  a  tube  open  at  both 
ends,  and  a  thermometer,  as  represented 
in  Fig.  122.  Place  the  flask  over  the  flame 
of  a  Bunsen  burner  and  let  it  remain 
until  the  water  has  boiled  for  some  time, 
carefully  watching  the  thermometer  mean- 
while. 

1.  What  change  takes  place  in  the  tem- 
perature of  the  water  at  first  ? 

2.  Where  does  the  heat  come  from  that 
effects  this  change  ? 

3.  At  what  temperature  does   the   water 
begin  to  boil  ? 

4.  After  the  water  has  begun  to  boil,  what 
change  takes  place  in  its  temperature  1 


FiQ.  122. 
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5.  Does  the  water  continue  to  receive  heat  after  it  has  begun  to 
boil? 

6,  If  so,  what  does  this  heat  do  ? 

Experiment  2. 

1.  With  the  apparatus  shown  in  Fig.  122  determine  (a) 
the  temperature  of  pure  water  when  boiling,  (b)  the  tempera- 
ture of  the  steam  rising  from  it. 

2.  Determine  these  temperatures  in  the  case  of  water  having 
some  common  salt  in  solution. 

3.  Mijc  three  parts  of  water  with  one  of  alcohol  and  deter- 
mine the  temperature  of  the  boiling  liquid  and  also  of  the 
steam. 

4.  Sprinkle  some  iron  filings  in  the  flask  with  pure  water 
and  repeat  the  experiment. 

Experiment  3. 

Arrange  apparatus  as  in  Fig.  123.  Heat  the  water  in  the 
flask  containing   the    thermometer   until    it   begins   to   boil. 


Fig.  123. 


Then,  removing  the  lamp,  by  means  of  the  attached  air-pump 
exhaust  the  air  from  the  apparatus,  thus  lessening  the  pressure 
on  the  surface  of  the  hot  water. 
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1.  What  takes  place  when  you  begin  to  work  the  air-pump  ? 

2.  What  change  of  temperature  do  you  observe  ? 

3.  What  is  the  lowest  temperature  at  which  you  can  make  the 
water  boil  ? 

Experiment  4. 

Half  fill  a  flask  with  water  and  boil  for  a  minute  or  two 

so  that  the  escaping  steam  may 
expel  all  the  air.  While  it  is 
boiling  vigorously,  remove  the 
flame  and  at  the  same  instant 
close  the  flask  with  a  rubber 
stopper.  Invert  the  flask  and 
support  it  on  a  retort  stand  as  in 
Fig.  124.  Pour  cold  water  over 
the  flask  and  watch  the  result. 
Now  pour  very  hot  water  over 
the  flask  and  see  what  happens. 
Again  pour  cold  water  over  the 
flask  or,  still  better,  immerse  the 
P,Q  124.  flask  in  cold  water. 

1.  What  happens  when  cold  water  is  first  poured  over  the  flask  ? 

2.  What  when  the  hot  water  is  poured  on  ? 

3.  What  takes  place  when  the  cold  water  is  again  poured  on,  or 
the  flask  is  immersed  in  cold  water  ? 

4.  With  a  thermometer  determine  the  temperature  of  the  water 
in  the  flask  at  the  end  of  the  experiment. 

5.  What  does  the  flask  contain  after  it  has  been  closed  by  the 
stopper  1 

6.  What  change  in  its  contents  is  produced  by   pouring   cold 
water  on  it  ? 

7.  Can  you  see  any  connection  between  the  result  of  this  experi- 
ment and  that  of  the  previous  one  1 


CHANGE    OP    STATE.  181 

6.  Evaporation. 
Experiment  5. 

Wrap  a  piece  of  muslin  about  the  flask  A  of  the  air- 
thermometer  (Fig.  112)  and  set  the  instrument  in  an  open 
window  where  there  is  a  draught.  Pour  ether  on  the  muslin 
drop  by  drop  and  watch  the  result. 

1.  What  becomes  of  the  ether  ? 

2.  What  change  in  temperature  does  the  air-thermometer 
indicate  ? 

Experiment  6. 

Pour  a  few  drops  of  ether  on  the  back  of  your  hand. 

1.  What  change  of  state  takes  place  1 

2.  What  evidence  have  you  that  your  hand  loses  heat  ? 

3.  What  does  this  heat  do  ? 

4.  Wliat  effect  on  the  rate  of  evaporation  follows  from  an  increase 
in  the  temperature  of  a  liquid,  other  conditions  remaining  the  same  ? 

5.  From  which  ■will  a  given  volume  of  water  evaporate  more 
quickly,  a  narrow  deep  dish  or  a  broad  shallow  one  ? 

6.  Why  do  we  set  the  apparatus  in  a  draught  in  Experiment  5 1 

The  quiet  vapourization  taking  place  at  the  surface 
of  a  liquid  is  called  evaporation.  The  rate  at  which 
evaporation  takes  place  depends  upon  the  nature  of  the 
liquid,  its  temperature,  the  amount  of  the  vapour  of  the 
liquid  in  the  surrounding  space,  and  also  the  presence  in 
the  surrounding  space  of  other  gases. 

7.  Saturation— Dew  Point. 

The  quantity  of  a  particular  vapour  which  a  given 
space  can  hold  depends  upon  the  vapour  and  the  tem- 
perature, but  is  independent  of  the  presence  of  other 
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gases.  A  space  containing  all  of  a  particular  vapour 
which  it  is  capable  of  holding  is  said  to  be  saturated 
with  that  vapour.  The  temperature  at  which  the  water 
vapour  present  in  the  atmosphere  would  saturate  the 
space  it  occupies  is  called  the  dew  point. 

8.  Liquefaction. 

Experiment  7. 

Prepare  the  apparatus  shown  in  Fig.  125.  Two  flasks  are 
connected  by  a  long  tube,  the  greater  part  of  which  is  sur- 
rounded by  a  much  larger  tube  so  arranged  that  cold  water 
may  be  made  to  circulate  in  the  space  between  the  two  tubes. 


Fig.  125. 

Partly  fill  the  higher  flask  with  a  mixture  of  alcohol  and 
water  in  the  ratio  of  one  of  alcohol  to  three  of  water.  Boil 
the  mixture.  The  steam  in  passing  through  the  cold  tube  is 
condensed,  and  the  resulting  liquid  is  caught  in  the  lower 
flask.  After  you  have  collected  a  small  quantity  of  liquid  in 
the  lower  flask,  take  away  the  flame.     Cool  both  flasks  and 


Xjf  CHANGE   OP   STATE.  183 

pour  part  of  the  contents  separately  into  two   evaporating 
dishes.     Try  to  set  fire  to  the  hquids  with  a  lighted  match. 

1.  Are  the  two  liquids  the  same? 

2.  Which  contains  the  greater  proportion  of  water  ? 

3.  How  could  you  obtain  fresh  water  from  sea  water  1 

4.  How  could  you  obtain  salt  from  sea  water  ? 

5.  What  change  takes  place  in  the  temperature  of  the  water  used 
to  cool  the  tube  ? 

6.  Whence  comes  the  heat  required  to  produce  this  change  ? 

These  and  other  experiments  establish  laws  of  ebulli- 
tion as  follows : — 

\        (1)  A  liquid  begins  to  boil  at  a  temperature  which  is  approxi- 
£    mately  constant  for  the  same  substance  if  the  pressure  is  con- 
^'^^tant. 

V      (2)  The  temperature  of  the  boiling  liquid  remains  unchanged 
ST^     J  until  the  whole  is  vapourized- 

J      (3)  Increase  in  pressure  raises  the  boiling  point  of  all  liquids. 

OSTXV 

^^  '      (4)  The  boiling  point  of  water  is  raised  by  the  presence  of 
salts  in  solution. 

>o      These  experiments  also  show  that  heat  is  expended  in 
changing  the  state  of  a  body  from  a  solid  to  a  liquid  and 
•  from  a  liquid  to  a  vapour,  and  that  heat  is  produced 
\when  the  reverse  change  takes  place. 

/'  r  Heat  expended  in  changing  the  state  of  a  body 
/  1  without  changing  its  temperature  is  called  latent 
^qheat. 

The  heat  disappearing  in  this  case  is  expended  in  doing 

^-work  upon  the  molecules  of  the  body  whose  state  is 

"^.  changed,  causing  them  to  occupy  positions  with  respect 
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to  one  another  different  from  what  their  mutual  attraxj- 
tions  would  tend  to  make  them  occupy.  The  molecules, 
in  consequence  of  occupying  such  positions,  possess  poten- 
tial energy  equivalent  to  the  energy  expended  in  giving 
them  these  positions,  just  as  a  weight  raised  above  the 
surface  of  the  earth  possesses  potential  energy  equivalent 
to  the  energy  expended  in  raising  it. 


QUESTIONS. 

1.  Why  does  the  temperature  generally  moderate  when  snow 
falls? 

2.  Does  rain  bring  cool  weather  or  does  cool  weather  bring  rain  ? 

3.  Why  do  you  feel  cooler  when  sitting  in  a  draught  ? 

4.  Why  is  it  difficult  to  satisfactorily  cook  food  in  boiling  water 
at  a  high  elevation  above  the  sea  level  ? 

5.  Why  is  an  iceberg  frequently  enveloped  by  a  fog  ? 

6.  Why  does  sprinkling  water  on  the  floor  have  such  a  cooling 
efiect  upon  the  air  of  a  room  ? 

7.  How  low  a  temperature  may  be  determined  by  means  of  a 
mercurial  thermometer  ? 

8.  Why  is  one's  breath  visible  on  a  cold  day  ? 

9.  A  tube  having  a  bulb  at 
each  end  has  one  of  its  bulbs 
half  filled  with  water,  the 
remaining  space  containing 
nothing  but  water  vapour.  The 
empty  bulb  is  surrounded  by  a 
freezing  mixture  (Fig.  126),  and 
after  a  time  it  is  found  that 
the  water  in  the  other  bulb  is 
Fio.  128.  frozen.     Explain. 


CHAPTER  XIX. 

MEASUREMENT   OF   HEAT. 

I. — Latent  Heat. 

The  temperature  of  a  body  and  the  quantity  of  heat 

it  contains  must  be  carefully  distinguished.  The  former 
has  been  defined  (page  161)  and  is  a  condition  depending, 
probably,  upon  the  average  energy  possessed  by  each 
molecule  while  the  latter  is  a  quantity  of  energy,  the 
energy  possessed  by  a  body  in  virtue  of  the  vibrations  of 
its  molecules. 

1.  Heat  Unit. 

The  thermometer  enables  us  to  find  the  temperature 
of  a  body,  but  it  does  not  enable  us  to  determine  the 
quantity  of  heat  possessed  by  the  body.  For  example,  a 
gram  of  water  at  100°  C.  has  a  higher  temperature  than 
a  kilogram  of  water  at  50°  C,  but  the  latter  contains  a 
far  greater  quantity  of  heat.  To  measure  heat  as  to 
measure  any  other  quantity  we  must  select  as  a  unit  a 
quantity  of  the  same  kind.  The  unit  in  general  use  is 
the  quantity  of  heat  required  to  raise  the  temperature  of 
a  unit  mass  of  water  one  Centigrade  degree.  We  thus 
have  a  heat  unit  corresponding  to  each  unit  of  mass. 
The  heat  required  to  raise  the  temperature  of  one 
gram  of  water  one  Centigrade  degree  is  called  the 
calorie,  and  is  the  unit  most  frequently  used. 

'     It  has  been   ascertained  that   the  quantity  of  heat 

required  to  raise  the  temperature  of  a  mass  of  water  1°  is 
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approximately  the  samfe  at  all  parts  of  the  scale  between 
0°  and  100°,  hence  one  way  of  measuring  a  particular 
quantity  of  heat  is  to  observe  by  how  many  degrees  this 
heat  will  change  the  temperature  of  a  known  mass  of 
water, 

1.  How  many  calories  will  raise  the  temperature  of  25  gm.  of 
water  10  degrees  ? 

2.  How  much  heat  is  given  out  by  the  cooling  in  hot  water  pipes 
of  100  Kgm.  of  water  from  100°  C.  to  80°  C? 

3.  100  gra.  of  water  at  80°  C.  are  mixed  with  40  gm.  at  10"  C. 
What  is  the  temperature  of  the  mixture  ? 

4.  A  flask  containing  500  gm.  of  water  at  10°  C.  is  placed  over  a 
steady  Bunsen  flame,  and  in  five  minutes  the  water  begins  to  boil. 
How  much  heat  does  the  flame  give  up  to  the  flask  during  one 
second  ? 

2.  Latent  Heat  of  Fusion  of  Ice- 

Let  us  determine  the  amount  of  heat  required  to  melt 
one  gram  of  ice. 

Experiment  1. 

Obtain  a  thin  glass  beaker  that  will  hold  about  one  litre, 
wrap  it  in  flnnnel,  and  pour  into  it  500  grams  of  hot  water. 
Place  a  thermometer  in  the  water  to  note  its  temperature. 
Weigh  out  100  gm.  of  dry  snow  or  finely  broken  ice  and  drop 
it  into  the  beaker,  rapidly  stirring  the  mixture  with  the 
thermometer  until  the  snow  or  ice  is  all  melted.  Observe 
the  temperature  of  the  water  just  as  the  snow  is  all  melted. 

Temperature  of  water  at  first  (T)  =    "l 

Temperature  of  snow  at  first  =  0° 

Temperature  of  water  when  snow  is  melted  (T^)  =       ] 
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Amount  of  heat  given  out  by  the  water  in  the  beaker  at  first 

=  500  (T— T,)  calories 

W,|  j^  This  heat  melts  the  snow  and  raises  the  temperature  of  the 
k'  |''^W"esulting  water  from  0°  to  Tj°. 

iL^V  Amount  of  heat  required  to  raise  from  0°  to  T^°  the  tempera- 

ture of  the  1 00  gm.  of  water  formed  by  melting  the  snow 

=  100  Tj  calories. 
Hence  amount  of  heat  required  to  melt  the  100  gm.  of  snow 
=  ■{  500  (T  -  T^)  -  100  Tj  1^  calories. 

Therefore  amount  of  heat  required  to  melt  one  gram  of  snow 
or  ice 

500  (T  -  TJ  -  100  Tt 
—  TWn  calories 

:=  calories  1 

Experiment  2- 

Bore  a  hole  ih  a  block  of  ice,  and  pour  into  it  10  grams  of 
water  at  a  known  temperature  (T°C.),  immediately  covering 
the  hole  with  a  slab  of  ice.  After  a  few  minutes  remove  the 
cover  and  suck  up  into  a  pipette  all  the  water  from  the  hole. 
Carefully  determine  the  mass  of  this  water. 

Mass  of  water  removed  (to)  =       I-  ^    grams  1     C 


"      put  in  =  10 

ice  melted  =(to  -  10) 


..  / 


The  10  grams  of  water  put  in  are  cooled  from  T°  to  0°,  and 
hence  the  heat  lost  by  this  water  =  10  T  calories. 

Therefore!    the  amount  of  heat  required  to  melt  (to  --  iO) 
grams  of  ice  without  changing  its  temperature  =  10  T  calories. 
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Therefore  the  amount  of  heat  required  to  melt  one  gram 
of  ice 

'        lOT     ,     . 

= calories. 

m  -T 

=  calories? 

The  amount  of  heat  required  to  melt  a  unit  mass  of 
any  substance  is  called  the  latent  heat  of  fusion  of  that 
substance. 

Careful  experiments  show  that  it  requires  approxi- 
mately 80  calories  of  heat  to  melt  one  gram  of  ice.  This 
fact  is  usually  expressed  by  saying  that  the  latent  he9t 
of  fusion  of  ice  is  80. 

How  should  we  express  the  same  fact  if  we  were  to  make  our 
statement  with  reference  to  the  Fahrenheit  degree  ? 

3.  Latent  Heat  of  Vapourization  of  Water. 

Let  us  now  find  the  amount  of  heat  required  to  change 
a  gram  of  water  into  steam  without  changing  the  tem- 
perature. 

Experiment  3. 

Pour  500  grams  of  water  into  a  flask  which  will  hold  about 
one  litre.  Carefully  note  the  temperature  of  the  water  and 
place  the  open  flask  over  the  flame  of  a  Bunsen  burner. 
Observe  the  time  that  elapses  before  the  water  begins  to  boil. 
Allow  the  water  to  boil  for  ten  minutes  or  more,  taking  care- 
ful note  of  the  time.  Weigh  the  water  which  remains  in  the 
flask.  , 

Temperature  of  water  at  first  (T)  =r  ^  °  ? 

Time  required  to  raise  water  to  the  boiling 

point  t:?'  ^^^<)  =  seconds  ? 

Time  during  which  the  water  is  boiling  ^\*  (t^)  =  seconds  ? 

'Quantity  of  water  remaining       .,^1  (^)  =  grams  1 
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Quantity  of  heat  received  from  the  Bunsen  flame  in  t  seconds 

=  500  (100  -  T)  calories. 
Quantity  of  heat  received  from  the  Bunsen  flame  in  t^  seconds 

=  -}-  500  (100  -  T)  calories. 

V 

But  this  heat  evaporates  (500  -m)  grams  of  water  at  100°. 
Therefore   the  quantity  of    heat    required    to    evaporate    one 
gram  of  water  without  changing  its  temperature  is 


•^500  (100 -T) 
500  -  m 


calories, 
calories  ? 


Experiment  4. 

Prepare  apparatus  as  shown  in  Fig.  127.     A  is  a  flask  con- 
taining water.     B  is  a  trap  intended  to  catch  any  liquid  that 


i 


Fio.  127. 


may  escape  from  A  or  may  he  condensed  in  the  tube.     0  is  a 
thin  glass  beaker  containing  100  grams  of  water 


,iling  J> 
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Taking  C  away  apply  heat  to  A  until  the  water  in  it  boils 
freely  and  steam  is  escaping  from  the  open  tube.  Now  care- 
fully note  the  temperature  of  the  water  in  C,  wrap  it  in 
flannel,  and  place  it  as  shown  in  the  diagram.  Keep  stirring 
the  water  in  0  with  a  thermometer,  observing  the  tempera- 
ture from  time  to  time.  Allow  the  boiling  to  continue  until  ^f 
the  water  in  C  has  reached  a  temperature  near  the  boiling 
point.  Carefully  note  this  temperature  and  immediately 
move  C.     Weigh  the  water  in  C.                                                 _ 

Temperature  of  water  in  C  at  first  (T)  =     1      *V* 
Temperature  of  water  in  Q  a^t  last  T^     =     ?        ^  b    Cr  '      ^ 
'  Quantity  of  water  in  C  at  last  (w)         =     grams?   \\P  \k 

(m-  100)  grams  of  steam  is  condensed  in  C  and  cooled  from 
100°  to  Ti°. 

ITae  heat  arising  from  this  raises  the  temperature  of  100 
grams  of  water  from  T°  to  T,°  and  therefore  equals 
100  (Tj-T)  calories. 

The  heat  given  out  by  the  (m— 100)  grams  of  water  re- 
sulting from  the  condensation  of  the  steam  in  cooling  from 
100°  to  Tj°  is  (m-  100)  (100 -T^)  calories. 

Therefore  the  heat  produced  by  the  changing  of  (?«  —  100) 
grams  of  steam  into  water  must  be 

■{  100  (T^  -  T)  -  (m  -  100)  (100  -  T^)  J.  calories. 

Therefore  the  amount  of  heat  produced  by  the  condensation  of 
one  gram  of  steam  is 

100  (Ti-T)-(7/i-100)  (100 -Tj) 


m-100 
=  calories  ? 


calories. 


Experiments  such  as  the  above  show  that  the  quantity 
of  heat  required  to  change  one  gram  of  water  into  steam 
without  changing  the  temperature  is  approximately  537 
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calories,  and  that  the  same  quantity  of  heat  is  produced 
when  one  gram  of  steam  is  changed  to  water. 

The  quantity  of  heat  required  to  change  a  unit  mass 
of  any  liquid  into  vapour  without  changing  its  tem- 
perature is  called  the  latent  heat  of  vapourization  of 
that  liquid. 

Hence  we  say  that  the  latent  heat  of  vapourization  of 
water  is  537. 

Careful  experiments  show  that  in  all  cases  the  heat 
which  disappears  (is  rendered  latent)  when  a  solid  is 
changed  to  a  liquid,  or  a  liquid  is  changed  to  a  vapour, 
again  appears  as  heat  when  the  reverse  change  takes 
place. 

1.  How  much  heat  is  required  to  melt  100  gm.  of  ice  ? 

2.  How  much  heat  is  produced  by  the  liquefaction  of  100  gm.  of 
steam  ? 

3.  Ten  grams  of  steam  at  100°  will  melt  how  much  ice  at  0°  ? 


II. — Specific  Heat. 
4.  Capacity  for  Heat. 

Experiment  1. 

Pour  melted  paraffin  into  a 
flat  circular  vessel  to  the  depth 
of  about  an  inch.  After  the 
paraifin  has  cooled,  remove  the 
cake  and  support  it  as  shown 
in  Fig.  128.  Procure  a  number 
of  balls  of  different  materials, 
lead,  tin,  copper,  zinc,  iron,  etc., 
and  of  the  same  mass.     Heat  ^"''  '^" 

the  balls  to  the  same  temperature   in   a   vessel   of     boilin^ 
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water.     Taking  them  from  the  water,  place  them  on  the  cake 
of  paraffin  and  watch  the  result. 

1.  What  takes  place  as  each  ball  gives  up  some  of  its  heat  to  the 
paraffin  ? 

2.  Are  the  halls  cooled  through  the  same  number  of  degrees 
before  ceasing  to  give  up  heat  to  the  paraffin  ? 

3.  Is  the  result  the  same  in  all  cases  ? 

4.  What  produces  the  residt  in  each  case  ? 

5.  Which  ball  gives  up  the  greatest  quantity  of  heat  in  cooUng 
from  the  temperature  of  the  water  bath  to  that  of  the  paraffin  ? 

The  above  experiment  indicates  that  equal  masses  of 
different  substances  give  out  different  quantities  of  heat 
in  cooling  through  the  same  range  of  temperature,  but  it 
does  not  enable  us  to  compare  those  quantities  with  any 
degree  of  accuracy. 

The  quantity  of  heat  required  to  change  the  tem- 
perature of  a  unit  mass  of  any  substance  1°  is  called 
the  capacity  for  heat  of  that  substance. 

5.  The  Calorimeter. 

To  determine  accurately  the  quantity  of  heat  given 
out  by  a  particular  body  in  cooling  through  a  known 
range  of  temperature,  an  instrument  called  a  calori- 
meter is  used.  One  form  of  calorimeter  is  shown  in  Fig. 
129.  It  consists  of  three  metal  vessels  separated  from  one 
another  by  layers  of  broken  ice.  A  pipe  leads  from 
the  middle  vessel  to  the  outside,  through  which  the 
water  formed  by  the  melting  of  any  of  the  ice  in  this 
vessel  will  run.  The  inner  vessel  is  to  contain  the  hot 
body,  and  the  layer  of  ice  between  the  outer  and  middle 
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ve-ssels  is  to  prevent  any  of  the  ice  in  the  middle  vessel 
from  being  melted  by  heat  from  outside.  To  use  this 
calorimeter,  heat  the  body  to  be  experimented  upon  to 
a  known  temperature,  and,  removing  the  covers,  drop 
the  hot  body  into  the  inner  vessel,  quickly  replacing  the 
covers.  As  the  hot  body  cools,  the  heat  it  gives  out  goes 
to  melt  the  ice  in  the  middle  vessel,  and  the  resulting 
water  runs  out  and  is  collected  and  weighed. 


Fw.  12 


Experiment  2 

.  Prepare  the  apparatus  shown  in  Fig.  130.  In  the  diy 
test-tube  A  place  50  grams  of  granulated  lead.  Place  a 
Bunsen  burner  under  the  flask  and  boil  the  contained  water 
until  you  are  sure  that  the  lead  has  reached  the  temperature 
of  the  steam  (100°  C).  Remove  the  covers  from  your  calori- 
meter, pour  the  lead  from  A  into  the  inner  vessel,  and  quickly 
replace  the  covers.  Carefully  collect  and  weigh  all  the  water 
which  flows  from  the  middle  vessel  of  the  calorimeter. 
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Instead  of  using  the  calorimeter  the  heated  lead  may  be 
placed  in  a  hole  bored  in  a  block  of  ice,  and  covered  with  a 
slab  of  ice.  When  the  lead  has  ceased  to  melt  the  ice  it  is 
withdrawn,  anc^  the  water  removed  from  the  hole  with  a 
pipette,  and  weighed. 

Mass  of  water  collected  (w)  =     grams? 

Hence  the  heat  given  out  by  50  grams  of  lead  in  cooling 
from  100°  to  0°  is  the  heat  required  to  melt  m  grams  of  ice 
=  80m  calories.  Therefore  the  amount  of  heat  given  out  by 
one  gram  of  lead  in  cooling  one  degree  is 

80  m  ,     . 

-.       calories. 

50 

=■  calories  ? 

The  ratio  of  the  quantity  of  heat  required  to  raise 
the  temperature  of  any  mass  of  a  substance  1°  to  the 
quantity  of  heat  required  to  raise  the  temperature  of 
the  same  mass  of  water  1°  is  called  the  specific  heat  of 
that  substance. 

Hence  the  quantity  of  heat  required  to  change  a  mass 
{m  gm.)  of  any  substance  (specific  heat=s)  through  T''  of 
temperature  equals 

(7>iTs)  calories. 

1.  What  is  the  specific  heat  of  the  lead  in  the  above  experiment  1 

2.  Determine  the  specific  heat  of  zinc,  iron,  sand,  etc.  • 

Experiment  3- 

Determine  the  mass  of  some  shot. 

Mass  {m)  =  grams? 

Heat  the  shot  in  steam  to  a  temperature  of  100°  as  in  Experi- 
ment 2. 
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Determine  the  mass  and  temperature  of  some  water. 

Mass  (nij)  =  grams  1 

Temperature  (T^)  =  1 

Place  the  water  in  a  beaker,  or  better  in  a  thin  metal  vessel 
polished  on  the  outside  (a  lemonade  shaker  answers  well), 
surround  the  beaker  with  some  wool  or  batting. 

Pour  the  shot  into  the  water,  stir  the  two  together,  and 
when  the  two  have  reached  the  same  temperature  determine 
the  temperature. 

Temperature  Tg  =  °  1 

Heat  gained  by  water  =  m^  (Tg  -  T^)  calories. 

Heat  lost  by  shot  =  »»  (100  —  T.,)  x  calories  if  x  is  the  specific 
heat  of  the  shot. 

But  heat  lost  by  shot  =  heat  gained  by  water, 
or,  m  (100  -T^)x  =  m^  (T^  - T^) 

m(100-T2) 


IL — Mechanical  Equivalent  of  Heat. 

The  connection  between  the  unit  of  heat  (energy  of 
molecular  vibration)  and  the  unit  of  mechanical  energy 
(energy  of  bodily  onward  motion)  is  a  matter  of  great 
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importance.  This  connection  was  first  accurately  deter- 
mined by  Joule,  who  used  the  apparatus  illustrated  in 
Fig.  131. 


Fig.  131. 

B  is  a  copper  vessel  filled  with  water  and  provided 
with  a  brass  paddle-wheel,  arranged  somewhat  like  a 
chum.  This  paddle  is  driven  by  a  falling  weight  sus- 
pended from  a  roller  connected  with  a  pulley  C  provided 
with  friction-wheels,  A  cord  wound  on  this  pulley 
passes  round  the  vertical  paddle-shaft  A.  As  the  weight 
E  falls  the  paddle  revolves  and  the  water  in  B  is  heated 
by  friction.  A  thermometer  T  indicates  the  temperature 
of  the  water. 


With  this  apparatus  Joule  learned  that  the  quantity  of 
heat  required  to  raise  the  temperature  of  one  pound  of 
water  one  Centigrade  degree  is  the  same  amount  of 
energy  as  is  expended  in  raising  a  mass  of  1,390  pounds 
through  a  vertical  distance  of  one  foot  (1,390  foot- 
pounds). 
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The  value  of  the  heat  unit  expressed  in  units  of 
mechanical  energy  is  called  the  mechanical  equivalent 
of  heat. 

From  Joule's  determination  as  given  above  calculate  the  value  of 
the  calorie  in  gram-centimetres. 


QUESTIONS. 

1.  If  10  lbs.  of  -water  at  12°  C.  be  mixed  with  40  lbs.  of  water  at 
90°  C,  find  the  temperature  of  the  mixture. 

2.  Fifty  grams  of  ice  are  placed  in  520  grams  of  water  at  19. °8  C. 
If  the  resulting  temperature  is  10.  °5  C,  what  is  the  latent  heat  of 
fusion  of  ice  ? 

3.  Steam  is  passed  into  a  mass  of  495  grams  of  water  at  15.°2 
until  the  temperature  becomes  35. °4.  The  mass  of  water  and 
condensed  steam  is  now  512  grams.  What  is  the  latent  heat  of 
?apourization  of  water  1 

4.  The  latent  heat  of  fusion  of  ice  is  80  ;  find 

(o)  What  mass  of  water  at  90°  C.  will  melt  100  grams  of  ice. 
■<'    O^  (&)  What  mass  of  ice  must  be  dissolved  in  a  litre  of  water  at 
^j    •\iJ^  ''JV'  4°  C.  to  reduce  the  temperature  of  the  water  to  2°  C. 

\       r-  y^^{c)  The  resulting  temperature  when   30   grams   of  ice   are 
dropped  into  100  grams  of  water  at  50°  C. 
(d)  The  specific  heat  of  brass  if  a  piece  weighing  80  grams, 
heated  to  100°  C. ,   melts  9  grams  of  ice  when  placed 
in  an  ice  calorimeter. 

The  latent  heat  of  vapourization  of  water  is  537;  find 
(a)  The  resulting  temperature  when  25  grams  of  steam  at 

100°  are  passed  into  300  grams  of  ice  cold  water. 
(6)  How  many  calories  will  be  required  to  convert  one  litre 

of  water  at  4°  C.  into  steam  at  100°  C. 
(c)  How  many  grams  of  steam  at  100°  C.  will  just  melt  10 

grams  of  ice  at  0°  C. 


CHAPTER  XX. 

TRANSMISSION   OF   HEAT. 

It  is  a  matter  of  common  experience  that  heat  has  a 
tendency  to  pass  from  a  warmer  to  a  colder  body  or  from 
a  warmer  to  a  colder  part  of  the  same  body,  and  that  a 
tendency  to  equalization  of  temperature  is  manifest  in 
all  bodies  so  placed  that  heat  can  pass  from  any  one  to 
the  others. 

We  shall  now  consider  some  of  the  modes  by  which 
this  diffusion  of  heat  takes  place. 

I. — Conduction. 

Experiment  1. 

Thrust  one  end  of  a  copper  wire  4  or  5  inches  long  into  the 
flame  of  a  spirit  lamp  or  Bunsea  buraer,  and  hold  the  other 
end  in  the  hand.  Touch  your  fingers  to  points  nearer  the 
flame. 

1.  What  evidence  have  you  that  heat  is  being  transmitted  from 
the  flame  to  the  hand  ? 

2.  What  transmits  this  heat  ? 

Experiment  2. 

Repeat  Experiment  1,  using  instead  of  the  wire  a  piece  of 
glass  rod. 

What  difference  do  you  observe  in  the  result  1 
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The  heat  is  said  to  be  transferred  by  the  wire  from  the 
flame  to  the  hand  by  conduction,  and  the  wire  is  said  to 
be  a  better  conductor  than  the  glass,  which  transfers  the 
heat  very  slowly. 

Conduction  is  the  transmission  of  heat  from  hotter 
to  colder  parts  of  a  body,  or  from  a  hot  body  to  a  colder 
one  in  contact  with  it  without  any  visible  motion  of  the 
parts  of  the  bodies. 

We  have  seen  (page  37)  that  whenever  two  bodies 
whose  velocities  are  different  come  in  contact  with  each 
other  there  is  a  transference  of  energy.  Just  as  the 
energy  of  bodily  onward  motion  is  transferred  when 
two  bodies  whose  speeds  are  different  come  in  contact, 
so  the  energy  of  molecular  motion,  or  heat,  is  supposed 
to  be  transferred  when  two  bodies  the  average  energies 
of  whose  molecules,  that  is  whose  temperatures,  are 
different  are  made  to  touch. 

We  have  learned  (Experiment  2,  page  163)  that  bodies, 
which  have  really  the  same  temperature  often  appear  to 
have,  when  touched  with  the  hand,  different  temperatures. 
This  is  due  to  the  relative  conducting  power  of  the  body 
in  contact  with  your  hand.  The  intensity  of  the  sensa- 
tion depends  upon  the  rate  at  which  molecular  energy  is 
transferred  to  or  from  the  hand ;  and  this  is  dependent 
on  the  difference  in  temperature  between  the  hand  and 
the  body  when  first  brought  in  contact,  and  upon  the 
conductivity  of  the  body.  If  a  body  is  a  very  poor  con- 
ductor, the  film  in  contact  with  the  hand  almost  at  once 
reaches  the  temperature  of  the  hand. 

1.  Why  do  iron  fixtures  appear  colder  than  the  wood  in  a  cold 
room  and  warmer  than  the  wood  in  a  very  hot  room  I 
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2.  Silver  is  a  better  conductor  of  heat  than  the  metal  of  which 
plated  spoons  are  made.  How  could  you  distinguisli  between  a 
solid  silver  spoon  and  a  plated  one  ? 

3.  Why  are  the  handles  of  (a)  coflFee-pots,  (b)  ice  pitchers,  made  of 
substances  which  are  poor  conductors  of  heat  ? 

1.  Belatative  Conductivities  of  Solids. 

Experiment  3. 

Take  rods  of  copper,  glass,  iron,  bone,  etc.,  and  place  one 
end  of  each  in  a  beaker  containing  boiling  water.  Allow 
them  to  stand  for  a  few  minutes  and  touch  the  fingers  to  the 
exposed  ends. 

Which  are  good  conductors  and  which  bad  ? 

Experiment  4. 

Take  a  rectangular  vessel  (Fig.  132),  and  pass  through  open- 
ings closed  with  perforated  corks,  rods  of  different  substances, 

say  copper,  brass,  iron,  lead,  glass, 
and  wood,  all  of  the  same  diameter 
and  length.  Coat  the  portions  out- 
side the  opening  with  a  thin  layer 
Fig.  132.  of  parafl&n  wax,  and  fill  the  vessel 

with  water  kept  at  the  boiling  point  by  means  of  lamps  placed 
under  the  vessel.  When  the  line  of  separation  between  the 
melted  and  unmelted  parts  of  the  wax  on  each  rod  no  longer 
moves  along  the  rod,  measure  the  length  of  the  melted  por- 
tion on  each  rod. 

1.  Arrange  the  substances  of  which  the  rods  are  made  in  the 
order  of  their  conductivities. 

2.  Which  are  usually  the  better  conductors,  metals  or  non-metals 
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2.  Practical  Applications. 
Experiment  5. 


Fig.  133. 


Depress  upon  the  flame 
of  a  spirit  lamp  or  Bun- 
sen  burner  a  piece  of  fine 
wire  gauze,  as  shown  in 
Fig.  133  A. 

1.  What  effect  has  it  upon 
the  flame  1 

2.  Is  there  any  gas  ahove 
the  gauze  ? 


To  answer  this  question  apply  a   lighted  match  above  the 


Experiment  6- 

Hold  the  gauze  about  half  an  inch  above 
the  gas  burner,  turn  on  the  gas  and  light  it 
above  the  gauze  (Fig.  133  B). 

Does  the  flame  pass  through  the  gauze  ? 

The  explanation  of  the  phenomena 
observed  in  the  last  two  experiments  is 
that  the  metal  of  the  gauze  conducts 
away  the  heat  so  rapidly  that  the  gas 
on  the  side  of  the  gauze  opposite  the 
flame  is  never  raised  to  a  temperature 
sufficiently  high  to  light  it. 

Advantage  is  taken  of  this  principle 
in  the  construction  of  the  Davy  safety- 
lamp  for  miners  who  have  to  enter 
mines  containing  combustible  gases.  It 
consists  of  jacket  of  wire  gauze  enclos- 
ing a  lamp.  Fig.  134  shows  the  con- 
struction of  one  of  these  lamps. 


Fia  134. 
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3.  Conductivity  of  Liquids. 
Experiment  7. 

Fill  a  test-tube  nearly, full  of  water  and  hold  it  in  an 

inclined  position,  as  shown 
in  Fig.  135,  so  that  the  flame 
from  a  spirit  lamp  or  Bun- 
sen  burner  may  strike  the 
upper  part  of  the  tube  just 
below  the  surface  of  the 
water. 

1.  Is  the  heat  transferred  ra- 
pidly or  slowly  to  the  lower  part 
of  the  tube  ? 

2.  Is  water  a  good  or  a  bad 
conductor  of  heat  ? 


FlQ.   135. 


The  conductivity  of  liquids  is,  as  a  usual  thing, 
much  lower  than  that  of  solids. 

Name  some  liquid  which  is  an  exception  to  this  law  ? 

4.  Conductivity  of  Gases. 

Air  and  other  gases  are  poorer  conductors  of  heat  than 
liquids.  The  low  conductivity  of  porous  bodies,  such  as 
cloth,  feathers,  sand,  etc.,  is  in  a  great  measure  due  to  the 
air  which  they  contain. 


II. — Convection, 

5.  Mass-Transference  of  Heat. 
Experiment  1. 

Repeat    Experiment   7    above,    heating    the    tube    at    the 
bottom  and  holding  it  at  the  top. 
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1.  How  does  j'oiir  observation  in  this  case  differ  from  that  in  the 
above  experiment  ? 

2.  How  is  the  heat  transferred  from  the  lamp  to  the  ypper  layers 
of  the  water  ? 

To  answer  this  question  perform  the  following  experiments : 


Experiment  2. 

Fill  a  small  flask  with  boiling  water  which  has  been  coloured 
with  some  aniline  dye  or  ink,  cork  it,  and,  -without  inverting 
it,  place  it  at  the  bottom  of  a  pail  filled  with  cold  water. 
Remove  the  cork. 

1.  What  takes  place  ? 

2.  What  is  the  reason  ? 

To  answer  this  question  consider 

(a)  Which  is  the  denser,  the  hot  water  placed  at  the  bottom 

or  the  cold  water  surrounding  it  ? 

(b)  According  to  the  laws  of  buoyancy  (page  112),  should 

the  pressure  of  the  cold  water  cause  the  hot  water  to 
rise  or  to  sink  ? 

Experiment  3. 

Repeat  Experiment  2,  introducing  the  mouth  of  the  inverted 
flask  just  below  the  surface  of  the  water  and  removing  the 
oork  with  as  little  agitation  of  the  cold  water  as  possible. 

1.  How  do  your  observations  differ  from  those  in  the  case  of 
Experiment  2  ? 

2.  What  is  the  reason  for  the  difi'erence  in  the  phenomena  ? 
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Experiment  4- 

Fill  a  large  beaker  nearly  full  of  water,  add  a  few  crystals 
of  aniline  dye  or  potassium  permanganate,  and  heat  by  apply- 
ing the  flame  of  a  spirit  lamp  or  Bunsen  burner  to  the 
centre  of  the  bottom  of  the  beaker  (Fig.  136). 

1.  Does  the  water  in  the  upper  part 
of  the  beaker  become  warmed  ? 

2.  If  so,  how  has  the  heat  been 
transferred  from  the  lamp  ? 

To  answer  this  question  observe 
the  currents  formed  in  the  water 

Vary  the  experiment  by  applying 
the  flame  at  other  points  of  the 
beaker. 

1.  From  what  point  do  the  upward 
currents  always  start  ? 

2.  Trace  the  directions  of  the  return 
currents. 


Currents  set  up  in  a  fluid  on  account  of  the  unequal 
temperatures  of  its  parts  are  called  convection  currents, 
and  the  transference  of  heat  from  one  point  to  another 
by  transferring  the  matter  containing  it  is  called  con- 
vection. 


6-  Convection  Currents  in  Liquids- 

The  above  experiments  illustrate  the  action  of  heat  in 
producing  convection  currents  in  tlie  mass  of  liquids. 
The  following  experiment  shows  how  a  continuous  cur- 
rent may  be  kept  up  in  tubes  by  the  same  action : 
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Ezperiment  5. 

Arrange  apparatus  as  shown  in  Fig.  1 37.  The  upper  vessel 
A  may  be  made  by  cutting  the  bottom  from  a  bottle.  B  is 
a  large  flask  and  C  and  D  glass  tubes.  The  perforated  corks 
should  be  rubber.  Fill  the  apparatus  with  water,  taking 
care  that  no  air  be  left  in  the  flask  B.     Place  some  aniline 


Fig.  137. 


dye  in  the  upper  vessel.     Apply  heat  to  the  bottom  of  the 
flask  B. 

1.  Describe  the  circulation  of  the  water  in  the  tubes  and  in 
the  vessels. 

2.  Explain  the  reasons  for  this  circulation. 

3.  What  would  happen  if  the  tube  C  were  pushed  down  and  its 
lower  end  brought  to  the  bottom  of  the  flask  B  ? 
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7.  Practical  Applications. 

By  a  circulation  similar  to  that  illustrated  in  Experiment  5, 
buildings  are  heated  by  a  system  of  hot  water  pipes.  Fig. 
138  shows  the  way  in  which  the  pipes  are  connected  and  the 
direction  of  the  circulation.    The  boiler  A,  filled  with  water,  is 


Fia.  138. 

heated  by  a  furnace  in  the  basement  of  the  house.  The  upper 
part  of  the  boiler  is  connected  by  means  of  a  pipe  with  an 
expansion  tank  D,  placed  in  the  top  of  the  building.  Another 
pipe  passes  downward  from  the  expansion  tank  through  coils 
B  and  C  in  the  rooms  to  be  heated  and  enters  the  boiler  near 
its  base. 
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8.  Convection  Currents  in  Gases. 
Experiment  6. 

Make  some  touch  paper  (paper  that  will  burn  without  flame 
and  give  off  a  great  quantity  of  smoke)  by  dipping  paper  in  a 
saturated  solution  of  potassium  nitrate  (saltpetre)  and  then 
drying  it. 

Light  some  of  the  paper  and  hold  it  above  the  flame  of  a 
candle,  or  better,  above  the  chimney  of  a  burning  lamp. 

1.  What  are  the  directions  of  the  air  currents  which  the  smoke 
renders  apparent  ? 

2.  What  is  the  cause  of  these  currents  ? 

Experiment  7. 

Make   a  wooden  or  metal 
box   of   the   form    shown    in 
Fig.    139.     The  front  should 
be  a  pane  of  glass  which  slides 
into  its  place  through  grooves. 
Cut  two  holes  in  the  top  of 
the  box  and  over  each  hole 
place  a   lamp  chimney.     Re- 
move the  front,  light  a  candle, 
place  it  under  one  of  the  chim- 
neys in  the  position  shown  in 
figure,  and  replace  the  front. 
Light  some  touch  paper  and 
hold  it  over  the  other  chimney. 

Describe  and  explain  the  currents  of  air  observed. 
Close  the  chimney  B  with  your  hand. 

1.  What  happens  after  a  short  time  ? 

2.  Explain  the  reason. 


Fio.  139 
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Experiment  8. 

Place  a  lighted  candle  in  a  large  glass  jar  (a  candy  jar 
answers  well),  and  insert  a  perfor- 
ated cork  into  which  glass  tubes 
are  placed  in  the  positions  shown  in 
Fig.  140. 

1.  Does  thecandle  continue  to  bum  ? 

2.  If  so,  explain  how  fresh  air  is 
supplied  to  it  and  how  the  products  of 
combustion  are  removed  from  the  jar. 

Draw  the  right  hand  tube  up  to 
Fm.  140.  Pie.  141.  the    position   shown   in   Fig.    141. 

Observe  the  burning  of  the  candle  for  a  short  time. 
What  takes  place  ?     Explain  the  reason. 


9.  Ventilation. 


Experiments  7  and  8  illustrate  the  modes  of  produc- 
ing air  currents,  and  show  the  necessity  of  providing 
a  means  of  ingress  as  well  as  egress  to  any  confined 
space  in  which  the  air  is  being  vitiated.  The  air  of 
dwelling  houses  is  vitiated  by  the  respiration  of  those 
living  in  them  and  by  the  combustion  of  the  oil  or  gas 
used  for  lighting.  Means  of  removing  the  foul  air  and 
bringing  in  fresh  air  should  be  provided.  The  pro- 
duction of  convection  currents  is  the  simplest  expedient. 
This  principle  is  taken  advantage  of  in  the  heating 
and  the  ventilating  of  buildings  by  warm  air  furnaces. 
Fig.  142  shows  a  system  of  heating  and  ventilating 
rooms  in   which   a   number  of  persons  are  required  to 
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remain  for  a  considerable  time.  The  air  comes  from 
the  outside  through  the  fresh  air  opening  into  the 
fresh  air  room,  passes  over  the  furnace,  is  heated,  and 
ascends  through  the  warm  air  tube  into  the  rooms. 
After  circulating  through  a  room  and  heating  it,  the 
air  passes  through  vents  in  the  wall  into  foul  air  spaces 
under  the  floor  and  down  through  a  duct  into  the  foul  air 


Fig.  142. 


gathering  room.  From  this  it  is  taken  to  the  outside  of 
the  building  by  a  vent  flue,  in  which  an  upward  draught  is 
maintained  by  means  of  the  heat  which  it  receives  from 
the  hot  smoke  flue  placed  alongside  of  it. 
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The  air  passages  are  so  arranged  that  a  part  of  the 
cold  air  from  the  fresh  air  room  may  pass  throu'gli  a 
valve  directly  into  the  warm  air  flue  without  passing 
over  the  furnace,  the  quantity  of  this  air  being  regulated 
by  a  regulator  connected  with  the  valve.  In  this  way 
the  temperature  at  which  the  air  enters  the  room  is 
under  control.  In  summer,  when  the  furnace  is  not  in 
use,  the  circulation,  for  the  purpose  of  ventilation,  is 
maintained  by  keeping  the  vent  flue  hot  by  means  of  a 
small  stove  or  a  flue  heater  kept  burning  at  its  base. 

10.  Convection  Currents  in  Nature. 

Winds  are  the  result  of  convection.  Different  parts 
of  the  earth's  surface  become  unequally  heated,  and  air 
currents  are  consequently  set  up.  Their  directions  depend 
mainly  on  the  position  of  the  hciited  belts  and  the  rota- 
tion of  the  earth. 

Ocean  currents  are  to  a  certain  extent  the  result  of 
convection,  but  these  are  also  influenced  by  the  action 
of  the  prevailing  winds. 


III.— Radiation. 

Experiment  1. 

Heat  an  iron  ball  to  a  high  temperature  and  place  at  a 
distance  of  a  foot  or  two  from  it  and  on  a  level  with  it,  the 
bulb  of  an  air  thermometer  or  one  of  the  bulbs  of  a  differ- 
ential thermometer  (Fig.  143). 

1.  What  change  in  temperature  does  the  thermometer  indicate  ? 
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2.  Is  this  change  in  temperature  due  to  a  change  in  the  tempera- 
ture of  the  surrounding  air  ] 

To  answer  this  question  interpose 
a  screen  of  glass  or  tin  between  the 
ball  and  the  thermometer. 

What  do  you  observe  ? 

The  heat  is  said  to  be  transmitted 
from  the  hot  ball  to  the  thermo- 
meter by  Radiation.  In  the  same 
way  heat  is  transmitted  to  bodies  in 
a  room  from  a  hot  stove  or  from  an 
open  fire,  and  from  the  sun  to  the 
earth.  This  transmission  is  inde- 
pendent of  the  air  as  it  takes  place 
in  the  most  perfect  vacuum  we 
can  produce.  To  explain  the  phe 
nomena  of  radiation  it  is  found 
necessary  to  suppose  that  a  medium, 
called  ether,  pervades  all  space  and 
penetrates  between  the  molecules  of 
aU  ordinary  matter,  which  are  embedded  in  it  and  probably 
connected  ivith  one  another  by  its  means. 

The  vibrating  molecules  of  a  hot  body  communicate  their 
motion  to  the  ether  which  surrounds  them,  and  thus  cause  vibra- 
tions to  be  set  up  in  the  ether.  These  vibrations  by  a  species  of 
wave  motion  pass  from  the  heated  body  in  all  directions  through 
the  ether,  and  may,  on  reaching  any  body  of  matter,  communicate 
their  energy  to  its  molecules^  and  it  in  turn  is  heated. 

The  transmission  of  heat  then  by  radiation  consists 
in  the  transformation  of  the  energy  of  molecular  vibra- 
tion, or  heat,  into  the  energy  of  ether  vibration,  or 


FlO.  143. 


212 


PHYSICAL  SCIENCE. 


radiant  energy;  and  the  retransformation  of  radiant 
energy  into  heat. 

The  first  transformation  is  generally  called  Emission, 
the  second  Absorption. 

10.  The  Emissive  Power  of  a  Body. 

Our  most  common  experiences  teach  us  that  the  emissive 
power  of  a  body — that  is  its  power  to  transform  heat 
into  radiant  energy — varies  with  its  temperature.  A  hot 
stove  radiates  more  heat  than  a  cold  one.  But  the  emissive 
power  does  not  depend  on  the  temperature  alone. 


Experiment  2- 


Fig.  144. 


Blacken  the  bulbs  of  a  differential  thermo- 
meter by  smoking  them  over  a  candle  flame, 
turn  them  up  as  shown  in  Fig.  144.  Blacken 
one  of  the  faces  of  a  cubical  tin  box  about  four 
or  five  inches  wide,  fill  it  with  boUing  water 
and  place  it  midway  between  the  bulbs,  with 
the  blackened  surface  facing  one  of  the  bulbs 
and  the  opposite  bright  surface  facing  the  other 
bulb. 

1.  At  what  temperature  is  each  of  the  surfaces 
of  the  cube  ? 

2.  Which  bulb  of  the  thermometer  absorbs  the 
most  radiant  energy  1 

3.  Which  surface,  the  blackened  or  the  bright 
one,  has  the  highest  emissive  power  ? 


I 


Repeat  the  experiment,  roughening  with  sand-paper  one  of 
the  surfaces,  and  leaving  the  opposite  one  polished. 

Which  has  the  higher  emissive  power,  the  polished  surface  or  the 
toughened  one  1 
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Experiment  3. 

Take  two  small  tin  cans  of  the  same  size  furnished  with 
lids,  cut  a  hole  in  each  lid  through  which  a  stirrer  and  a 
thermometer  can  be  inserted.  Blacken  the  outside  of  one 
and  polish  that  of  the  other.  Pour  the  same  quantity  of 
water  heated  to  the  same  temperature  (70°  or  80°  C.)  into 
each,  and  place  them  on  some  non-conducting  material.  Stir 
the  water  in  each  can  at  intervals  and  take  the  temperature. 

1.  Which  can  loses  heat  the  more  rapidly  1 

2.  Which  has  the  higher  emissive  power  ? 

The  emissive  power  of  a  body  depends  upon 

1.  Its  temperature. 

2.  The  nature  of  its  surface. 

Dull,  black  surfaces  have  the  highest  emissive  power  and  bright 
polished  ones  the  lowest. 

11.  Absorptive  Power. 
Experiment  2. 

Place  an  iron  ball  heated  to  a  high  tem- 
perature (Fig.  1 45)  midway  between  the  bulbs 
of  a  differential  thermometer,  one  bulb  of 
which  is  blackened,  the  other  covered  with 
tinfoil. 

1.  What  change  do  you  observe  in  the  liquid 
levels  ? 

2.  In  which  bulb  is  the  more  radiant  energy 
transformed  into  heat? 

This  experiment  and  others  of  the 
kind  show  that  a  body  whose  emissive 
power  is  high  possesses  great  absorptive 
power,  or  that,  as  it  is  generally  stated, 
good  radiators  are  good  absorbers.  fjq  145 
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12.  Diathermancy  or  Transmissive  Power. 

Bodies  which  allow  radiant  energy  to  be  transmitted 
through  them  without  much  increase  in  their  temperatures 
are  said  to  be  diathermanous.  Rock  salt  is  one  of  the 
most  diathermanous  of  solid  bodies.  Air  is  also  fairly 
diathermanous,  but  water  vapour  is  not. 

1.  How  will  the  presence  of  water  vapour  in  the  air  affect  the 
quantity  of  the  earth's  heat  changed  into  radiant  energy  during  any 
particular  interval  ? 

2.  When  will  the  surface  of  the  earth  at  any  particular  place 
cool  the  more  rapidly,  on  a  clear  or  on  a  cloudy  evening  ?    Why  ? 

No  body  is  perfectly  diathermanous,  nor  is  any  body 
a  perfect  absorber.  Most  bodies  exercise  what  is  called 
selective  absorption.  For  example,  glass  allows  the 
radiant  energy  from  a  highly  heated  body,  like  the  sun, 
to  pass,  but  absorbs  the  radiant  energy  emitted  by  a  red 
hot  ball  or  by  an  open  fire. 

13.  Reflection  of  Radiant  Energy. 

Bright  polished  bodies  are  as  a  usual  thing  neither 
diathermanous  nor  good  absorbers.  The  greater  part  of 
the  radiant  energy  falling  upon  them  is  reflected  from 
their  surfaces  and  sent  back  into  space  without  transfor- 
mation. Good  reflectors  are  poor  absorbers  and  good 
absorbers  poor  reflectors. 

Since  there  can  be  no  loss  of  energy,  the  total  amount 
of  radiant  energy  falling  on  a  body  equals  the  amount 
reflected + the  amount  absorbed  +  the  amount  trans- 
mitted by  the  body. 
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Radiant  energy  becomes  known  to  us  not  only  by  its 
transformation  into  heat,  but  also  by  its  power  of  excit- 
ing the  nerves  of  the  eye  and  awakening  in  the  brain 
the  sensation  of  light.  It  is  by  means  of  radiant  energy 
that  we  see  objects. 

The  theory  of  selective  absorption,  the  laws  of  reflec- 
tion, and  other  phenomena  connected  with  radiant  energy 
will  be  discussed  under  Light.     See  Part  11. 


QUESTIONS. 

1.  Why  is  it  that  if  boiling  water  is  poured  into  a  thick  glass 
tumbler  it  breaks,  while  if  the  water  is  poured  into  a  thiix  glass 
vessel  it  does  not  break  ? 

2.  A  piece  of  paper  held  in  the  flame  of  a  lamp  will  bum,  yet  the 
paper  may  be  held  in  the  lamp  flame  without  igniting  if  it  is  wrap- 
ped around  a  cylinder  of  brass.  Explain.  What  would  happen  if 
a  wooden  cylinder  were  substituted  for  the  brass  one  ?     Why  ? 

3.  If  a  copper  kettle  is  filled  with  cold  water  and  placed  over  a 
gas  flame,  the  flame  shrinks  away  from  the  kettle  and  does  not 
come  in  contact  with  its  bottom.     Explain  the  reason. 

4.  Why  is  flannel  a  good  substance  of  which  to  make  clothes  to 
keep  our  bodies  warm,  and  also  a  good  substance  to  wrap  around  a 
block  of  ice  to  keep  it  from  melting  ? 

5.  Why  are  (a)  ice  houses  constructed  with  double  walls ;  (6) 
double  windows  used  in  houses  in  winter  ? 

6.  Why,  in  freezing  ice  cream,  is  the  freezing  mixture  put  in  a 
wooden  vessel  and  the  cream  in  a  metal  one  ? 

7.  Water  may  be  boiled  in  a  paper  box  placed  over  a  lamp  flame 
without  burning  the  paper.  Explain  the  reason.  Make  the  experi- 
ment.    The  paper  pails  used  by  oyster  dealers  will  answer. 

8.  Formerly  to  ventilate  a  mine  two  shafts  were  provided  at 
opposite  ends  of  the  mine  and  a  fire  kept  burning  at  the  bottom  of 
one  of  the  shafts.     Explain  the  air  currents  set  up. 
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9.  What  is  the  source  of  the  heat  given  out  by  the  Gulf  Stream 
to  the  British  Isles  ?     Trace  its  transmission. 

10.  Wliat  effects  are  produced  upon  the  climate  of  a  place  and 
upon  the  variations  of  temperature  in  it  by  the  presence  of  a 
large  body  of  water  near  it?     Explain  the  reason. 

11.  Should  a  kettle  intended  to  be  heated  by  standing  in  front  of 
a  fire  be  bright  or  black  ?    Give  reasons  for  your  answer. 

12.  The  earth  absorbs  and  radiates  heat  more  quickly  than  the 
water.     In  what  direction  A  or  B  (Fig.   146)  will  the  air  move 

4(2,  ^     c   '     '  (a)   during    the    day,  (b)  during  the 

fy  fj .  ^ — *.^,^^^  night  ?    Explain  the  cause  of  land  and 

sea  breezes. 

13.  Should  soot  be  allowed  to  col- 
lect on  the  bottom  of  a  kettle  used  in 
heating  water  over  a  flame  ?  Should 
the  remaining  part  of  the  kettle  be 
kept  bright  or  dull  ?     Give  reasons. 

14.  Explain  the  advantages  of  silver  plating  the  outside  of  a 
calorimeter. 

15.  Tlie  bulbs  of  two  identical  thermometers  are  coated,  the  one 
with  lamp  black,  the  other  with  silver ;  compare  their  readings 
(a)  when  in  a  water  bath  (6)  when  exposed  to  the  direct  rays  of 
the  sun,  (c)  when  exposed  on  a  clear  night.  Explain  why  they^lo 
not  agree  on  all  these  occasions. 

16.  A  Norwegian  cooking  box  consists  of  a  wooden  box  having  a 
thick  lining  of  felt  inside,  so  arranged  as  to  leave  a  central  space 
into  which  the  vessel  containing  the  food  is  placed.  The  food  is 
partially  cooked,  placed  in  the  box,  and  covered  over  with  the  lid. 
Why  will  the  cooking  be  completed  in  the  box  ? 

17.  A  building  is  heated  with  hot  water  pipes.  Explain  fully 
how  the  heat  is  transmitted  from  the  furnace  of  the  boiler  to  a 
person  in  the  building.  What  would  be  the  effect  on  the  tempera- 
ture of  some  distant  part  of  the  building  of  coating  the  pipes 
near  the  boiler  with  (a)  woollen  felt,  (b)  with  dull  black  lead  ? 
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Absolute  zero,  172 
Absolute  temperature,  172 
Acceleration,  deiined,  33;  uniform, 

33  ;  due  to  gravity  the,  70 
Action  and  reaction,  43 
Adhesion,  53,  99-101 
Annealing,  85 

Archimedes,  principle  of,  112,  113 
Atmosphere,  pressure  of  the,  121 
Attraction,  electric,  48  ;  of  gravi- 
tation, 45  ;  magnetic,  50  ;  mole- 
cular, 52. 

Balance,  Jolly's,  58 ;  description 
of  common,  58,  59  ;  rules  for  the 
use  of,  61,  62 

Barometer,  122 

Body,  defined,  24 

Burette,  a,  20 

Buoyancy,  111-114;  law  of,  112, 
113;  of  gases,  119,120,  121 

Calorie,  185 

Calorimeter,  192,  193 

Capacity  for  heat,  192 

Capillarity,  101-104;  laws  of,  103 

Cavendish's  experiment,  71 

Centigrade  degree,  162 

Chemical  change,  80-83 ;  definition 

of,  81  ;  heat  from,  154 
Chemistry  defined,   82 ;   chemical 

compounds,    82,    83 ;    chwnical 
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elements,  82,  83 ;  common  ele- 
ments, 83 

Cohesion,  53,  99-101 

Compass  needle,  50  ;  poles  of  the, 
50 

Compression,  heat  from,  154 

Conduction  of  heat,  198-202;  de- 
fined, 199  ;  in  solids,  200  ;  prac- 
tical applications,  201 ;  in  liquids, 
202  ;  in  gases,  202 

Convection  of  heat,  202-210;  in 
liquids,  204,  205 ;  practical  ap- 
plications, 206,  208,  209;  in 
gases,  207,  208 ;  in  Nature,  210 

Density,  definition  of,  64 ;  and 
hardness,  86 ;  maximum,  of 
water,  169 

Dew  point,  195 

Dialysis,  134 

Diffusion,  132-138;  free,  of  liquids, 
132  ;  of  liquids  through  a  mem- 
brane, 133  ;  free,  of  gases,  135  ; 
of  gases  through  a  porous  par- 
tition, 136  ;  of  gases  through  a 
membrane,  137 ;  of  gases,  law 
of,  138 

Ductility,  86,  87 

Ebullition,  178-180 
Elasticity,  89  ;  of  stretch,  47  ;  of 
compression,  47  ;  of  torsion,  47  ; 
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of    form,    90 ;    of  volume,    90 ; 
limit  of,  90,  91,  92  ;  measure  of, 
93 
Electrification,  49 
Electric  current,  heat  from,  155 
Energy,  and  work,  35  ;     defined, 
35  ;  possessed  by  a  body  in  vir- 
tue of  its  mass  and  its  velocity, 
38  ;  forms  of,   38,    39,    40  ;  po- 
tential,  40 ;    transmutation  of, 
41  ;  conservation   of,   41  ;    may 
produce    force,    53 ;     expended 
only  when  work  is  done,   53  ; 
measurement  of,  75-79  ;  relation 
to  mass,  75 ;  relation  to  space, 
75,  76  ;  unit  of,  77 ;  relation  to 
velocity,  78 
Evaporation,  181  ;  laws  of,  182 
Expansion  through  heat,  157-160 

Fact  distinguished  from  theory, 
27 

Fahrenheit  degree,  162 

Flexibility,  91 

Flotation,  113 

Fluid,  defined,  25  ;  transmission  of 
pressure  by,  106,  107 

Fluidity,  98,  99 

Force,  nature  of,  43 ;  provisional 
definition  of,  43 ;  produced  by 
energy,  43,  53  ;  counterbalanc- 
ing, 45  ;  recognition  of  a,  46  ; 
manifestations  of,  46-53  ;  a  con- 
dition, not  an  objective  reality, 
47;  at  least  two  bodies  concerned 
in  a,  48 ;  modern  view  of,  54  ; 
action  cf  a,  54 ;  measurement  of, 
65-74  ;  equal  forces  defined,  65  ; 
measured  by  balancing  against 
weight  of  known  mass,  C7;  unit 
of,  CO  ;  definition  of,  76 ;  analogy 


between  force  and  velocity,  76  ; 

expansive,  of  a  gas,  117-119 
Friction,  heat  from,  153 
Fusion,  175,  176;  laws  of,  177 

Gas,  defined,  26 ;  properties  and 
laws  of  gases,  115-127;  expansive 
force  of,  117,  120  ;  buoyancy  of, 
119,  121  ;  compressibility  of, 
123-126  ;  free  dififusion  of,  135  ; 
diffusion  of,  through  a  porous 
partition,  136  ;  diffusion  of, 
through  a  membrane,  137  ;  to 
find  specific  gravity  of,  152 ; 
expansion  of,  through  heat, 
159-160  ;  Charles'  law,  170 

Graduate,  a,  20 

Gram,  double  meaning  of  word,  69 

Gravitation,  law  of,  71 

Hardness,  85,  86 

Heat,  153-216;  nature  of,  153; 
sources  of,  153-156  ;  expansion 
through,  157-160 ;  heat  sense, 
163  ;  latent,  183  ;  quantity  of, 
185  ;  unit  of,  185  ;  specific,  191- 
195;  capacity  for,  191,  192; 
mechanical  equivalent  of,  195- 
197 ;  transmission  of,  198-216 

Hydrometers,  147-149 

Latent  heat,  185-191;  defined,  183  ; 
theory  of,  183  ;  of  fusion  of  ice, 
186,  187  ;  of  vapourization  of 
water,  188-190 

Law,  of  nature,  41;  of  motion,  68, 
69,  72  ;  of  gravitation,  7 1 ;  of 
conservation  of  matter,  84 ;  of 
conservation  of  energy,  81  ;  of 
buoyancy,  112,  113;  Boyle's  or 
Mariotte's,  126  ;  of  diffusion  of 
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gases,  138  ;  of  Charles,  170 ;  of 
fusion,  177  ;  of  ebullition,  182 

Liquefaction,  181 

Liquid,  defined,  26 ;  properties 
and  laws  of  liquids,  98-114; 
surface  of,  at  rest  under  the 
action  of  gravity,  110;  to  find 
specific  gravity  of,  146-151  ; 
buoyancy  of,  111-114;  expan- 
sion of,  through  heat,  158, 
159 

MalleabiUty,  87 

Mass,  defined,  24  ;  equal  masses 
defined,  55 ;  determination  of 
equal  masses,  55  ;  metric  mea- 
surement of,  59  ;  experiments  in 
estimating,  63 ;  equal  masses 
have  equal  weights,  66  ;  of  the 
earth,  72 

Matter,  and  energy,  23  ;  defined, 
23 ;  states  of,  24,  28  ;  constitu- 
tion of,  27  ;  transmutation  of, 
80-84  ;  indestructibihty  of,  84  ; 
law  of  conservation  of,  84 

Measure  of  a  quantity,  3 

Measurement,  general  principles 
of,  1-4;  of  a  quantity,  2;  metric 
system  of,  4 ;  metric,  of  length, 
4  ;  of  length,  experiments  in,  9, 
10,  11,  12;  of  surface,  12,  13  ;  of 
surface,  experiments  in,  14,  15  ; 
of  surface,  formulae  for,  14; 
of  volume,  15  ;  of  volume,  for- 
mulae for,  17  ;  of  volume,  ex- 
periments in,  18,  19,  20,  21  ; 
metric,  of  mass,  59  ;  of  energy 
and  work,  75-79 ;  of  elasticity, 
93  ;  of  the  pressure  of  the  at- 
mosphere, 121 

Metre,    4 ;    sub-divisions    of,    5  ; 


multiples  of,  5  ;  English  equiva- 
lents, 5 

Metric  system,  4 

Molecules,  27 

Momentum,  79 

Motion,  29 ;  relative,  30 ;  first 
law  of,  69  ;  second  law  of,  68  ; 
third  law  of,  72 

Occlusion,  139 
Ostiiose,  133 

Pascal's  principle,  107 

Percussion,  heat  from,  154 

Plasticity,  87  ' 

Position,  29  ;  designation  of,  29 

Pound,  double  meaning  of  word,  69 

Power,  79  ;  unit  of,  79 

Pressure,  transmission  of,  by  fluids, 
106,  107;  due  to  weight,  108, 
109,  115;  at  a  point,  109;  re- 
sultant, of  a  fluid.  111;  gaseous, 
115-123  ;  of  the  atmosphere,  121 

Quantity,  definition  of,  2 ;  mea- 
sure of,  3  ;  complete  expression 
of,  3 

Badiant  energy,  heat  from,  }  56 
Radiation,  210-215;  theory  of,  211; 

emission,  212;  absorption,  213; 

transmission,  214;  reflection,  214 
Repulsion,  electric,  48  ;  magnetic, 

50 

Scale,  7,  8 

Solid,  defined,  24 ;  properties  and 
laws  of,  85-88 ;  expansion  of, 
through  heat,  157,  158  ;  to  find 
specific  gravity  of,  142-146 

Solidification,  176 

Solution,  128-131,  177;  of  solids  in 
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liquids,  128,  129 ;  of  gases  in 
liquids,  130,  131 

Specific  heat,  191-195;  defined, 
194;  to  find,  192-195 

Specific  gravity,  141-152;  defini- 
tion of,  141  ;  of  a  solid,  to  find, 
142-146;  of  a  powder,  to  find, 
145  ;  of  a  liquid,  to  find,  146- 
151  ;  of  a  gas,  to  find,  152 

Standards,  definition  of,  4  ;  of 
length,  English,  4  ;  of  length, 
metric,  4 

State,  change  of,  175-184 

Strain,  47 

Stress,  43 

Substance  defined,  24 

Surface  tension,  104,  105 

Temperature,  161-173;  designation 
of,  161  ;  definition  of,  161,  162  ; 
standard,  162 ;  unit  of  difference 
of,  162 ;  determination  of,  163- 
168;  Charles' law,  170;  absolute, 
172 

Tempering,  85 

Tenacity,  88,  89 

Tension  oia  gas,  120 

Theory,  distinguished  from  fact, 
27 ;  molecular,  of  matter,  27  ;  of 
radiation,  211 

Thermometer,  163-168 ;  mercury, 
construction  and  graduation  of, 
164-166 ;    finding    the    freezing 


point,  165 ;  finding  the  boiling 
point,  166  ;  graduation,  166 ; 
scales,  comparison  of,  167  ;  alco- 
hol, 167  ;  air,  168  ;  differential, 
168 
Transmission  of  heat,  198-216 ; 
conduction,  198-202 ;  convection, 
202-210 ;  radiation,  210-216 

Units,  definition  of,  3  ;  metric,  of 
length,  4 ;  fundamental  and 
derived,  12  ;  of  surface,  13  ;  of 
volume,  16 ;  of  velocity,  31  ; 
metric,  of  mass,  59,  60  ;  of  force, 
69  ;  of  energy,  77  ;  of  work,  77 ; 
of  power,  79 ;  of  difference  of 
temperature,  162 ;  of  quantity 
of  heat,  185 

Velocity,  30 ;  defined,  31  ;  measure 
of,  31  ;  of  particle  at  a  given 
instant,  32  ;  average,  in  uniform 
acceleration,  33 

Ventilation,  208 

Viscosity,  98,  99 

Water,  maximum  density  of,  169 
Weight,  defined,  45  ;  equal  masses 

have  equal  weights,  66 
.Weights,  60;  metric,  61 
Work,   defined,    35 ;  when  done, 

35,  37  ;  more  fully  defined,  41 ; 

measurement  of,  75-79  ;  unit  cf, 

77  ;  rate  of  working,  78 
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CHAPTER  I. 


VELOCITY. 


The  subjects  of  velocity  and  acceleration  are  treated 
experimentally  in  Chapter  iii.  of  Part  I.  We  shall  now 
give  general  statements  of  the  principles  there  discussed 
and  a  number  of  exercises  containing  problems  in  illus- 
tration of  them. 

1.  Position. 

Position  is  relative,  not  absolute.  The  position  of  a 
point  P  is  determined  when  its  distance  and  its  direction 
from  some  other  point,  taken  as  a  point  of  reference,  are 
known. 

P 


The  line  OP  (Fig.  1)  represents  by  its  length  and  its 
direction  the  position  of  the  point  P  with  reference  to  the 
point  O.  Similarly,  QP  represents  the  position  of  the 
point  P  with  reference  to  tlie  point  Q.     That  is,  P  has 

[11 
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one  position  with  reference  to  O,  and  another  with  refer- 
ence to  Q.  In  the  same  way,  Q  has  one  position,  repre- 
sented by  the  line  OQ,  with  reference  to  O,  and  another, 
represented  by  the  line  PQ,  with  reference  to  P. 

2.  Motion. 

A  point  is  said  to  be  in  motion  when  its  position  is 
being"  changed  continuously. 

Motion,  like  position,  is  relative.  A  point  is  moving 
relatively  to  any  point  of  reference  when  its  position 
with  respect  to  that  point  is  changing  continuously. 

If  the  position  of  a  point  P  with  respect  to  a  point  of 
reference  remains  unchanged  for  a  given  time,  P  is  said 
to  be  at  rest  with  respect  to  this  point  of  reference  during 
that  time  ;  but,  during  the  same  time,  the  point  P  may 
be  in  motion  with  respect  to'^another  point  of  reference. 
A  seat  in  a  railway  carriage  in  motion  is  at  rest  with  re- 
spect to  another  seat  in  the  same  carriage,  but  in  motion 
with  respect  to  any  object  which  has  not  the  same  motion 
as  the  carriage. 

Two  points  are  at  rest  relatively  to  each  other  when 
their  motions  are  identical. 

3.  Displacement. 

The  change  in  the  position  of  a  point  for  any  specified 
interval  of  time  is  called  the  displacement  of  the  point 
for  that  interval. 


Fio.  2. 

If  the  point  P  is  in  motion  relatively  to  the  point  A  in 
the  line  AD  (Fig.  2),  and  if  at  any  instant  it  is  at  B,  and 
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at  a  subsequent  instant  at  C,  BC  is  the  displacement  of 
the  point  for  the  interval  of  time  between  these  instants. 

A  displacement  is  determined  when  its  magnitude  and 
its  direction  are  known. 

The  magnitude  of  the  displacement  is  measured  by  the 
number  of  units  of  length  contained  in  the  line  joining 
the  two  positions  of  the  point. 

If  the  point  P  has  successive  displacements  BC,  CD 
(Fig.  2)  in  the  same  direction,  the  total  displacement 
equals 

BC-f  CD, 

the  sum  of  these  displacements ;  but  if  the  point  has 
displacement,  BC,  CD,  DE,  EF  (Fig.  2),  some  in  one 
direction  and  some  in  tlie  opposite  direction,  and  the  dis- 
placements in  opposite  directions  are  given  opposite  signs, 
the  total  displacement  in  the  positive  direction  equals 

BC  +  CD-DE-EF, 

the  algebraic  sum  of  the  displacements. 

4,  Velocity. 

The  amount  of  time  required  for  a  given  displacement 
of  a  point  depends  \ipon  the  rapidity  of  the  movement  of 
the  point.  The  time-rate  at  which  the  displacement 
takes  place  is,  therefore,  an  important  quantity. 

The  time-rate  of  displacement  is  called  velocity. 

5.  Uniform  Velocity. 

A  point  is  said  to  be  moving  with  a  uniform  velocity 
when  it  has  equal  displacements  in  equal  intervals  of 
time,  however  short  these  intervals  may  be. 
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6.  Measure  of  Velocity. 

A  velocity,  like  a  displacement,  is  determined  when  its 
magnitude  and  its  direction  are  known.  The  magnitude 
of  a  velocity  is  measured  by  the  number  of  times  it  con- 
tains some  definite  velocity,  assumed  as  a  unit.  The  unit 
velocity  is  the  velocity  of  a  point  which,  moving  uni- 
formly, has  a  unit  displacement  in  a  unit  of  time. 
The  unit  is  a  derived  unit,  because  it  is  determined  by  the 
unit  of  length  and  the  unit  of  time.  For  example,  when 
the  unit  of  length  is  the  centimetre,  and  the  unit  of 
time  the  second,  the  unit  of  velocity  is  the  centimetre 
per  second. 

With  this  system  of  units  the  measure  of  the  velocity 
of  a  point  moving  uniformly  is  1,  when  it  has  a  dis- 
placement of  1  cm.  in  1  second ;  2,  when  it  has  a 
displacement  of  2  cm.  in  1  second ;  3,  when  it  has  a 
displacement  of  3  cm.  in  one  second,  and  so  on.  If  its 
displacement  is  3  cm.  in  2  seconds,  in  one  second  it  is  f 
cm.,  and  the  measure  of  the  velocity  of  the  point  is  f. 

In  general  terms,  the  measure  of  the  velocity  of  a  point 
moving  uniformly,  equals  the  measure  of  its  displace- 
ment in  a  unit  of  time. 

Thus,  if  8  is  the  number  of  units  of  length  in  the  dis- 
placement, and  t  the  number  of  units  of  time  in  the  inter- 
val, the  measure  of  the  displacement  in  a  unit  of  time  is 

-.     Then,  if  v  is  the  measure  of  the  velocity, 

s 

v^  - 

t 

or  S  =  t  V. 

That  is,  the  measure  of  the  velocity  of  a  point  moving 
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uniformly  during  a  given  interval  of  time,  is  obtained 

by  dividing  the  measure  of  the  displacement  during 

that  interval  by  the  measure  of  the  interval, 

or 

the  measure  of  the  displacement  equals  the  measure  of 

the  velocity  multiplied  by  the  measure  of  the  interval. 


EXERCISE  I. 

1.  Express  in  miles  per  hour  a  velocity  of  (1)  40  feet  per  second, 
(2)  100  y.-vrds  per  minute. 

2.  A  point  moves  at  the  rate  of  50  miles  in  1^  hours.  What  is 
its  velocity  in  feet  per  second  ? 

3.  Find  the  ratio  of  velocities  of  (1)  60  miles  per  hour  and  44  feet 
per  second,  (2)  5  miles  per  6  minutes  and  lU  feet  per  j  second. 

4.  One  body  moves  over  30  yards  in  7  minutes,  and  another  over 
12  feet  in  5  seconds.    If  their  velocities  are  uniform,  compare  them. 

5.  How  many  times  does  the  velocity  176  yards  per  hour  con- 
tain the  velocity  2  miles  per  minute  ? 

6.  A  velocity  of  20  miles  per  hour  is  v  times  a  velocity  of  30  feet 
per  second.     What  is  v  ? 

7.  How  many  times  does  a  velocity  of  1 20  metres  per  minute 
contain  a  velocity  of  20  cm.  per  sec.  1 

8.  What  is  the  measure  of  a  velocity  of  400  cm.  per  second 
when  the  unit  velocity  is  (1)  a  centimetre  per  second,  (2)  a  centi- 
metre per  2  seconds,  (3)  a  centimetre  per  ^  second,  (4)  2  centimetres 
per  second,  (5)  ^  centimetre  per  second  1 

9.  What  is  the  measure  of  a  velocity  of  1 20  metres  per  minute 
when  20  centimetres  per  second  is  the  miit  of  velocity  i 

10.  When  3  metres  per  7  seconds  is  the  unit  of  velocity,  what  is 
the  measure  of  a  velocity  of  126  cm.  per  3  seconds  ? 

11.  What  is  the  measure  of  a  velocity  of  40  miles  per  hour  when 
the  unit  velocity  is  (1)  a  foot  per  minute,  (2)  a  foot  per  second,  (3)  a 
foot  per  2  minutes,  (4)  2  feet  per  second  ? 
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12.  A  point  has  a  uniform  velocity  of  8  feet  per  second.  What  is 
its  displacement  in  11  hours  ? 

13.  A  point  is  moving  with  a  iniiform  velocity  of  20  cm.  per 
second.     What  is  its  displacement  in  metres  in  10  hours  ? 

14.  A  point  moves  uniformly  in  a  straight  line  at  the  rate  of  a 
feet  per  second.     What  is  its  displacement  in  miles  in  b  hours  ? 

15.  A  point  is  moving  uniformly  at  the  rate  of  c  cm.  in  s  seconds. 
How  far  does  it  go  in  h  hours  ? 

16.  The  velocity  of  a  train  is  15  miles  per  hour.  Find  (1)  how 
many  minutes  it  will  take  to  go  50  yards,  (2)  how  many  seconds  it 
will  take  to  go  25  feet. 

17.  The  velocity  of  a  point  is  a  feet  per  b  seconds.  How  long 
does  it  take  it  to  go  c  miles  1 


7.  Velocity  at  an  Instant. 

An  instant  of  time  has  no  duration  and  therefore, 
while  a  point  may  be  said  to  have  a  velocity  at  any 
given  instant,  an  interval  of  time  is  necessary  to  produce 
a  finite  displacement,  however  small.  For  example,  a 
falling  body  may  be  said  to  have  a  velocity  of  10  feet  per 
second  at  the  instant  it  comes  in  contact  with  the  earth, 
but  at  that  instant  its  displacement  is  nothing.  What  is 
meant  is,  that  if  the  body  were  to  continue  to  move  for 
one  second  with  the  velocity  which  it  has  at  the  instant 
it  strikes  the  ground,  it  would  have  a  displacement  of  10 
feet. 

8.  Average  Velocity. 

When  a  point  is  moving  with  a  variable  velocity,  its 
average  velocity  for  any  given  instant  of  time  equals 
the  uniform  velocity  of  another  point  which  has  an  equal 
total  displacement  in  the  interval. 
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Hence  the  measure  of  the  average  velocity  during  a 
given  interval  is  obtained  by  dividing  the  measure  of 
the  distance  traversed  during  that  interval  by  the 
measure  of  the  interval. 

Thus,   if   s   is    the    number    of    units    in   the    total 

displacement,  t  the   number   of   units   of   time    in    the 

s 
interval,  and  v  the  measure  of  the  average  velocity,  v=  - 

If  the  velocity  is  increasing  or  decreasing  uniformly, 
the  average  velocity  for  any  given  interval  is  the  velo- 
city at  the  middle  instant  of  the  interval.  This  equals 
half  the  sum  of  the  velocities  at  the  initial  and  the  final 
instants  of  the  interval. 

If  u  is  the  measure  of  the  velocity  at  the  initial,  and  v 
the  measure  of  the  velocity  at  the  final  instant, 

the  average  velocity  =  "  ^ 

and  if  t  is  the  measure  of  the  interval,  and  s  the  measure 
of  the  displacement, 

fu  +  v-] 
«  =  I  -^r-    t. 


I     2 


9.  Measure  of  Variable  Velocity. 


'] 


If  a  point  is  moving  with  a  varying  velocity  its  actual 
velocity  at  a  given  instant  may  be  defined  as  the  average 
velocity  during  an  infinitely  short  interval  containing 
that  instant. 

A  variable  velocity  may,  therefore,  be  approximately 
measured  by  determining  the  average  velocity  for  an  in- 
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terval  containing  the  instant.  It  is  manifest  that  the 
accuracy  of  the  determination  will  depend  upon  the  length 
of  the  interval.  The  shorter  the  interval  the  more  accu- 
rate is  the  result.  For  example,  the  speed  of  a  trolley 
car  at  a  certain  instant  cannot  be  accurately  determined 
by  taking  the  average  velocity  between  two  stopping 
places ;  but,  if  the  space  traversed  by  the  car  in  a  very 
short  interval  containing  the  instant  is  observed,  and 
the  average  velocity  for  the  instant  calculated,  the  result 
will  be  approximately  the  velocity  of  the  car  at  the 
instant. 


EXERCISE  II. 

1.  A  point  has  disi^lacements  of  3  feet,  4  feet,  5  feet,  and  6  feet 
in  four  consecutive  seconds.     What  is  its  average  velocity  ? 

2.  A  point  has  displacements  of  9  cm.,  10  cm.,  11  cm.,  and  12 
cm.  in  four  consecutive  seconds.  Find  its  average  velocity  (1)  for 
the  four  seconds,  (2)  for  the  first  three  seconds,  (3)  for  the  last  three 
seconds. 

3.  A  point  is  displaced  5  cm.,  3  cm.,  1  cm.,  -1  cm.,  —3  cm. 
in  five  consecutive  seconds.  What  is  its  average  velocity  (1)  for  the 
five  seconds,  (2)  for  the  first  3  seconds,  (3)  for  the  last  three  seconds, 
(4)  for  tlie  middle  three  seconds  ? 

4.  A  point  has  displacements  of  2  feet,  6  feet,  10  feet,  14  feet, 
and  18  feet  in  five  consecutive  seconds.  Show  that  the  average 
velocities  for  the  five  seconds,  the  middle  second,  and  the  three 
middle  seconds,  are  all  equal. 

5.  A  point  moving  with  a  uniformly  increasing  velocity  has  a 
velocity  of  10  feet  per  second  at  the  beginning  of  a  certain  interval 
of  5  seconds,  and  a  velocity  of  20  feet  per  second  at  the  end  of  the 
interval.  Find  (1)  its  average  velocity,  (2)  its  displacement,  during 
the  interval. 
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6.  A  point  moving  with  a  uniformly  decreasing  velocity  has  a 
velocity  of  60  cm.  per  second  at  the  beginning  of  a  certain  interval 
of  10  seconds,  and  a  velocity  of  10  cm.  per  second  at  the  end  of  the 
interval.  Find  (1)  the  velocity  at  the  middle  instant  of  the  interval, 
(2)  the  displacement  during  the  interval. 

7.  A  point  has  a  velocity  of  10  cm.  per  second  at  the  beginning, 
and  12  cm.  per  second  at  the  end  of  a  certain  second.  If  its  velo- 
city is  increasing  uniformly,  find  (1)  its  velocity  at  the  end  of  three 
seconds  more,  (2)  its  average  velocity  for  the  four  seconds,  (3)  its 
displacement  for  the  four  seconds. 

8.  In  one  hour  the  velocity  of  a  point  decreases  uniformly  from 
200  feet  per  second  to  100  feet  per  second.  What  is  the  velocity 
at  the  end  of  each  quarter  of  an  hour,  and  what  is  the  total  dis- 
placement during  the  hour  ? 

9.  At  9  A.M.  a  point  is  moving  with  a  velocity  of  40  cm.  per 
second,  and  at  1  p.m.  it  has  a  velocity  of  120  cm.  per  second.  If 
it  moves  with  a  uniformly  increasing  velocity,  what  velocity  will  it 
have  at  11.30  a.m.? 

10.  At  1  P.M.  a  point  has  a  velocity  of  60  feet  per  second,  and 
in  one  minute  its  velocity  increases  to  65  feet  per  second.  If  the 
velocity  continues  to  increase  uniformly  at  the  same  rate,  find  (1) 
its  velocity  at  2.15  p.m.,  (2)  how  far  it  goes  between  1.15  and  1.20 
P.M.,  (3)  how  far  it  goes  between  2.10  and  2.15  p.m. 

11.  A  point  is  moving  with  a  uniformly  decreasing  motion.  At 
the  beginning  of  a  certain  second  its  velocity  is  20  feet  per  second, 
and  at  the  end  of  the  same  second  its  velocity  is  18  feet  per  second. 
When  will  it  come  to  rest  ?  How  far  will  it  go  during  the  second 
before  it  comes  to  rest  ? 

12.  A  point  is  moving  at  a  given  instant  with  a  velocity  of  8  feet 
per  second.  At  the  end  of  5  seconds  its  velocity  is  19  feet  per 
second.  When  will  it  have  a  velocity  of  (1)  16.8  feet  per  second,  (2) 
30  feet  per  second  ? 

13.  A  point,  starting  from  rest,  has  its  velocity  increased  uniform- 
ly 5  feet  per  second  each  second.  Find  (1)  the  velocity  at  the  end 
of  10  seconds,  (2)  the  displacement  of  the  point  during  that  time. 
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14.  A  point  which  has  a  velocity  of  80  centimetres  per  second 
has  its  velocity  uniformly  decreased  by  4  cm.  per  second  each  second. 
How  long  before  it  will  come  to  rest,  and  how  far  will  it  move  dur- 
ing the  time  ? 

15.  The  velocity  of  a  point  increases  unifomdy  in  10  seconds 
from  150  cm.  per  second  to  200  cm.  per  second.  Find  (1)  the  rate 
of  increase  in  velocity,  (2)  the  displacement  during  the  10  seconds. 

16.  A  train  moving  with  a  velocity  of  60  kilometres  per  hour  is 
pulled  up  with  a  uniformly  decreasing  velocity  in  30  seconds.  What 
is  the  decrease  in  velocity  during  each  second  in  centimetres  per 
second  ? 


CHAPTER    11. 

ACCELERATION. 

1.  Uniform  Acceleration. 

If  the  motion  of  a  point  is  changing,  the  point  is  said 
to  be  accelerated  positively  or  negatively,  according  as 
its  velocity  is  increasing  or  diminishing. 

Rate  of  change  of  velocity  is  called  Acceleration. 

The  acceleration  is  uniform  when  equal  changes  of 
velocity  take  place  in  equal  intervals  of  time,  however 
short  these  intervals  may  be. 

2,  Measure  of  Uniform  Acceleration. 

Since  acceleration  is  the  rate  of  change  of  velocity,  or 
the  change  of  velocity  in  a  unit  of  time,  acceleration  is 
measured  by  a  unit  of  acceleration  derived  from  the  unit 
of  velocity  and  the  unit  of  time. 

The  unit  acceleration  is  the  acceleration  of  a  point, 
the  motion  of  which  is  such  that  its  velocity  is  in- 
creased, or  diminished,  by  the  unit  of  velocity  in  each 
unit  of  time. 

For  example,  if  the  centimetre  is  taken  as  the  unit  of 
length  and  the  second  as  the  unit  of  time,  the  unit 
velocity  is  the  centimetre  per  second,  and  the  unit 
acceleration  the  centimetre  per  second  per  second. 
An  acceleration  of  1  cm.  per  second  per  second  is  a  change 
in  velocity,  during  one  second,  of  one  centimetre  per 
second ;  an  acceleration  of  2  cm.  per  second  per  second  is 

[11] 


1?  PHYSICAL   SCIENCE. 

a  change  in  velocity,  during  one  second,  of  two  centi- 
metres per  second ;  and  an  acceleration  of  a  cm.  per 
second  per  second,  a  change  in  velocity,  during  one  second, 
of  a  centimetres  per  second. 

If  V  is  the  measure  of  the  change  in  velocity  of  a  point 
in  an  interval  of  time,  the  measure  of  which  is  t,  -  is  the 
measure  of  the  change  of  velocity  in  a  unit  of  time. 
Then,  if  a  is  the  measure  of  the  acceleration,  or  rate  of 
change  of  velocity, 

V 

or         V  =  a  t. 

That  is,  the  measure  of  the  uniform  acceleration  of  a 
point  during  a  given  interval  of  time  is  obtained  by 
dividing  the  measure  of  the  change  of  velocity  during 
that  interval  by  the  measure  of  the  interval, 

or 

the  measure  of  the  change  in  velocity  equals  the 
measure  of  the  acceleration  multiplied  by  the  measure 
of  the  interval. 


EXERCISE  in. 

1.  A  point  is  moving  with  a  uniform  acceleration  of  10  units  of 
velocity  per  second.  (1)  Wliat  velocity  will  it  acquire  in  a  minute  ? 
(2)  What  will  be  the  acceleration  in  units  of  velocity  per  minute  ? 

2.  A  point  is  moving  with  a  uniform  acceleration  of  10  feet  per 
second  per  second.  (1)  What  is  the  total  change  in  velocity  in  a 
minute  ?  (2)  What  is  the  measure  of  the  acceleration  in  feet  per 
second  per  minute  ? 
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3.  What  velocity  will  a  body  acquire  in  half  an  hour  if  the 
acceleration  is  (1)  10  centimetres  per  second  per  minute,  (2)  10 
centimetres  per  second  per  second  ? 

4.  A  point  is  travelling  with  an  acceleration  of  12  feet  per  second 
per  hour.     Find  (1)  what  will  be  its  change  in  velocity  in  a  minute, 

(2)  the  measure  of  its  acceleration  in  feet  per  second  per  second  '? 

5.  A  train  acquires  a  velocity  of  30  feet  per  second  in  one  hour. 
If  its  velocity  is  uniformly  accelerated,  find  (1)  the  velocity  wliick 
it  will  acquire  in  one  minute,  (2)  the  measure  of  its  acceleration  in 
feet  per  second  per  second. 

6.  A  point  is  travelling  with  an  acceleration  of  12  feet  per 
second  per  hour.  How  long  will  it  take  it  to  acquire  a  velocity  of 
2  feet  per  second  ? 

7.  A  train,  moving  with  a  uniform  acceleration,  acquires  a 
velocity  of  75  feet  per  sec<ind  in  a  ([uarter  of  a  minute.  How  long 
will  it  take  it  to  acquire  a  velocity  of  100  yards  per  minute  'i 

8.  A  point,  moving  with  a  uniform  acceleration,  acquires  a 
velocity  of  60  feet  per  second  in  10  minutes.  What  is  the  measure  of 
its  acceleration  in  (1)  feet  per  second  per  minute,  (2)  yards  per  second 
per  minute,  (3)  feeb  per  second  per  second,  (4)  yards  per  second  per 
second  ? 

9.  A  point,  travelling  with  a  uniform  acceleration,  has  its 
velocity  increased  50  metres  per  second  each  minute.  What  is  the 
measure  of  the  acceleration  in  (1)  metres  per  second  per  minute,  (2) 
centimetres  per  second  per  minute,  (3)  metres  per  second  per  second, 
(4)  centimetres  per  second  per  second  1 

10.  A  train,  moving  with  a  uniform  acceleration,  acquires  an 
additional  velocity  of  60  feet  per  second  each  minute.  Find  (1)  the 
measure  of  its  acceleration  in  feet  per  second  per  second,  (2)  the 
measure  of  the  velocity  it  acquires  each  minute  in  feet  per  minute, 

(3)  the  measure  of  the  acceleration  in  feet  per  minute  per  minute, 

(4)  the  measure  of  the  acceleration  in  feet  per  minute  per  second. 

'  11.  A  point  is  moving  with  a  uniform  acceleration  and  acquires  an 
additional  velocity  of  20  cm.  per  second  each  second.  Find  the 
measure  of  the  acceleration  in  (1)   centimetres  per  second  per 
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minute,  (2)  centimetres  per  minute  per  minute,  (3)  metres  per 
minute  per  minute,  (4)  metres  per  minute  per  second,  (5)  metres 
per  second  per  second. 

12.  What  is  the  measure  of  an  acceleration  of  30  feet  per  second 
per  second  when  the  units  of  displacement  and  of  time  are  respect- 
ively (1)  the  foot  and  the  second,  (2)  the  foot  and  the  minute  ? 

13.  The  measure  of  the  acceleration  of  a  falling  body  is  32  when 
the  foot  is  the  unit  space  and  the  second  the  unit  of  velocity.  What 
is  the  measure  of  this  acceleration  when  tlie  yard  is  the  unit 
of  space  and  the  minute  is  unit  of  time  ? 

14.  The  acceleration  due  to  gravity  of  a  body  is  980  centimetres 
per  second  per  second.  What  is  the  measure  of  this  acceleration 
when  the  metre  is  the  unit  of  displacement  and  tlie  minute  the  unit 
of  time  ? 

15.  Compare  an  acceleration  of  120  feet  per  second  per  minute 
with  an  acceleration  of  20  yards  per  minute  per  second. 

16.  How  many  times  does  an  acceleration  of  5  feet  per  second  per 
second  contain  an  acceleration  of  18  feet  per  minute  per  minute  ? 

17.  What  is  the  measure  of  an  acceleration  of  5  feet  per  second 
per  second  when  18  feet  per  minute  per  minute  is  the  unit  of  ac- 
celeration ? 

18.  Compare  an  acceleration  of  which  the  measure  is  160  when 
the  yard  is  the  unit  displacement  and  the  minute  the  unit  of  time 
with  an  acceleration  of  which  the  measure  is  .25  when  the  foot  is  the 
unit  of  displacement  and  the  second  the  unit  of  time. 

19.  What  is  the  measure  of  an  acceleration  of  150  yards  per 
minute  per  minute  when  an  acceleration  of  .25  feet  per  second  per 
second  is  the  unit  acceleration  ? 


We  have  in  the  preceding  exercises  given  a  series  of 
questions  which  illustrate  the  relations  which  exist  among 
the  quantities  involved  in  problems  relating  to  uniformly 
accelerated  velocities.  We  shall  now  derive  equations 
which  state  in  a  general  way  these  relations. 
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Let  a  be  the  measure  of  the  acceleration  of  a  point 
moving  with  a  uniform  acceleration. 

t,  the  measure  of  any  interval  of  time  in  its  motion. 

s,  the  measure  of  the  displacement   for    the  in- 
terval. 

u,  the  measure  of  the  velocity  of  the  point  at  the 
beginning  of  the  interval. 

V,  the  measure  of  the  velocity  of  the  point  at  the 
end  of  the  interval. 

Then, 

v  —  u  =  the  change  in  velocity  in  t  units  of  time, 

v—u  ,  .      . 

— 7 —  =  the  change  in  velocity  in  one  unit  of  time, 

=  the  rate  of  change  in  velocity, 
=  a, 
or,  V  =  u  +  a  t (i.). 

If  the  point  starts  from  rest,  u  =  o  and  v  =  a  t 

Therefore,  if  the  acceleration  remains  constant, 

V  cc  t. 

Again,  since  the  velocity  increases  or  decreases  uni- 
formly, 

the  average  velocity  =  the  velocity  at  the  middle  in- 
stant of  the  interval, 
=  half  the  sum  of  the  initial  an  i 
the  final  velocities, 

u-\-v 
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But  the  displacement  =  the  average  velocity  x  time 
(Art.  8,  page  7).     Therefore, 

-(n-l* ("■>• 

Substituting  the  value  for  v  given  in  (i.)  for  v  in  (ii.), 
we  have, 

u  -\-  n  -\-  a  t 
s. 2 ""* 

or,  s  =  u  t  +  J  a  f* (iii)- 

It  should  be  carefully  noted  that  when  the  initial 
velocity  is  in  the  opposite  direction  to  the  acceleration, 
that  is  when  u  and  a  are  of  opposite  signs,  the  value  of 
8  given  in  this  equation  does  not  always  indicate  the 
whole  distance  travelled  by  the  point  during  the  interval 
of  time,  but  simply  the  distance  between  its  positions  at 
the  beginning  and  at  the  end  of  the  interval. 

If  the  point  starts  from  rest,  u  =  o,  and 
Therefore,  if  the  acceleration  is  constant, 

8   cc    t\ 

From  (i.)  v  =  u  -\-  a  t, 

V  —  u 

or,         t  = 

a 

From  (ii.)  s  =   [^- ]   t 

Substituting  the  value  for  t  given  in  (i.)  for  t  in  (ii.), 
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W«  have 

or  v'=uH2as.  (iv.). 

If  the  point  starts  from  rest,  u  =  o,  and 

v^  =  2  as. 
Therefore,  if  the  acceleration  is  constant, 

It  Will  be  noticed  that  each  of  the  equations, 

v=u4-at (i.). 

-["-?]' ("■>• 

s=ut+iat' (iii)- 

v''=u*+2as (iv.). 

gives  the  relation  among  four  of  the  five  quantities  U,  V, 
t,  a,  and  s,  and  that,  if  any  three  of  these  are  known,  the 
values  of  the  other  two  may  be  derived  from  the 
equations. 


EXERCISE  IV. 

1.  What  is  the  initial  velocity  of  a  point  which,  moving  with  a 
uniform  acceleration  of  10  centimetres  per  second  per  second, 
acquires  in  10  seconds  a  velocity  of  200  centimetres  per  second  ? 

2.  A  body,  moving  at  a  certain  instant  with  a  velocity  of  30  miles 
per  hour,  is  subject  to  a  uniform  acceleration  in  the  opposite  direc- 
tion, and  comes  to  rest  in  11  seconds.  What  was  the  measure  of 
its  velocity,  in  feet  per  second,  5  seconds  before  it  stopped  ? 

2 
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3.  Find  the  initial  velocity  of  a  point  which  moves  with  a  uni- 
form acceleration  of  20  centimetres  per  second  per  second,  and 
acquires  a  velocity  of  15  centimetres  per  second  in  10  seconds.  In- 
terpret the  result. 

4.  The  velocity  of  a  point  increases  uniformly  in  20  seconds 
from  100  centimetres  per  second  to  200  centimetres  per  second. 
Find  (1)  the  measure  of  the  acceleration  in  centimetres  per  second 
per  second,  (2)  the  velocity  three  seconds  after  it  was  150  centi- 
metres per  second,  (3)  when  the  body  was  at  rest. 

6.  A  point,  which  has  an  acceleration  of  32  feet  per  second  per 
second,  is  moving  with  a  velocity  of  10  feet  per  second.  At  the  same 
place  and  at  the  same  time  another  point,  which  has  an  acceleration 
of  16  feet  per  second  per  second,  is  moving  in  the  same  direction 
with  a  velocity  of  170  feet  per  second.  Find  (1)  when  the  two 
points  will  have  equal  velocities,  (2)  when  the  velocity  of  the  second 
will-  be  double  that  of  the  first. 

6.  A  body,  moving  with  a  velocity  of  5  centimetres  per  second, 
has  a  constant  acceleration  of  10  centimetres  per  second  per  second 
in  the  direction  of  its  motion.  Find  (1)  how  far  it  will  go  in  10 
seconds,  (2)  how  long  it  will  take  it  to  go  10  centimetres. 

7.  A  body  starts  with  a  velocity  of  15  centimetres  per  second, 
and  has  a  constant  acceleration  of  10  centimetres  per  second  per 
second  in  the  opposite  direction.  When  and  where  wUl  it  come  to 
rest? 

8.  A  body,  starting  from  rest,  moves  with  a  uniform  acceleration 
of  20  feet  per  second  per  second.  Find  (1)  how  far  the  body  goes 
in  4  seconds,  (2)  how  far  it  goes  in  five  seconds,  (3)  how  far  it  goes 
in  the  fifth  second. 

9.  A  body  starts  with  a  velocity  of  6  feet  per  second  and  has  a 
uniform  acceleration  of  3  feet  per  second  per  second  in  the  direction 
of  its  motion.  At  the  end  of  four  seconds  the  acceleration  ceases. 
How  far  does  the  body  move  in  10  seconds  from  the  beginning  of 
its  motion  ? 

10.  With  what  uniform  acceleration  does  a  point,  starting  from 
rest,  describe  640  feet  in  8  seconds  ? 
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11.  A  point,  starting  from  rest  and  moving  with  a  uniform  ac- 
celeration, has  a  displacement  of  66  feet  in  the  6th  second.  What 
is  the  measure  of  the  acceleration  in  feet  per  second  per  second, 
and  what  is  its  displacement  in  the  7  th  second  ? 

12.  A  body,  moving  with  a  uniform  acceleration,  has  displace- 
ments in  the  4th  and  the  6th  seconds  from  starting  of  38  feet  and 
54  feet  respectively.  Find  (1)  the  acceleration,  (2)  the  initial 
velocity,  (3)  the  displacement  in  the  7th  second. 

13.  A  particle,  moving  with  a  uniform  acceleration,  has  a  dis- 
placement of  30  centimetres  in  the  first  2  seconds  of  its  motion. 
The  acceleration  then  ceases,  and  the  displacement  for  the  next  2 
seconds  is  20  centimetres.  Find  (1)  the  initial  velocity,  (2)  the 
acceleration. 

14.  A  train,  having  a  velocity  of  20  feet  per  second,  attains  a 
velocity  of  30  miles  per  hour  in  passing  over  128  feet.  If  the  train 
is  moving  with  a  uniform  acceleration,  what  is  its  acceleration  ? 

15.  A  trolley  car,  moving  at  the  rate  of  24  feet  per  second,  is 
stopped  with  a  uniformly  decreasing  motion  in  a  space  of  9  feet. 
What  is  the  acceleration  of  the  car  1 

16.  A  particle  starts  with  a  velocity  of  23  feet  per  second,  and 
its  velocity  is  uniformly  decreased  at  the  rate  of  8  feet  per  second 
per  second.  Find  how  long  it  will  take  it  to  describe  a  distance  of 
30  feet,  and  how  much  longer  to  come  to  rest. 

17.  The  displacement  of  a  point  moving  with  a  uniformly  de- 
creasing motion  is  100  metres  in  10  seconds,  and  100  metres  in  the 
next  12  seconds.     In  what  time  will  it  be  100  metres  further  on  ] 

18.  What  is  the  velocity  of  a  particle  which,  starting  from  rest 
and  moving  with  a  uniform  acceleration  of  8  feet  per  second  per 
second,  has  traversed  100  feet  ?  Find  also  the  time  required  for 
this  displacement. 

19.  A  point  which  has  a  negative  uniform  acceleration  of  10 
centimetres  per  second  per  second  is  passing  a  certain  point,  and  at 
the  end  of  15  centimetres  farther  on  it  has  a  velocity  of  10  centi- 
metres per  second.  Find  (1)  its  velocity  at  the  point,  (2)  in  how 
many  seconds  it  will  return  to  this  point. 


20  PHYSICAL   SCIENCE. 

20.  A  body  starts  from  rest  and  moves  with  a  uniform  accelera- 
tion. If  its  displacement  is  90  feet  in  the  fifth  second  of  its 
motion,  find  (1)  the  acceleration,  (2)  the  velocity  of  the  body  after 
10  seconds. 

21.  A  point,  moving  with  a  uniform  acceleration,  describes  in  the 
last  second  of  its  motion  ^  of  the  whole  distance.  If  it  started 
from  rest,  how  long  was  it  in  motion  and  through  what  distance 
did  it  move,  if  it  described  4  centimetres  in  the  first  second  ? 

22.  If  a  body  describes  36  feet  while  its  velocity  increa-ses  uni- 
formly from  8  feet  per  second  to  10  feet  per  second,  how  much 
further  will  it  go  before  it  attains  a  velocity  of  12  feet  per  second  ? 

23.  A  particle  moves  with  a  uniform  acceleration  through  80  feet 
in  4  seconds,  and  then  comes  to  rest.  Find  (1)  the  initial  velocity, 
(2)  the  average  velocity  during  each  second. 

24.  A  point,  moving  with  a  uniform  acceleration,  attains  a  velocity 
of  60  centimetres  per  second  from  rest  in  going  125  centimetres. 
The  acceleration  is  then  changed  to  an  acceleration  in  the  opposite 
direction,  and  the  point  comes  to  rest  in  250  centimetres.  Compare 
the  two  accelerations. 

25.  A  body,  having  a  uniform  acceleration,  has  a  displacement  of 
27  feet  in  the  fourth  second  from  rest.  What  was  the  velocity  at 
the  beginning  of  the  fourth  second  ? 

26.  A  particle,  having  a  uniform  acceleration,  has  a  displacement 
of  32.5  cm.  in  the  half  second  which  elapses  after  the  2nd  second  of 
its  motion,  and  a  displacement  in  the  5th  second  of  its  motion  of 
110  cm.     Find  the  initial  velocity  and  the  acceleration  of  the  point 

27.  The  spaces  traversed  in  the  1st,  2nd,  3rd,  etc.,  seconds  by  a 
moving  body  are  proportionately  1,  3,  5,  etc.  Is  this  consistent 
with  the  supposition  that  it  is  moving  with  a  uniform  acceleration  1 

28.  A  particle  moving  with  a  uniform  acceleration  of  40  centi- 
metres per  second  per  second,  starts  from  a  given  point  with  a 
velocity  of  40  centimetres  per  second ;  and  three  seconds  afterwards 
another  particle  starts  from  the  same  point  in  the  same  direction 
with  a  velocity  of  30  centimetres  per  second,  and  moves  with  a  uni- 
form acceleration  of  60  centimetres  per  second  per  second.  When 
and  where  will  the  second  particle  overtake  the  first  ? 


CHAPTER  III. 

ACCELERATION  DUE  TO  GRAVITY. 

We  have  learned  (Chaps,  v.  and  vi.,  Part  I.)  that  there  is 
in  all  bodies  at  the  surface  of  the  earth  a  tendency  to  ac- 
celeration, and  that,  if  unsupported,  they  begin  to  move 
with  a  uniform  acceleration  toward  the  earth's  centre. 

1.  Acceleration  of  a  falling  body  independent  of  its 
mass  or  of  the  kind  of  matter  of  which  it  is  composed. 

The  tendency  to  acceleration  in  a  body  at  the 
earth's  surface  is  proportional  to  its  mass;  hence 
all  bodies,  whatever  their  masses,  fall  in  vacuo  with 
the  same  acceleration.  This  may  be  illustrated  by 
the  following  experiment  • 

Experiment  1. 

Place  a  coin,  and  a  feather  or  small  piece  of  paper  in  a 
"  guinea  and  feather  tube  "  (Fig.  3),  close  the  tube,  in- 
vert it,  and  observe  the  motion  of  the  coin  and  of  the 
feather.  Partially  exhaust  the  air,  invert  the  tube,  and 
observe  the  motion  of  each.  Now  exhaust  the  air  as 
completely  as  possible,  again  invert  the  tube,  and  observe 
the  motion. 

1.  How  does  the  exhausting  of  the  air  affect  the  relative 
velocities  of  the  coin  and  the  feather  ? 


2.  Why  is  the  one  retarded   more  hy  the  air  than  the 
other  ? 

[211 
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2.  Measure  of  the  Acceleration  due  to  Gravity.  . 

A  simple  method  of  determining  the  acceleration  due 
to  gravity  is  given  in  Experiment  4,  page  70,  Part  I. 

The  following  method  is  simple,  and  if  the  experiment 
is  performed  with  care,  will  be  found  to  give  a  result 
which  is  approximately  correct. 

Experiment  2. 

Arrange  apparatus  as  shown  in 
Fig.  4.  The  weighted  frame  A, 
which  has  fitted  into  it  a  smoked 
glass  upon  which  is  a  vertical  scale, 
is  arranged  to  fall  down  vertical 
guide  wires  W,  W.  A  tuning- 
fork  F,  which  vibrates  a  known 
number  of  times  per  second,  say 
100,  is  placed  in  a  support  S  and 
so  adjusted  that  a  light  aluminium 
-p  pointer  p  just  touches  the  smoked 
^lass.  The  frame  is  raised  to  its 
-A  highest  point,  and  is  supported 
there  by  a  thread.  The  fork  is  set 
vibrating,  and  the  thread  burned. 
The  frame  falls,  and  the  pointer 
traces  a  wavy  line  on  the  smoked 
glass.  The  scale  indicates  the  dis- 
tance fallen,  and  the  number  of 
waves  in  the  tracing,  the  number  of 
units  of  time  in  the  interval.     Since 

s  and  t  are  known,   the  acceleration  can  be  calculated  from 

the  equation, 

s  =  i  a  rl 

The  apparatus  may  be  placed  before  the  condenser  of  a  porte 


Fig.  4 
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lumiere  or  projection  lantern,  and  the  tracing  and  the  scale 
magnified  by  projecting  them  on  a  screen  (Fig.  5). 

If  a  millimetre  scale  shows  a  displacement  of  31.4  millimetres 
when  the  tracing  indicates  an  interval  from  rest  of  j§q  seconds, 
what  is  the  acceleration  in  centimetres  per  second  per  second  ? 


3.  To  find  the  velocity  of  a  body  and  the  space  de- 
scribed by  it  at  the  end  of  an  interval  of  time  t,  when 
the  body  has  been  thrown  vertically  downward  with 
an  initial  velocity  of  u. 
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Taking  g  as  the  measure  of  the  acceleration  due  to 
gravity  and  substituting  in 

v  =  u+at       ....     (i.),  page  17, 
we  have 

v^^ii  +  gt. 

If  the  body  falls  from  rest,  1^  =  0,  and  v  =  gt. 
To  find  the  space  described,  substitute  g  for  a  in 

8  =  ijbt-\-\  a  t^    .     .     .     (iii.),  page  17, 
therefore 

s  =  ut  +  ^gP. 

If  the  body  falls  from  rest,  u  =  o,  and  s=^  g  t^. 

4.  To  find  the  time  t  required  for  a  body  to  come  to 
rest,  and  the  distance  s,  which  it  will  rise  when  thrown 
vertically  upward  with  an  initial  velocity  of  u. 

When  the  body  is  thrown  vertically  upward  it  will 
lose  in  each  unit  of  time  g  units  of  velocity,  or  in  t  units 
of  time  it  will  lose  g  t  units  of  velocity;  but  in  the  t  units 
of  time  the  body  comes  to  rest,  and  therefore  loses  u 
units  of  velocity. 

Therefore         u  =  gt 

u 
or  r  =- 

9 

Again,    since   the    initial   velocity  is    u    and   terminal 
velocity  =  o, 

The  average  velocity  =  — — -  or  — 


ACCELERATION  DUE  TO  GRAVITY.  25 

But  the  distance  tlie  bod}'  rises 

=  average  velocity  X  time, 

11  u       u        u^ 

2  2       <j        2g 

5.  To  find  the  displacement  s  and  the  velocity  v  at 
the  end  of  an  interval  of  time  t,  when  a  body  is  thrown 
vertically  upward  with  an  initial  velocity  of  u. 

When  the  body  is  thrown  vertically  upward  it  will 
move  with  a  negative  acceleration  of  g.  Substituting  -  g 
for  a  in 

v  =  u  +  at.     .     .     /       (i.),  page  17, 

we  have  v  =  u-  gt. 

And  substituting  in 

s  =  ib  t-{-^  at^      .     .     .     .     (iii.),  page  17, 

we  have  s  =  u  t  —  \  g  t^. 

6.  To  find  the  time  t  required  to  reach  a  height  h 
when  a  body  is  thrown  vertically  upward  with  a 
velocity  of  u.  To  find  also  the  velocity  v  at  the  given 
height. 

Substituting      —g  for  a,  and  h  for  s  in 

s=-ut  +  \  af^  ..     .     .     (iii.),  page  17, 

we  have  h  =  ut-hgt^ 

or  g  t^-2ut  -\-  2h  =  o 


Therefore,  ^  ^u  ±  ^  u^  -  2  g  h 
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Both  values  of  t  are  positive.  The  lesser  gives  the 
time  required  by  the  body  to  reach  the  given  point,  and 
the  greater  the  time  required  by  it  to  come  to  rest  and 
fall  back  to  this  point. 

To  find  the  velocity  at  the  given  height,  substitute  -  g 
for  a,  and  h  for  8  in 

'y^  =  u^4-2as.       .     .     .     (i v.),  page  17. 

Therefore  v^=^n^  —  2gh. 


EXERCISE  V. 

[In  solving  the  following  problems  the  measure  of  the  acceleration 
due  to  gravity  is  to  be  taken  as  32,  when  the  foot  is  the  unit  of  length 
and  the  second  is  the  unit  of  time  ;  and  as  980,  when  the  centimetre 
is  the  unit  of  length  and  the  second  the  unit  of  time.] 

1.  A  body  drops  vertically  from  rest.  What  velocity  will  it 
have  (1)  at  the  end  of  5  seconds,  (2)  when  it  has  fallen  1600  feet  ? 

2.  A  body  is  thrown  vertically  downward  with  an  initial  velocity 
of  100  feet  per  second.  Find  what  velocity  the  body  will  have  (1) 
at  the  end  of  10  seconds,  (2)  when  it  has  fallen  900  feet. 

3.  A  body  is  thrown  vertically  upward  with  an  initial  velocity 
of  4900  centimetres  per  second.  Find  its  velocity  (1)  at  the  end  of 
3  seconds,  (2)  when  it  has  risen  117.6  metres. 

4.  A  body  falls  from  rest  for  4  seconds.  Find  the  distance  fallen 

(1)  in  the  four  seconds,  (2)  in  the  fourth  second,  (3)  when  it  has  a 
velocity  of  100  feet  per  second. 

5.  A  body  is  thrown  vertically  downward  with  an  initial  velo- 
city of  1470  centimetres  per  second.  Find  the  distance  traversed 
in  the  fourth  second. 

6.  A  body  is  thrown  vertically  upward  with  an  initial  velocity 
of  100  feet  per  second.     Find  the  height  to  which  it  will  rise. 

7.  A  body  is  projected  vertically  upward  with  an  initial  velocity 
of  160  feet  per  second.    Find  the  distance  traversed  (1)  in  5  seconds, 

(2)  in  the  fifth  second. 
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8.  A  body  is  thrown  vertically  upward  with  an  initial  velocity 
of  50  feet  per  second.  What  is  its  height  when  its  velocity  is  30 
feet  per  second  ? 

9.  A  stone  is  thrown  vertically  into  the  shaft  of  a  mine  with  a 
velocity  of  5.4  metres  per  second,  and  reaches  the  bottom  in  4 
seconds.     What. is  the  depth  of  the  mine  ? 

10.  A  particle  is  projected  vertically  upward  with  a  velocity  of 
96  feet  per  second.  In  what  time  (1)  will  its  velocity  be  48  feet 
per  second,  (2)  will  its  displacement  be  144  feet  ? 

11.  A  body  drops  vertically  from  rest.  Find  (1)  when  its  velocity 
is  2450  centimetres  per  second,  (2)  when  the  body  is  99.225  metres 
from  the  point  from  which  it  dropped. 

12.  A  stone  is  projected  vertically  downward  with  a  velocity  of 
100  feet  per  second.  Find  (1)  when  its  velocity  is  292  feet  per 
second,  (2)  when  it  is  900  feet  from  the  point  of  projection. 

13.  With  what  velocity  must  a  body  be  thrown  vertically  upward 
(1)  that  it  may  rise  for  3  seconds,  (2)  that  it  may  have  a  velocity  of 
30  feet  per  second  at  the  end  of  the  3rd  second,  (3)  that  it  may  rise 
100  feet? 

14.  With  what  velocity  must  a  body  be  thrown  vertically  down- 
ward (1)  that  it  may  have  a  velocity  of  100  feet  per  second  at  the 
end  of  the  2nd  second,  (2)  that  it  may  describe  204  feet  in  3  seconds  ? 

15.  A  body,  thrown  vertically  upward,  passes  a  point  173  feet 
from  the  point  of  projection  with  a  velocity  of  50  feet  per  second. 
How  much  further  will  it  go,  and  what  was  the  velocity  with  which 
it  was  projected  1 

16.  A  stone  is  dropped  from  a  height  of  5  metres,  and  at  the  same 
instant  another  stone  is  thrown  vertically  upward,  and  the  stones 
meet  half  way.     Find  the  velocity  of  projection  of  the  latter  stone. 

17.  A  particle  is  projected  vertically  upward,  and  it  is  found 
that  when  it  is  just  at  a  point  39.2  metres  from  the  point  of  pro- 
jection it  takes  2  seconds  to  return  to  the  same  point.  Find  (1) 
the  velocity  of  projection,  (2)  the  whole  height  ascended. 

18.  A  particle  is  projected  vertically  downward,  and  its  dis- 
placement in  a  certain  interval  of  time  is  720  feet.      In  the  next 
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interval  of  the  same  length  the  displacement  is  1520  feet.      Find 
the  velocity  of  projection  and  the  measure  of  the  interval. 

19.  A  balloon  has  been  ascending  with  a  uniform  velocity  for  3 
seconds  ;  and  a  stone  let  fall  from  it  reaches  the  ground  in  5 
seconds.  Find  (1)  the  velocity  of  the  balloon,  (2)  its  height  when 
the  stone  was  let  fall. 

20.  A.  stone  falls  from  a  height,  and  three  seconds  after  it  begins 
to  fall  another  stone  is  thrown  vertically  downward  from  the 
point  from  which  the  first  stone  falls,  with  a  velocity  of  44.1  metres 
per  second.     When  and  where  will  the  second  stone  pass  the  first  ? 

21.  A  body  projected  vertically  upward  comes  to  rest  at  a  point 
576  feet  above  the  point  of  projection.  When  will  the  bfjdy  be 
144  feet  above  the  point  of  projection  ? 

22.  A  particle  is  thrown  vertically  upward  and  passes  a  certain 
point  with  a  velocity  of  58.8  meti-es  per  second.  How  long  before 
it  will  be  moving  downward  at  the  same  rate  ? 

23.  A  stone  is  thrown  vertically  downward  into  the  shaft  of  a 
mine  witli  a  velocity  of  20  feet  per  second.  If  the  stone  passes 
through  100  feet  in  the  last  second  of  its  fall,  find  the  depth  of  the 
mine  and  the  time  taken  by  the  stone  in  reaching  the  bottom. 

24.  A  stone  drops  into  a  mine,  and  during  the  last  second  of  its 
flight  falls  through  §  of  the  total  depth  of  the  mine.  What  is  the 
depth  of  the  mine  and  the  time  taken  by  the  stone  in  reaching  the 
bottom  ? 

25.  A  stone  is  thrown  vertically  upward  with  a  velocity  of  96 
feet  per  second,  and  after  4  seconds  from  the  instant  of  projection 
another  stone  is  let  fall  from  the  same  point.  In  what  time  will 
the  first  stone  pass  the  second  ? 

26.  A  body  is  let  fall  from  the  top  of  a  tower  19.6  metres  in 
height,  and  at  the  same  instant  another  body  is  projected  vertically 
upward  from  the  base  of  the  tower  with  a  velocity  of  19.6  metres 
per  second.     When  will  the  bodies  meet  ? 

27.  A  balloon  is  rising  with  a  uniform  velocity  of  10  feet  per 
second  when  a  stone  is  dropped  from  it.  If  the  stone  reaches  the 
ground  in  3  seconds,  find  the  height  of  the  balloon  (1)  when  the 
stone  was  dropped,  (2)  when  the  stone  reached  the  ground. 
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28.  A  man,  descending  the  shaft  of  a  mine  with  a  uniform 
velocity  of  1§  feet  per  second,  drops  a  stone  which  reaches  the 
bottom  in  2  seconds.     How  far  did  the  stone  fall  ? 

29.  Two  particles  are  simultaneously  thrown  vertically  upward 
from  the  same  point,  the  one  with  an  initial  velocity  of  144  feet 
per  second,  and  the  other  with  an  initial  velocity  of  202  feet  per 
second.  Find  the  height  of  the  latter  when  the  former  reaches  the 
ground. 

30.  A  body  after  having  fallen  3  seconds  breaks  a  pane  of  glass 
and  thereby  loses  one-third  of  its  velocity.  Find  the  space  through 
which  it  falls  in  4  seconds. 

31.  A  stone  falls  freely  for  3  seconds,  when  it  passes  through  a 
sheet  of  glass,  and  in  consequence  loses  one-half  of  its  velocity. 
If  the  stone  reaches  the  ground  in  2  seconds  after  passing  through 
the  glass,  find  the  height  of  the  glass  from  the  ground. 

32.  The  intensity  of  gravity  at  the  surface  of  the  planet  Jupiter 
being  2.6  times  as  great  as  it  is  at  the  surface  of  tlie  earth,  find 
approximately  the  time  required  by  a  body  in  falling  from  a  height 
of  167  feet  to  the  surface  of  Jupiter. 

33.  If  a  heavy  body  is  thrown  vertically  up  to  a  given  height 
and  then  falls  back  to  the  earth,  show  that,  neglecting  the  resist- 
ance of  the  air,  it  passes  each  point  of  its  path  with  the  same 
velocity  when  rising  and  when  falling. 

34.  A  stone  is  dropped  into  the  sliaft  of  a  mine  and  is  heard  to 
strike  the  bottom  in  12.76  seconds.  If  sound  travels  at  the  rate  of 
1100  feet  per  second,  what  is  the  depth  of  the  mine  ? 

35.  A  stone  dropped  into  a  well  reaches  the  water  with  a  velocity 
of  80  feet  per  second,  and  the  sound  of  its  striking  the  water  is 
heard  2y^^  seconds  after  it  is  let  fall.  At  what  velocity  did  the 
sound  travel  ? 

36.  A  body  lias  fallen  through  a  feet  when  another  body  begins 
to  fall  at  a  point  b  feet  below  it.  What  is  the  distance  which  the 
latter  body  will  fall  before  it  will  be  passed  by  the  former  ? 

37.  If  a  body  is  projected  vertically  upward  with  a  velocity  iig 
(where  g  is  the  measure  of  the  acceleration  due  to  gravity),  when 
will  its  height  be  'tu/,  and  what  will  then  be  its  velocity  ? 


CHAPTER  IV. 

COMPOSITION   OF   FORCES. 

1.  Force. 

The  nature  of  force,  its  manifestations,  and  the  methods 
of  measurincr  it  are  discussed  at  length  in  Part  I.  The 
student  is  recommended  to  review  Chapters  v.  and  vii. 
of  that  part  before  proceeding  to  read  this  chapter. 

2.  Representation  of  a  Force. 

A  force  is  completely  determined  when  (1)  its  magni- 
tude, (2)  its  direction,  (3)  its  point  of  application  are 
known.  These  elements  of  a  force  may  be  completely 
represented  by  a  line.  The  length  of  the  line  may  be 
made  to  represent  the  magnitude  of  the  force ;  the  direc- 
tion of  the  line,  the  direction  of  the  force ;  and  an  ex- 
tremity of  the  line,  the  point  of  application  of  the  force. 

.g  For  example,  if  a  line 
one  centimetre  in  length 
is  taken  to  represent  a 
gram  force,  a  force  of  3 
grams,  acting  at  a  point 
denoted  by  A,  and  in 
Pm.  6.  a  direction  denoted  by 

AB,  will  be  represented  by  the  line  AC  (Fig.  6),  3  centi- 
metres in  length.  An  arrowhead  is  frequently  used  to 
indicate  the  direction  in  which  the  force  acts. 

AC  represents  a  force  acting  in  the  direction  AC,  and 
CA  a  force  acting  in  the  direction  CA. 

[30] 
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EXERCISE  VI. 


1.  Taking  a  line  one  centimetre  in  length  to  represent  a  gram 
force,  draw  a  line  to  represent  a  force  of  12.3  grams  acting  (1)  in  a 
horizontal  direction,  (2)  in  a  vertical  direction,  (3)  in  a  direction 
making  an  angle  of  45°  with  the  horizontal. 

2.  Taking  a  line  three-quarters  of  an  inch  long  to  represent  a 
pound  force,  draw  a  line  which  represents  a  force  of  5|  pounds  act- 
ing in  a  direction  making  an  angle  of  60°  with  the  vertical. 


Fig.  7. 

3.  If  AB  (Fig.  7)  represents  a  force  of  60  grams,  what  force  will 
be  represented  by  (1)  AC,  (2)  BC,  (3)  BD,  (4)  AD,  (5)  CD  ? 

4.  If  BC  (Fig.  7)  represents  a  force  of  24  pounds,  what  force 
will  be  represented  by  (1)  AB,  (2)  AC,  (3)  AD,  (4)  BD,  (6)  CD  ? 

5.  If  CD  (Fig.  7)  represents  a  force  of  3  kUograms;  what  force 
wiU  be  represented  by  (1)  AB,  (2)  AC,  (3)  AD,  (4)  BC,  (5)  BD  ? 


Fio.  8. 


6.  If  2  cm.  in  length  represents  a  force  of  3  grams,  what  is  the 
magnitudes  of  the  forces  represented  by  AB,  BC,  CA,  the  sides  of 
the  triangle  ABC  ?     (Fig.  8.) 
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7.  If  AD  (Fig.  9)  represents  a  force  of  2  pounds,  what  is  the 
magnitudes  of  the  forces  represented  by  AB,  AE  and  ED  ? 


Fig.  9. 


3.  Resultant  and  Component  Forces. 

Tlie  single  force  which  represents  the  combined  effect 
of  two  or  more  forces  is  called  the  resultant  of  these 
forces,  and  the  forces  themselves  are  called  its  compon- 
ents. Forces  are  said  to  be  compounded  when  two  or 
more  forces  are  replaced  by  a  single  force  equivalent  to 
them  ;  that  is,  when  the  resultant  is  substituted  for  the 
components.  A  force  is  said  to  be  resolved  when  a  single 
force  is  replaced  by  two  or  more  equivalent  to  it ;  that  is, 
when  the  components  are  substituted  for  the  resultant. 

4.  To  find  the  resultant  of  two  forces  acting-  at  a 
point  when  their  directions  are  in  the  same  straight 
line. 

If  two  forces  P  and  Q,  represented  by  AB  and  BC, 
act  in  the  same  straight  line,  it  is  manifest  that  their 
resultant  R  will  be  represented  by 

AB  +  BC  (Fig.  10) 


->- 


B 

FiG.ia 
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that  is, 

Il  =  P  +  Q 

when  the  forces  act  in  the  same  direction ;  and  by 

AB-BC  (Fig.  11) 


Fig.  IL 

that  is, 

R=P-Q 

when  the  forces  act  in  opposite  directions. 

5.  Equilibrium. 

Whenever  two  or  more  forces  act  upon  a  particle  and 
their  individual  tendencies  to  acceleration  so  counteract 
each  other  that  no  motion  results,  the  forces  are  said  to 
be  in  equilibrium. 

It  is  evident  that  if  two  forces  P  and  Q  (Fig.  11)  keep  a 
particle  in  equilibrium,  they  must  be  equal  in  magnitude 
and  act  in  opposite  direc- 
tions in  the  same  straight 
line. 

If  several  forces  P,Q,R,S,T, 
in  the  same  plane,  acting 
at  a  point  (Fig.  12),  keep  a 
particle  in  equilibrium,  any 
one  of  them  must  equal  in 
magnitude  the  resultant  of 
all  the  others,  and  this  force  Fig.  12. 

and  the  resultant  of   the  others   must  act   in   opposite 
directions  in  the  same  straight  line. 
3 
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6.  To  find  the  resultant  of  two  forces  acting  at  a 
point  when  the  directions  of  the  forces  are  not  in 
the  same  straight  line— Parallelogram  of  Forces- 
Experiment- 

Knot  the  ends  of  three  strings  together  at  O  (Fig.  13),  and 
attach  the  other  end  of  each  to  a  spring  balance.  Draw  the 
strings  tight  and  attach  the  balances  to  hooks  in  the  frame  of  a 
black-board  or  drawing-board,  as  shown  in  the  figure. 


Fi3. 13. 


Let  P  denote  the  force  acting  along  OL, 

Q  denote  the  force  acting  along  OM, 

and      R  denote  the  force  acting  along  ON. 

The  reading  of  each  balance  will  give  the  measure  of  the 
force  acting  along  the  string  attached  to  it 
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Take  the  reading  of  each  balance. 
P=     ? 

Q=     ?  • 

R-     ? 

Draw  from  the  point  O  a  straight  line  upon  the  board 
directly  under  each  string,  and,  choosing  a  suitable  unit 
of  length  to  represent  a  unit  of  force,  lay  off  on  the  line 
under  OL,  OA  containing  P  units,  on  the  line  under  OM, 
OB  containing  Q  units,  and  on  the  line  under  ON,  00 
containing  R  units. 

By  means  of  a  ruler  and  a  pair  of  compasses  construct 
a  parallelogram  having  OA  and  OB  as  adjacent  sides. 

Draw  the  diagonal  OD,  measure  its  length  and  deter- 
mine with  a  straight  edge  whether  it  is  in  the  same 
straight  line  with  OC. 

If  the  experiment  is  performed  with  care  it  will  be 
found  that  OD  equals  OC,  and  is  in  one  and  the  same 
straight  line  with  it. 

Therefore,  when  OA  represents  the  force  P  and  OB 
the  force  Q,  OD  represents  a  force  which  is  equal  and 
opposite  to  R ;  but  since  P,  Q  and  R  are  in  equilibrium, 
the  resultant  of  P  and  Q  is  equal  in  magnitude  and 
opposite  in  direction  to  R.  Therefore  OD  represents  the 
resultant  of  P  and  Q.     Hence, 

When  two  forces  acting  at  a  point  are  represented  in 
magnitude  and  direction  by  two  adjacent  sides  of  a 
parallelogram,  the  resultant  of  these  two  forces  will 
be  represented  in  magnitude  and  direction  by  the 
diagonal  of  the  parallelogram  passing  through  the 
point  of  junction  of  the  two  sides  which  represent 
the  forces 
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7.  To  find  the  resultant  of  two  forces  P  and  Q  which 
act  at  right  angles  to  each  other. 

Draw  the  line  OA  to  repre- 
sent the  force  P,  and  the  line  OB 
to  represent  the  force  Q  (Fig. 
14). 

Complete  the  parallelogram 
AOBC. 

Then  the  resultant  of  P  and  Q  will  be  represented  by 
OC,  the  diagonal  of  the  parallelogram. 

Let  B,  denote  the  resultant. 
Since  the  angle  OAC  is  a  right  angle, 
0C2  =  0A2+  AC2 
=  0A2  +  0B2 
.-.     R«  =  P'4-Q2 


or     R=  ^/p^  +  Q^. 

If  6  denotes  the  angle  which  the  direction  of  the  re- 
sultant makes  with  the  direction  of  the  force  represented 
by  OA, 

OA      OA     P 


EXEECISE  VII. 

1.  Find  the  greatest  and  the  least  resultants  of  two  forces  whose 
magnitudes  are  15  grams  and  20  grams. 

2.  Find  the  greatest  and  least  resultants  of  two  forces  whose 
magnitudes  are  P  -}-  Q  and  P  —  Q. 

3.  Find  the  resultant  of  forces  of  15  pounds  and  36  pounds, 
acting  at  right  angles  to  each  other. 
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4.  Find  the  resultant  of  two  forces  of  12  kilograms  and  35  kilo- 
grams acting  at  a  point,  the  one  acting  north  and  the  other  east. 

5.  The  resultant  of  two  forces  acting  at  right  angles  is  82 
pounds.     If  one  of  the  forces  is  80  pounds,  what  is  the  other  ? 

6.  A  force  of  5  P  acts  in  a  northerly  direction,  and  the  resultant 
of  it  and  another  force  acting  at  the  same  point  in  an  easterly  direc- 
tion is  13  P.     What  is  the  other  force  ? 

7.  The  resultant  of  two  forces  which  are  in  the  ratio  3:4  is  20 
pounds  when  the  forces  act  at  right  angles  to  each  other.  What 
are  the  forces  ? 

8.  Two  forces  which  are  in  the  ratio  5:12,  act  at  right  angles  to 
each  other.  If  the  resultant  of  the  forces  is  52  grams,  find  the 
forces. 

9.  If  two  forces  acting  at  right  angles  to  each  other  are  in  the 
ratio  2:;^  5,  and  their  resultant  is  9  pounds,  find  the  forces. 

10.  Two  forces  acting  in  opposite  directions  to  each  other  have 
a  resultant  of  5  pounds.  If  they  were  to  act  at  right  angles  to  each 
other  their  resultant  would  be  25  pounds.     Find  the  forces. 

11.  Two  forces  acting  in  the  same  direction  in  the  same  straight 
line  have  a  resultant  of  34  grams.  When  these  forces  act  at  right 
angles  to  each  other  their  resultant  is  26  grams.  What  are  the 
forces? 

12.  Determine  the  resultant  of  the  following  forces  acting  con- 
currently at  the  same  point : — 12  pounds  N.,  24  pounds  E.,  7  pounds 
S.,  and  36  pounds  West. 

13.  A  weight  is  supported  by  two  strings.  If  the  strings  make 
an  angle  of  90°  with  each  other,  and  the  tension  of  the  one  is  9 
pounds,  while  that  of  the  other  is  12,  what  is  the  weight  ? 

14.  A  boat  is  moored  in  a  stream  by  a  rope  fastened  to  each  bank. 
If  the  ropes  make  an  angle  of  90^  with  each  other,  and  the  force  of 
the  stream  on  the  boat  is  500  pounds,  find  the  tension  of  one  of  the 
ropes  if  that  of  the  other  is  300  pounds. 
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8.  To  find  the  resultant  of  two  ibrces  P  and  Q  in- 
clined to  each  other  at  an  angle  O- 

Draw  OA  and  OB  to  represent  the  forces  P  and  Q 
respectively.  Complete  the  parallelogram  AOBC,  and 
ioin  OC.  Then  the  diagonal  OC  will  represent  the 
resultant  of  P  and  Q. 

Let  R  denote  the  resultant  of  P  and  Q. 


Draw  CD  perpendicular  to  OA  (Fig.  156),  or  OA  pro- 
duced (Fig.  15a). 

In  Fig.  15a, 

OC2  =  OA«+AC2+2  OA.  AD  Euc.  II.,  12. 

=  OA2+AC2+2  OA.  AC  cos  DAC 
=  0A^-\-0W-{-'2  OA.  OB  cos  6 
since  AC  =  OB 
and  DAC  =  0. 

In  Fig.  156, 

OC2=OA2-f-AC2  -  2  OA.  AD  Euc.  II.,  13. 

=  OAH  AC2-2  OA.  AC  cos  DAC 
r=OA*+OB2+2  OA.  OB  cos  6 
since  AC  =  OB 
and  cos  DAC  =  -  cos  (180°— DAC) 
=  -  cos  d. 


Therefore, 
or, 
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R2=         P2  +  Q2  +  2PQcose. 
R=|/^p2  +  Q2  +  2PQcose}-. 


EXERCISE  VIII. 

1.  Find  the  resultant  of  the  following  forces  : 

(1)  36  pounds  and  60  pounds  at  an  angle  of    60°. 

(2)  10  pounds  and  10  pounds  at  an  angle  of    45°. 

(3)  10  pounds  and  10  pounds  at  an  angle  of  150°, 

(4)  30  pounds  and  80  pounds  at  an  angle  of  120°. 

(5)  2  pounds  and    7  pounds  at  an  angle  of    .30°. 

(6)  2  pounds  and    3  pounds  at  an  angle  of  135°. 

(7)  3  pounds  and  16  pounds  at  an  angle  of    15°. 

(8)  4  pounds  and  11  pounds  at  an  angle  of    75°. 

(9)  P  acting  toward  the  west  and  Pv'2  toward  the  north-east. 

2.  Prove  that  the  resultant  of  two  forces,  Pand  P  +  Q,  acting  at 
an  angle  of  120°,  is  equal  to  the  resultant  of  two  forces,  Q  and  P  +  Q, 
acting  at  the  same  angle. 

3.  Find  the  resultant  of  two  forces  of  10  pounds  and  9  pounds 
acting  at  an  angle  whose  tangent  is  ^. 

4.  Find  the  resultant  of  two  forces  of  13  pounds  and  11  pounds 
acting  at  an  angle  whose  tangent  is  ^^-. 

5.  The  resultant  of  two  forces  which  act  at  an  angle  of  120°  is 
equal  to  one  of  the  forces.     Find  the  ratio  of  the  forces. 

6.  The  resultant  of  two  forces  which  act  at  an  angle  of  60°  is  13 
grams.     If  one  of  the  forces  is  7  grams,  find  the  other. 

7.  A  particle  is  acted  upon  by  two  forces,  one  of  which  is 
inclined  at  an  angle  of  80°  to  the  vertical,  and  the  other  at  an 
angle  of  40°  to  the  vertical  and  on  the  other  side  of  it.  If  one  of  the 
forces  is  10  pounds,  and  the  combined  effect  of  the  two  is  2,/ 31 
pounds,  find  the  other  force. 
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8.  Two  forces  which  act  at  an  angle  of  00°  are  in  the  ratio  3; 5. 
If  their  resultant  is  28  pounds,  find  the  forces. 

9.  Two  forces  which  are  in  the  ratio  of  1  to  ]/2  act  at  an  angle  of 
135°.     If  their  resultant  is  10  pounds,  what  are  the  forces  ? 

10.  Find  the  magnitude  of  two  forces  which  have  a  resultant  of 
^10  grams  when  they  act  at  right  angles  to  each  other,  and  a 
resultant  of  ^13  grams  when  they  act  at  an  angle  of  60". 

11.  The  directions  of  two  forces  acting  at  a  point  are  inclined  to 
each  other  (1)  at  an  angle  of  60°,  (2)  at  an  angle  of  120°,  and  the 
respective  resultants  are  in  the  ratio  ^7!  J 3.  What  is  the  ratio  of 
the  magnitudes  of  the  forces  ? 

12.  Two  forces  of  2  pounds  each,  acting  at  an  angle  of  60°,  have 
the  same  resultant  as  two  equal  forces  acting  at  right  angles. 
What  is  the  magnitude  of  these  forces  ? 

13.  Six  posts  are  placed  in  the  ground  so  as  to  form  a  regular 
hexagon,  and  an  elastic  cord  is  passed  around  them  and  stretched 
witli  a  force  of  60  pounds.  Find  the  magnitude  and  the  direction  of 
the  resultant  pres5iu:e  on  each  post. 

14.  If  one  of  two  forces  acting  on  a  particle  is  5  kilograms,  and 
the  resultant  is  also  5  kilograms,  and  at  right  angles  to  the  known 
force,  find  the  magnitude  and  the  direction  of  the  other  force. 

15.  The  magnitudes  of  two  forces  are  in  the  ratio  3:5,  and  the 
direction  of  their  resultant  is  at  right  angles  to  that  of  the  smaller 
force.  Compare  the  magnitudes  of  the  larger  force  and  the  re- 
sultant. 

16.  The  sum  of  two  forces  is  36  pounds,  and  the  resultant,  which 
is  at  right  angles  to  the  smaller  force,  is  24  pounds.  Find  the 
magnitude  of  each  force. 

17.  Find  the  resultant  of  two  forces  represented  by  the  side  of  an 
equilateral  triangle  and  the  perpendicular  on  this  side  from  the 
opposite  angle. 

18.  The  resultant  of  two  forces,  P  and  Q,  hQJ  3,  and  its  direc- 
tion makes  an  angle  of  30°  with  the  direction  of  P,  Show  that  P  is 
either  equal  to  Q  or  2  Q. 
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19.  Show  that  when  two  forces  act  at  a  point  their  resultant  is 
always  nearer  the  greater  force,  and  the  greater  the  angle  between 
the  forces  the  less  is  their  resultant. 

20.  If  a  uniform  heavy  bar  is  supported  in  a  horizontal  position 
by  a  string  slung  over  a  peg  and  attached  to  both  ends  of  the  bar, 
prove  that  the  tension  of  the  string  will  be  diminished  if  its  length 
is  increased. 

21.  A  weight  is  suspended  by  means  of  two  strings  of  equal 
length  attached  to  points  in  the  same  horizontal  line.  Show  that  if 
the  lengths  of  the  strings  are  increased  their  tension  is  diminished. 

22.  Two  forces  act  at  a  point  at  right  angles  to  each  other,  and 
the  magnitude  of  the  smaller  is  one-half  that  of  the  resultant. 
Show  that  the  angle  which  this  force  makes  with  the  resultant  is 
double  the  angle  which  the  other  force  makes  with  it. 

23.  If  the  magnitude  of  one  of  two  forces  acting  at  a  point  is 
double  that  of  the  other,  show  that  the  angle  between  its  direction 
and  that  of  their  resultant  is  not  greater  than  30°. 

24.  If  AB  and  AC  represent  two  forces,  and  if  D  is  the  middle 
point  of  BC,  show  that  the  resultant  of  the  forces  will  act  along  AD 
and  will  be  represented  in  magnitude  by  2  AD. 

25.  If  D  is  the  middle  point  of  the  side  BC  of  a  triangle  ABC, 
show  that  the  resultant  of  the  forces  represented  by  the  lines  AB, 
AC,  DA  is  represented  by  the  line  AD. 

26.  The  side  BC  of  an  equilateral  triangle  ABC  is  bisected  at  D, 
and  AD  is  bisected  at  O.  Two  forces,  each  equal  to  ^7  pounds, 
act  along  OB,  OC.  Find  the  magnitude  and  the  direction  of  the 
resultant. 

27.  ABDC  is  a  parallelogram,  and  AB  is  bisected  in  E.  Show 
that  the  resultant  of  the  forces  represented  by  AD,  AC  is  double 
of  the  resultant  of  the  forces  represented  by  AE,  AC. 

28.  Show  that  the  resultant  of  the  forces  represented  by  AC, 
DB,  the  diagonals  of  the  parallelogram  A  BCD,  is  represented  by 
2  AB  or  2  DC. 

29.  If  ABC  is  a  triangle  and  AB  is  bisected  at  D,  AC  at  E,  and 
BC  at  F,  show  that  FA  represents  the  resultant  of  the  forces  re- 
presented by  BE  and  CD. 
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30.  If  two  forces  acting  at  a  point  are  represented  in  magnitude 
and  direction  by  the  sides  AB,  BC  of  the  triangle  ABC,  prove  that 
the  side  AC  represents  the  resultant. 

31.  Make  use  of  the  proposition  stated  in  the  last  question  to 
solve  the  following  :  — 

(1)  The  side  BC  of  an  equilateral  triangle  ABC  is  bisected 
at  D,  and  forces  are  represented  in  direction  and  magni- 
tude by  BA,  BD.  Find  the  magnitude  of  their  resultant, 
if  the  force  along  BD  is  equal  to  a  weight  of  1  pound. 

(2)  Find  the  resultant  of  three  forces  represented  by  the  sides 
AB,  BC,  CD  of  a  rhombus  ABCD. 

(3)  The  sides  AB  and  AC  of  the  triangle  ABC  are  bisected 
at  the  points  D  and  E.  Show  that  the  resultant  of  the 
forces  represented  by  DB,  BC,  CE  are  equivalent  to  the 
resultant  of  those  represented  by  DA,  AE. 

(4)  If  the  sides  BC,  CA,  AB,  of  a  triangle  ABC  are  bisected 
at  D,  E  and  F  respectively,  show  that  the  resultant  of 
the  forces  represented  by  AB,  AC,  BE  will  be  represented 
by  3  FD. 

32.  A  point  is  taken  within  or  without  a  quadrilateral,  and  lines 
are  drawn  from  it  to  the  angular  points  of  the  quadrilateral. 
Prove  that  the  resultant  of  the  forces  represented  by  these  lines  is 
represented  by  four  times  the  line  joining  this  point  with  the  middle 
points  of  the  opposite  sides. 

33.  A  straight  line  is  drawn  parallel  to  the  base  BC  of  a  triangle 
ABC,  cutting  AB  at  the  point  D,  such  that  AD  =  2  BD.  If  P  is 
any  point  on  the  line,  prove  that  the  resultant  of  the  forces  repre- 
sented by  AP,  BP,  CP  acts  in  this  line. 

34.  ABCD  is  a  quadrilateral,  and  AB,  BC,  CD,  DA  are  bisected 
at  the  points  E,  F,  G,  H,  respectively.  Prove  (1)  that  the  resultant 
of  the  forces  represented  by  AB  and  DC  is  represented  by  2  HF, 
(2)  that  the  resultant  of  the  forces  represented  by  EG  and  HF  is 
represented  by  AC. 


CHAPTER  V. 


RESOLUTION    OF   FORCES. 

In  the  preceding  chapter  the  parallelogram  of  forces 
was  employed  to  determine  the  resultant  of  two  forces 
acting  at  a  point.  We  shall  now  apply  it  to  resolving  a 
single  force  into  two  components  which  act  in  assigned 
directions. 

1.  To  Find  the  Components  of  a  Given  Force  in  Two  Griven 

Directions. 

Let  R  denote  the  given  force,  and  a  and  /5  the  angles 
which  the  components  make  with  it. 

Draw  the  line  OC 
(Fig.  16)  to  represent 
R ;  at  the  point  O  make 
the  angle  COL  =  a,  ^ 
and  the  angle  COM 
=  y5;  and  from  the 
point  C,  draw  CA  par- 
allel to  OM,  and  CB 
parallel  to  OL. 

Then  since  AOBC  is 
a  parallelogram  and  OC  represents  R,  OA  and  OB  will 
represent  the  forces  P  and  Q  respectively,  where  P  and  Q 
denote  the  required  components. 

2.  Resolved  Part. 

When  a  force  is  resolved  into  two  components  at  right 
angles   to   each   other,   each   component    is    called   the 

[43] 
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Resolved  Part  of  the  force  in  its  own  direction ;  that  is, 
the  Resolved  Part  of  a  force  in  a  given  direction  is  the 
force  in  that  direction  which,  together  with  one  at 
right  angles  to  it,  has  the  given  force  for  a  resultant. 

The  expression  resolved  part  calls  special  attention 
to  one  of  the  components  of  a  force,  but  it  should  not  be 
forgotten  that  another  force  acts  in  conjunction  with  it, 
and  at  right  angles  to  it.  For  example,  if  a  body  has  a 
tendency  to  acceleration  in  a  north -easteily  direction,  it 
has  a  tendency  in  a  northerly  direction  accompanied  by 
a  tendency  in  an  easterly. 

3.  To  Fmd  the  Resolved  Part  of  a  Given  Force  in  a  Given 
Direction. 

Draw  the  line  OC  to  represent  the  given  force  in  mag- 
nitude and  direction  (Fig.  17).    From  O  draw  the  line  OL 


Fia.  17. 

in  the  given  direction,  and  the  line  OM  at  right  ano-les 
to  it.  From  C  draw  CA  parallel  to  OM,  and  CB  parallel 
to  OL.  Then  the  forces  represented  by  OA  and  OB  at 
right  angles  to  each  other  have  for  their  resultant  the 
given  force  represented  by  OC. 
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OA,  therefore,  represents  the  resolved  part  of  the  given 
force  in  the  given  direction. 

•  Let  F  denote  the  given  force,  and  a  the  angle  which 

the  given  direction  makes  with  the  direction  of  the  given 

force. 

OA 
Then,  r—  =  cos  AOC  =  cos  a 

or,  OA  =  OC  cos  «, 

therefore,  the  resolved  part  of  a  force  F  in  a  direction 
making  an  angle  a  with  it 

=  F  cos  a 

Hence, 

The  resolved  part  in  a  given  direction  is  obtained  by 
multiplying  the  given  force  by  the  cosine  of  the  angle 
between  the  given  force  and  the  given  direction. 

The  component  perpendicular  to  the  resolved  part 

=  F  cos  (90  -  a) 
=  F  sin  a 

and  the  two  components,  therefore,  are 
F  cos  a,  and  F  sin  a. 


EXERCISE  IX. 

1.  Find  the  resolved  part  of  a  force  of  10  pounds  in  a  direction 
making  an  angle  with  the  direction  of  the  force  of  (1)  30°,  (2)  45°, 
(3)  75°. 

2.  Find  the  horizontal  and  the  vertical  resolved  parts  of  a  force 
of  20  pounds,  making  an  angle  of  30°  with  the  horizontal. 

3.  Find  the  resolved  part  S.AV.  of  a  force  of  12  pounds  S. 
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4.  A  force  of  100  pounds  is  resolved  into  two  equal  forces  at 
right  angles  to  each  other.     What  is  the  magnitude  of  either  force  ? 

5.  The  resultant  of  two  forces  acting  at  right  angles  is  16 
pounds,  and  makes  an  angle  of  30'  with  one  of  the  components. 
Find  the  magnitude  of  the  components. 

6.  The  horizontal  resolved  part  of  a  force  making  an  angle  of 
30°  with  the  horizontal  is  4  pounds.  Find  the  vertical  resolved 
part. 

7.  A  horse,  in  towing  a  canal  boat,  pulls  with  a  force  of  200 
pounds.  If  the  tow-rope  is  horizontal  and  makes  an  angle  of  5° 
with  the  direction  of  the  canal,  find  the  magnitude  of  the  force 
that  would  have  to  be  applied  in  the  direction  of  the  canal  to  draw 
the  boat. 

8.  A  horse  draws  a  load  placed  upon  a  sleigh.  If  he  jjuUs  with 
a  force  of  100  poinids  when  the  traces  make  an  angle  of  10°  with 
the  road,  with  Avhat  force  must  he  pull  when  the  traces  are  par- 
allel with  the  road  ?  How  would  a  change  in  the  inclination  of  the 
road  affect  the  result  ? 

9.  Show  that  the  pressure  of  a  perfectly  smooth  body  resting  on 
a  perfectly  smooth  surface  is  at  right  angle  to  the  surface. 

10.  Show  that  it  is  possible  for  a  vessel  to  sail  east  against  a 
south-.east  wind. 

11.  A  force  of  12  pounds  acts  along  the  side  AB  of  an  equi- 
lateral triangle.  What  is  the  resolved  part  of  this  force  (1)  along 
the  side  AC,  (2)  in  a  direction  parallel  to  CB  ? 

12.  AB  represents  a  force,  and  a  circle  is  described  on  AB  as 
diameter.  Show  that  the  resolved  part  of  this  force  in  any  direc- 
tion is  represented  by  the  chord  of  the  circle  drawn  in  that 
direction  through  A. 


4.  To  Find  the  Resultant  of  any  Number  of  Forces  Acting  at  a 
Point  in  given  Directions  Lying  in  one  Plane. 

If  the  forces  act  in  the  same  straight  line,  it  is  evident 
that  their  resultant  is  the  algebraic  sum  of  the  forces. 
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If  the  forces  do  not  act  in  the  same  straight  line,  let  O 
represent  the  given  point,  and  through  it  draw  two  lines 
xx  and  yy  at  right  angles  to  each  other. 

Let  Pj,  P2,  P3  .  .  .  denote  the  magnitudes  of  the  forces, 
and  0;\\y  .  .  .  the  angles  which  they  make  with  Ox: 
Draw  lines  to  represent  the  direction  of  the  forces,  as 
shown  in  Fip;.  18. 


Let  X  denote  the  algebraic  sum  of  the  resolved  parts 
of  the  given  forces  in  the  direction  O^, 

Y  denote  the  algebraic  sum  of  the  resolved  parts  of 
the  given  forces  in  the  direction  Oy 

and      R  denote  the  resultant  of  the  given  forces. 

Substituting  for  each  of  the  given  forces  its  resolved 
parts  in  the  directions  Oa;,  Oy,  we  have  (Art.  3,  page  45), 


X=  Pi  cos  fl+Pa  COS  /8+P3  COS  7 
Y  =  Pi  sin  a+Pa  sin  iS+Pj  sin  y 


The  resultant  of  the  given  forces 

=  the  resultant  of  the  equivalent  forces  substituted  for 
them 
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=  the  resultant  of  X  and  Y  at  right  angles  to  each 
other. 


Therefore  U  =  y'  X^  +  Y^  (Art.  7,  page  36),  and  if  6  de- 
notes the  angle  which  the  resultant  makes  with  Ox, 


tan  e  = 


X 


5.  Example. 

Four  forces  of  2  pounds,  4  pounds,  6  |/  3  pounds,  and  8  pounds 
act  at  a  point.  If  the  angle  between  the  first  and  second  is 
60°,  between  the  second  and  third  90°,  and  between  the  third 
and  fourth  150°,  find  the  magnitude  and  the  direction  of  their 
resultant. 


Let  O  be  the  given  point,  and  through  it  draw  two  lines  xx 
and  yi/'  at  right  angles  to  each  other. 

Suppose  the  2-pound  force  to  act  along  Ox,  and  draw  lines 
to  represent  the  directions  of  the  others,  as  shown  in  Fig.  19. 

Let  X  =  the  algebraic  sum  of  the  resolved  parts  of  the  forces 
in  the  direction  Ox, 
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and  Y  =  the  algebraic  sum  of  the  resolved  parts  of  the  forces 
in  the  direction  Oy. 

Substituting  for  each  of  the  forces  its  resolved  parts  in  the 
directions  Ox,  Oy,  we  have, 

X  =  2+4  cos  60°  -  6|/3  cos  30°+8  cos  eO'' 
=  2+2-9+4=  -1 

Y  =       4  cos  30°+6v/3  cos  60°  -  8  cos  30° 
=       2|/3+3v/3  -  4^/3  =  |/3 

The  resultant  of  the  four  forces 

=  the  resultant  of  the  equivalent  forces  substituted  for 
them 

=  the  resultant  of  X  and  Y  at  right  anjxles  to  each  other 


=  t/X2+Y-'' 


=  /{- 1 )  ^4-(  v/  3)'' =  l/ 4=2  pounds. 
If  d  denotes  the  angle  which  the  resultant  makes  with  Ox, 
tan  6^=^=^=  -v/3  =  tan  120° 

.-.  0=120° 
or  the  resultant  makes  an  ancjle  of  120°  with  the  first  force. 


EXERCISE  X. 

1.  Forces  of  4  pounds,  2  pounds,  and  1  pound  act  at  a  point  in 
one  plane.  Find  the  resultant  when  the  angle  between  the  first 
and  second,  and  also  between  the  second  and  third  is  60°. 

2.  Forces  of  4,  8,  and  8^/3  jjounds  act  at  a  point  in  one  plane. 
If  the  angle  between  tlie  first  and  the  second  is  60°,  and  the  angle 
between  the  first  and  the  third  90°,  find  the  magnitude  and  the 
direction  of  the  resultant. 
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3.  Three  forces,  10  pounds,  20  pounds,  and  2G  pounds,  act  at  a 
point.  If  the  forces  act  in  the  same  plane  and  the  angle  between  the 
directions  of  any  two  of  them  is  120°,  find  the  magnitude  of  the 
resultant. 

4.  Four  forces,  20  grams,  20  grams,  10  grams,  and  10  grams,  act 
at  a  point.  If  the  forces  act  in  one  plane  and  the  angle  between 
the  first  and  the  second  is  45°,  between  the  second  and  the  third 
75°,  and  between  the  third  and  the  fourth  120°,  find  the  resultant. 

5.  Forces  of  6  pounds,  9  pounds,  and  12  pounds  act  at  a  point  in 
directions  parallel  to  the  sides  of  an  equilatel^al  triangle  taken  in 
order.     Find  the  magnitude  and  the  direction  of  the  resultant. 

6.  Forces  P,  P,  and  Q  act  at  a  point  in  direction  parallel  to  AC, 
CB,  AB  the  sides  of  an  equilateral  triangle  ABC.  Show  Chat 
their  resultant  is  P  +  Q. 

7.  Five  equal  forces  of  2  pounds  each  act  along  the  radii  of  a 
circle  which  are  at  angular  distances  30°,  60°,  90°,  120°,  and  150° 
from  a  fixed  radius.     Find  the  resultant. 

8.  At  the  point  O  in  the  intersection  of  the  diagonals  of  a  square 
ABCD  act  forces  of  2  pounds  along  OA,  4  pounds  along  OB,  3 
pounds  parallel  to  CD,  and  1  pound  parallel  to  DA.  Find  their 
resultant. 

9.  Forces  2  P,  ^3  P,  5  P,  J3  T,  and  2  P  act  at  one  of  the 
angular  points  of  a  regular  hexagon  towards  the  five  other  angular 
points.     Find  the  direction  and  the  magnitude  of  the  resultant. 

10.  Five  equal  forces  act  on  a  particle  in  directions  parallel  to 
five  consecutive  sides  of  a  regular  hexagon  taken  in  order.  Find 
the  magnitude  and  the  direction  of  their  resultant. 


6.  Conditions  of  Equilibrium  of  any  Number  of  Forces  in  the 
Same  Plane  Acting  at  a  Point. 

If  a  number  of  forces  in  the  same  plane  act  at  a  point 
they  will  be  in  equilibrium  when  the  resultant  is  zero. 

That  is,  when 

R  =  l/  X*4-Y2  ^0  ( Ar t.  4,  page  48). 
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but  the  sum  of  the  squares  of  two  real  quantities  can  be 
zero  only  when  each  quantity  is  separately  zero. 

Therefore,  the  forces  are  in  equilibrium  when 

x=o 

Y  =  0. 

Hence  any  number  of  forces  acting  at  a  point  are  in 
equilibrium  when  the  algebraic  sums  of  the  resolved 
parts  of  the  forces  in  two  directions  at  right  angles 
separately  vanish. 

7.  Examples. 

1.  A  mass  of  3  lbs.  is  suspended  by  two  strings,  one  horizontal 
and  the  other  making  an  angle  of  30°  with  vertical.  Fuid  the  ten- 
sion of  each  string. 


Let  T^  and  T^  denote  the  tensions  of  the  strings,  T^  actinsr 
along  OA,  and  T.^  acting  along  OB.  Draw  two  lines  x.x' 
and  1/y'  at  right  angles  to  each  other  in  the  position  shown 
in  Pig.  20.     • 
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Three  forces  keep  the  mass  at  rest :  its  weight,  which  is  3 
pounds,  tension  T^,  and  tension  T^. 

Substituting  for  these  forces  their  resolved  parts  in  the 
directions  Ox  and  Oy, 

X  =  Ti  -Tj  cos  60" 

Y  =  Tj  co3  30°-3. 
il/3T,-3 

But  since  the  forces  are  in  equilibrium 

X  =  OandY  =  0. 
Hence,  Ti-iT„  =  0  .         .         .         .        (1) 

il/3T,-3=0     ....        (2) 

From  (2)  T,  =  — -  =  2  v/3  pounds. 

Substituting  for        Tj  in  (1) 

Ti  -  v/3  =  0  or  Ti  =  ^3  pounds. 

2.  A  body  whose  mass  is  5  kilograms  rests  upon  a  smooth  plane 
inclined  at  30°  to  the  horizon,  and  is  acted  on  by  four  forces  :  (1) 
its  weight ;  (2)  the  reaction  of  the  plane  ;  (3)  a  force  equal  to  the 
weight  of  2  kilograms,  acting  parallel  to  the  plane  and  upward  ; 
and  (4)  a  force  P  acting  at  an  angle  of  30°  to  the  plane.  Determine 
P  when  the  body  is  at  rest. 

Leo  R  denote  the  reaction  of  the  plane.  Since  the  plane  is 
smooth  the  pressure  upon  it  will  be  at  right  angles  to  it, 
therefore  R  will  make  a  right  angle  with  AB. 

Represent  the  directions  of  the  four  forces  by  lines,  as 
shown  in  Fig.  21. 

Through  O  draw  xx'  and  i/y'  at  right  angles  to  each  other. 

Substituting  for  the  forces  their  resolved  parts  in  the  direc- 
tions Ox  and  Oy, 
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We  have 


X  =  2  4-  P  cos  30°  -  5  cos  60" 

=  2  +  ||/3P-f  =  i/3P-^ 
Y  =  P  cos  G0°  +  Pv  -  5  cos  30" 

But  since  the  forces  are  in  equilibrium 
X  ^  O  and  Y  =  O 


Substituting  for  P  in  (2) 


Hence  P  =  the  weight  of  a  mass  of  ^^  kilograms 
and      R  =  the  weight  of  a  mass  of  5  /3  kilograms. 
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EXERCISE   XI. 

1.  Three  forces  acting  at  a  point  are  in  equilibrium  when  the 
angle  between  the  first  and  the  second  is  120°,  and  the  angle 
between  the  second  and  the  third  150°.  If  the  first  force  is  20 
pounds,  what  is  each  of  the  others  ? 

2.  Three  forces  acting  at  a  point  are  in  equilibrium.  If  the 
angle  between  any  two  is  120°,  show  that  the  forces  are  equal. 

3.  Three  forces  acting  at  a  point  are  in  equilibrium  when  the 
angle  between  the  first  and  the  second  is  60°,  and  the  angle  between 
the  second  and  the  third  is  150°.     Compare  the  forces. 

4.  Two  forces  acting  on  a  particle  are  at  right  angles,  and  are 
balanced  by  a  third  force  making  an  angle  of  150°  with  one  of  them. 
If  the  greatest  force  is  10  pounds,  what  are  the  others  ? 

5.  A  weight  of  10^^/3  pounds  hangs  at  the  end  of  a  string 
attached  to  a  peg.  If  the  weight  is  held  aside  by  a  horizontal  force, 
so  that  the  string  makes  an  angle  of  30°  with  the  vertical,  find  the 
horizontal  force  and  the  tension  of  the  string. 

6.  A  weight  is  hung  at  the  end  of  a  string  attached  to  a  peg.  If 
the  weight  is  held  aside  by  a  horizontal  force,  so  that  the  string 
makes  an  angle  of  60°  with  the  vertical,  compare  the  tension  of  the 
string  and  the  weight. 

7.  A  weight  of  10  pounds  is  supported  by  two  strings,  one  of 
which  makes  an  angle  of  30°  with  the  vertical.  If  the  other  string 
makes  an  angle  of  45°  with  the  vertical,  what  is  the  tension  of  each 
string  ? 

8.  A  string  fixed  at  its  extremities  to  two  points  in  the  same 
horizontal  line  supports  a  smooth  ring  weighing  2  pounds.  If  the 
two  parts  of  the  string  contain  an  angle  of  60°,  what  is  the  tension 
of  the  string  ? 

9.  A  weight  of  12  pounds  is  supported  by  two  strings,  each  of 
which  is  four  feet  long,  the  ends  being  tied  to  two  points  in  a  hori- 
zontal line  4  feet  apart.     What  is  the  tension  of  each  string  1 

10.  A  picture  hangs  symmetrically  by  means  of  a  string  passing 
over  a  nail  and  attached  to  two  rings  fixed  to  the  picture.  What  is 
the  tension  of  the  string,  if  the  picture  weighs  6  pounds  and  the 
angle  contained  by  the  two  parts  of  the  string  is  45°  ? 
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11.  A  uniform  bar,  the  weight  of  which  is  100  pounds,  is  supported 
in  a  horizontal  position  by  a  string  slurig  over  a  peg  and  attached  to 
both  ends  of  the  bar.  If  the  two  parts  of  the  string  contain  an 
angle  of  120°,  find  the  tension  of  the  string. 

12.  A  baU  weighing  20  pounds  slides  along  a  perfectly  smooth  rod 
inclined  at  an  angle  of  30°  with  the  vertical.  What  force  applied 
in  the  direction  of  the  rod  wUl  sustain  the  ball,  and  what  is  the 
pressure  on  the  rod  ? 

13.  A  body,  the  weight  of  which  is  20  pounds,  rests  on  a  smooth 
plane,  inclined  to  the  horizon  at  an  angle  of  60°.  Find  (1)  what 
force  acting  horizontally  will  keep  the  body  at  rest,  (2)  the  reaction 
of  the  plane. 

14.  A  body,  the  weight  of  which  is  100  pounds,  rests  on  a  smooth 
plane  inclined  to  the  horizon  at  an  angle  of  30°.  What  force  acting 
at  an  angle  of  30°  to  the  plane  will  keep  the  body  at  rest  ?  What  is 
the  pressure  on  the  plane  ? 

15.  Two  weights  of  2  pounds  and  ^6  pounds  respectively  rest, 
one  on  each  of  two  inclined  planes  which  are  of  the  same  height 
and  are  placed  back  to  back.  The  weights  are  connected  by  a 
string  which  passes  over  a  smooth  pulley  at  the  common  apex  of 
the  planes.  If  the  first  plane  makes  an  angle  of  60°  with  the  hori- 
zon, find  (1)  the  tension  of  the  string,  (2)  the  pressure  on  each 
plane,  (3)  the  inclination  of  the  second  plane  to  the  horizon. 


CHAPl'ER  VI. 

TRIANGLE  AND  THE  POLYGON  OF  FORCES. 

The  conditions  sufficient  for  equilibrium  when  any 
number  of  forces  in  one  plane  act  at  a  point  are  given  in 
Art.  6,  page  51. 

We  shall  in  this  chapter  consider  another  statement  of 
these  conditions. 

I.— Triangle  of  Forces. 
Experiment. 


Fig.   22. 

Draw  on  a  black-board  or  a  drawing-board  any  triangle 
OAB  (Fig.  22),  Place  hooks  in  the  frame  of  the  board  at 
the  points  L,  M,  and  N  ;  L  being  in  OA  produced,  M  in  BO 
produced,  and  N  in  00  (a  line  drawn  parallel  to  AB)  pro- 
duced. Hang  a  spring  balance  on  each  hook.  Knot  together 
the   ends    of    three   strings,   and,  holding    or    fastening    the 

[66] 
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knot  firmly  at  O,  tie  each  of  the  free  ends  of  the  strings  to  a 
spring  balance,  as  shown  in  the  figure,  drawing  each  string  so 
tight  that  the  spring  balance  to  which  it  is  attached  will 
indicate  as  many  units  of  force  as  the  side  of  the  triangle  to 
which  it  is  parallel  contains  units  of  length.  .Allow  the  knot 
to  go  free.  It  will  be  found  that  the  strings  remain  parallel 
to  the  sides  of  the  triangle. 

Hence  when  OA,  AB,  BO,  the  sides  of  a  triangle  taken 
in  order,  represent  forces  acting  at  a  point  O,  the  forces  are  in 
equilibrium. 

This  proposition  is  generally  known  as  the  Triangle 
of  Forces.     It  may  be  thus  stated. 

1.  Triangle  of  Forces. 

If  three  forces  acting  at  a  point  can  be  represented 
in  magnitude  and  direction  by  the  sides  of  a  triangle 
taken  in  order,  they  will  be  in  equilibrium. 

This  is  in  reality  but  another  statement  of  the  parallelo- 
gram of  forces,  and  the  proposition  may  be  derived 
directly  from  it. 


Let  AB,  BC,  CA  (Fig.  23),  the  sides  of  the  triangle 
ABC,  taken  in  order,  represent  in  magnitude  and  direc- 
tion the  three  forces  P,  Q,  R,  acting  at  O. 

Complete  the  parallelogram  ABCD. 
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Since  AD  and  BC  are  equal  and  parallel  they  both 
represent  the  same  force. 

Therefore  the  forces  P  and  Q  will  be  represented  by 
AB,  AD. 

But,  by  the  parallelogram  of  forces,  the  resultant  of 
the  forces  represented  b\''  AB,  AD,  is  represented  by 
AC. 

Therefore  the  resultant  of  P,  Q,  and  R,  will  be  repre- 
sented by  AC,  CA. 

But  the  forces  represented,  AC,  CA,  are  in  equilibrium. 

Hence  the  three  forces,  P,  Q,  and  R,  are  in  equilibrium. 

The  student  should  carefully  observe 

(1)  That  the  sides  of  the  triangle  are  not  the  lines  of 
action  of  the  forces,  but  that  the  forces  act  at  a  point. 

(2)  That  the  forces  must  be  parallel  to  the  sides  of 
the  triangle  taken  in  order,  P  in  the  direction  AB,  Q  in 
the  direction  BC,  R  in  the  direction  CA,  not  AC. 

(3)  That  AC  represents  the  resultant  of  the  forces 
represented  by  AB,  BC ;  that  is,  of  the  forces  P  and  Q. 

2.  Converse  of  the  Triangle  of  Forces. 

The  converse  of  the  Triangle  of  Forces  is  also  true. 
It  may  be  thus  stated. 

K  three  forces  acting  at  a  point  are  in  equilibrium 
anu  any  triangle  is  constructed  having  its  sides  parallel 
to  the  directions  of  the  forces,  the  forces  are  propor- 
tional to  the  sides  of  the  triangle  taken  in  order. 

This  proposition  may  be  verified  by  an  experiment 
similar  to  that  described  in  Art.  1,  page  56. 
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Knot  the  strings  together,  draw  tlieni  tight  and  attach 
them  to  the  spring  balances.  Now  draw  on  the  board 
any  triangle  whose  sides  are  parallel  to  the  directions  of 
the  forces,  and  it  will  be  found  that  the  lengths  of  its 
sides  are  proportional  to  the  magnitudes  of  forces  repre- 
sented by  the  spring  balances. 

II. — Polygon  of  Forces. 

The  statement  of  the  conditions  of  equilibrium  of  three 
forces  given  in  the  Triangle  of  Forces  may  be  extended  to 
include  any  number  of  forces  in  the  same  plane  acting  at 
a  point. 

The  proposition  is  known  as  the  Polygon  of  Forces. 
It  may  be  thus  stated. 


Fig.  24. 

If  any  number  of  forces  acting  at  a  point  can  be 
represented  in  magnitude  and  direction  by  the  sides  of 
a  polygon  taken  in  order,  they  will  be  in  equilibrium. 

Let  any  number  of  forces,  P,  Q,  R,  S,  T,  acting  at  the 
point  O,  be  represented  by  AB,  BC,  CD,  DE,  EA,  the 
sides,  taken  in  order,  of  the  polygon  ABODE  (Fig.  24). 
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Join  AC,  AD. 

The  resultant  of  the  forces  represented  by  AB,  BC  is 
represented  by  AC,  Art.  1  (3),  page  58. 

Similarly  the  resultant  of  the  forces  represented  by 
AC,  CD  is  represented  by  AD. 

And  the  resultant  of  the  forces  represented  by   AD, 
DE  is  represented  by  AE. 

Therefore  the  resultant  of  all  the  forces  is  represented 
by  AE,  EA. 

But  the  forces  represented  by  AE,  EA  are   in  equi- 
librium. 

Hence  the  forces  are  in  equilibrium. 
III. — Examples. 

1.  Three  forces,  6P,  7P,  8P,  acting  in  the  same  plane  at  a  point 
are  in  equilibrium.     Draw  lines  which  will  represent  their  directions. 

Construct  a  triangle  ABC,  having  the 
side  AB  =  6  units  of  length. 

BC  =  7  units  of  length. 

CA  =  8  units  of  length.    (Fig.  25.) 

Then  the  forces  will  be  represented 
by  the  sides  of  the  triangle  ABC  taken 
in  order. 

Suppose  the  forces  to  act  at  the 
point  A. 

Draw  AD  parallel  to  BC,  and   produces  CA  to  E. 

Then  AB,   AD,   AE  will  represent  the   directions  of  the 


Fro.   25. 
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forces,  because  these  lines   are  parallel  to  the  sides  of  the 
triangle  which  represent  the  forces. 

2.  A  pendulum,  consisting  of  a  bob  weighing  4  kilograms  at  the 
end  of  a  string  one  metre  long,  is  drawn  aside  until  the  bob  is  60 
cm.  from  the  vertical  through  the  point  of  supijort,  and  is  held  in 
position  by  a  horizontal  string.     Find  the  forces  acting  on  the  bob. 

Let  A  represent  the  pendulum  bob, 
and  B  the  point  to  which  the  string  is 
attached  (Fig.  26).  Then  if  Tj  de- 
notes the  tension  of  the  pendulum 
string,  and  T2  the  tension  of  the  hori- 
zontal string,  the  forces  acting  on  the 
bob  are  T^,  T2,  and  4  kilograms,  acting 
in  the  directions  shown  in  the  figure. 

Draw  the  vertical  line  BC  and  the 
horizontal  line  AC. 


4y 
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Then  the  forces  will  be  proportional 
to  the  sides  of  the  triangle  ABC,  be- 
cause the  sides  of  the  triangle  are  parallel  to  the  directions  of 
the  forces. 

Hence 


and 


or  T2  =  .3  kgm. 

3.  What  horizontal  force  is  necessary  to  keep  a  mass  of  100 
pounds  at  rest  on  a  smooth  inclined  plane  rising  3  feet  in  5  ?  What 
is  the  reaction  of  the  plane  ? 

An  inclined  plane  rising  2  feet  in  5  is  one  in  which  the 
length  AB  is  5  feet  when  the  height  BC  is  3  feet. 


T, 

AB 

100 

4 

"~BC  ~ 

80 

T  = 

=  5  kgm. 

4 

CA 
"BC    ~ 

60 

^80 
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Let  D  represent  the  body  (Fig.  27).  If  P  denotes  the  hori- 
zontal force,  and  R  the  reaction  of 
the  plane,  the  body  is  kept  in  equili- 
brium by 

P,  acting  horizontally, 

R,  acting  at  right  angles  to  AB, 
and  100  pounds,  acting  vertically 
downward.  Produce  RD  to  meet 
AC  in  E. 

Then  the  forces  will  be  propor- 
tional to  the  sides  of  the  triangle  EDF,  because  the  sides  of 
this  triangle  are  parallel  to  the  directions  of  the  forces. 

Hence 


But 


and 


p 

FE 

100 

DF 

FE 

BC 

Since  the 

tr 

DF 

AC 

to  the  \ 

P 
100 

= 

3 
4 

P 

rr 

75  pounds 

R 

ED 

AB 

5 

100 

DF 

~  AC  ~ 

4 

R 

= 

125 

pounds. 

EXERCISE  XII. 

1.   Can  a  particle  be  kept  at  rest  by  each  of  the  folio  ffing  systems 
of  forces  acting  at  a  point  1 

(1)  4  pounds,  3  pounds,  7  pounds. 

(2)  1  gram,  3  grams,  5  grams. 

(3)  4  pounds,  3  pounds,  2  pounds. 

(4)  P-l-  Q,  P  -  Q,  P,  when  P  is  greater  than  Q, 
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2.  Draw  lines  to  represent  the  directions  of  tlie  f(jllowing  forces 
acting  in  one  place  at  a  point,  when  each  system  is  in  equilibrium  : 

(1)  4  grams,  5  grams,  3  grams. 

(2)  Three  forces  each  equal  to  P. 

(3)  2P,  P,  V3P. 

(4)  5  grams,  9  grams,  4  grams. 

3.  Forces  5P,  12P,  13P  keep  a  particle  at  rest.     Show  that  the 
directions  of  two  of  the  forces  are  at  right  angles  to  each  other. 

4.  Find  the  directions  in  which  three  equal  forces  must  act  at  a 
point  to  produce  equilibrium. 


5.  Forces  A  +  B,  A  -  B,  and  ,J2{A.^  +'B^)  keep  a  particle  at  rest. 
Show  that  the  directions  of  two  of  the  forces  are  at  right  angles  to 
each  other. 

6.  Forces  of  20  pounds,  10  pounds  and  10  ,^.'3  pounds  act  on  a 
particle  and  keep  it  at  rest.  Find  the  angle  between  the  directions 
of  (1)  the  20-pound  force  and  the  10-pound  force,  (2)  the  10-pound 
force  and  the  10  >/ 3-pound  force. 

7-  The  three  forces  which  keep  a  particle  at  rest  make  angles  of 
60°,  150°,  150°  with  one  another.  In  what  proportions  are  the 
magnitudes  of  the  forces  ? 

8.  Two  forces  acting  at  a  point  are  at  right  angles  and  are  balanced 
by  a  third  force,  making  an  angle  of  150°  with  one  of  them.  If  the 
greatest  force  is  12  grams,  what  is  the  magnitude  of  each  of  the 
others  ? 

9.  A  mass  of  4  lbs.  is  suspended  from  a  fixed  point  by  means  of 
a  string  35  inches  in  length,  and  rests  at  a  distance  of  28  inches 
from  the  vertical  line  through  tlie  fixed  point  when  acted  upon  by  a 
horizontal  force.  Find  the  horizontal  force  and  the  tension  of  the 
string. 

10.  A  mass  of  10  lbs.  is  suspended  from  a  fixed  point  by  a  string 
25  inches  in  length,  and  rests  20  inches  below  a  horizontal  line 
drawn  through  the  fixed  point  when  acted  on  by  a  horizontal  force. 
Find  this  force  and  the  tension  of  the  string. 
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11.  A  string  fixed  at  its  extremities  to  two  points  in  the  same 
horizontal  line  supports  a  ring  weighing  20  pounds.  If  the  two 
parts  of  the  string  contain  an  angle  of  60°,  find  the  tension. 

12.  A  mass  of  48  lbs.  is  supported  by  two  strings,  which  are 
respectively  6  feet  and  8  feet  long,  and  are  fastened  to  two  points  in 
the  same  horizontal  line.  If  the  two  strings  are  at  right  angles  to 
each  other,  find  the  tension  in  each. 

13.  A  mass  of  65  lbs.  is  suspended  by  two  strings,  which  are 
respectively  5  feet  and  12  feet  long,  to  two  points  in  the  same 
horizontal  plane  13  feet  apart.     Find  the  tension  of  each  string. 

14.  A  smooth  ring  sustaining  a  mass  of  48  pounds,  slides  along  a 
cord  fastened  at  two  points  lying  in  the  same  horizontal  line  70 
inches  apart.  If  the  length  of  the  string  is  such  that  the  ring  rests 
12  inches  below  the  horizontal  line,  find  the  tension  of  the  string. 

15.  A  picture  hangs  symmetrically  by  means  of  a  string  passing 
over  a  nail  and  attached  to  two  rings  fixed  to  the  picture.  What 
is  the  tension  of  the  string  when  the  picture  weighs  10  pounds,  the 
string  is  4  feet  long,  and  the  nail  1  foot  6  inches  from  the  horizontal 
line  joining  the  rings  ? 

16.  A  body,  the  mass  of  which  is  10  lbs.,  is  suspended  from  a 
fixed  point  by  a  string  25  inches  in  length.  What  force  acting  at 
right  angles  to  the  string  will  hold  the  body  in  a  position  20  inches 
below  a  horizontal  line  drawn  through  the  point  of  suspension  ? 

17.  What  force  acting  parallel  to  an  inclined  plane  rising  3  feet 
in  5  feet  will  support  a  body  the  mass  of  which  is  10  lbs.  ?  What 
is  the  pressure  on  the  plane  ? 

18.  What  force  acting  horizontally  will  support  a  body  the  mass 
of  which  is  12  lbs.,  on  an  inclined  plane  rising  5  feet  in  13  feet  ? 
What  is  the  pressure  on  the  plane  ? 

19.  What  mass  will  be  supported  by  a  horizontal  force  of  9 
pounds  upon  an  inclined  plane  rising  3  feet  in  5  feet  ? 

20.  A  smooth  board  is  fixed  at  an  incline  of  1  in  2.  A  mass  of 
1  lb.  is  supported  on  the  board  by  a  string  which  makes  the 
same  angle  with  the  vertical  th;it  the  board  makes  with  the  ground. 
What  is  the  tension  of  the  string? 
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21.  ABCD  is  a  rhombus.  Show  that  the  forces  represented  by 
A.B,  CB,  CD  and  AD  are  in  equilibrium. 

22.  ABCD  is  a  parallelogram,  and  three  forces  acting  at  a  point 
are  represented  by  AC,  BD  and  2DA.  Show  that  the  forces  are  in 
equilibrium. 

23.  Three  forces  are  represented  by  AB,  AC,  two  chords  of  a 
circle  drawn  at  right  angles  to  each  other,  and  DA,  a  diameter. 
Show  that  the  forces  are  in  equilibrium. 

24.  DC  and  AB  are  diameters  of  a  circle.  Three  forces  acting  at 
a  point  are  represented  by  AB,  DC  and  2BD.  Show  that  the  ffirces 
are  in  equilibrium. 

25.  Three  forces  are  represented  by  the  lines  joining  the  angulsu. 
points  of  a  triangle  to  the  middle  points  of  the  opposite  sides. 
Show  that  they  are  in  equilibrium. 

26.  If  AB,  AC  represent  two  forces,  and  D  is  the  middle  point 
of  BC,  show  that  the  two  forces  will  be  balanced  by  a  force 
represented  by  2DA. 

27.  ABCD  is  a  parallelogram  and  AB  is  bisected  in  E.  Show  that 
the  forces  represented  by  AD,  AC,  2AE,  2CA  are  in  equilibrium. 

28.  Four  forces  represented  by  AB,  BC,  CD,  DE  act  at  a  point, 
and  are  balanced  by  a  single  force  Represented  by  AX.  What  is 
the  position  of  X? 


CHAPTER    VIL 

FRICTION. 

1.  Friction. 

We  have,  in  the  problems  so  far  considered,  assumed 
that  the  surfaces  of  two  bodies  in  contact  were  perfectly 
smooth,  and  that  consequently  the  stress  between  the 
bodfes  was  at  right  angles  to  the  surfaces  in  contact.  A 
perfectly  smooth  surface,  like  a  perfectly  straight  line  or 
a  perfectly  fluid  body,  is  but  an  ideal  conception. 

Our  observations  teach  us  that,  while  the  surfaces  of 
bodies  differ  widely  in  smoothness,  it  is  possible  to  apply 
to  any  body  resting  upon  another  a  small  force  parallel 
to  tlie  surfaces  in  contact  without  producing  motion. 
This  shows  the  existence  of  a  balancing  force. 

The  stress,  therefore,  between  two  bodies  resting  in 
contact  along  a  plane  surface  is  not  necessarily  at  right 
angles  to  tliis  plane,  but  may  be  resolved  into  two  rect- 
angular components,  one,  called  the  normal  pressure, 
acting  at  riglit  angles  to  this  plane,  the  other,  called 
friction,  acting  parallel  to  it. 

2.  Direction  and  Magnitude  of  Friction. 

The  direction  of  friction  acting  upon  a  body  is  opposite 
to  tliat  in  which  motion  would  take  place  if  there  were 
no  friction. 

When  there  is  equilibrium  the  magnitude  of  friction 
is  equivalent  to  the  magnitude  of  the  least  possible  force 
required  to  maintain  equilibrium. 

[66] 
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EXERCISE  Xin. 

1.  A  body  rests  on  a  horizontal  plane  and  is  acted  on  by  a  force 
of  12  pounds  making  an  angle  of  60°  with  the  plane.  What  is  the 
magnitude  of  the  friction  called  into  play  ? 

2.  A  body  rests  on  a  horizontal  plane  and  is  acted  upon  by  a 
force  of  20  pounds  making  an  angle  of  30°  with  the  plane.  What 
is  the  magnitude  of  the  friction  called  into  play  ? 

3.  A  block  of  wood  is  in  equilibrium  on  a  rough  horizontal  table 
when  a  force  of  3  grams  acts  due  north  and  a  force  of  4  grams  acts 
due  east  on  it.     Find  the  magnitude  of  the  friction  exerted. 

4.  A  body  is  in  equilibrium  on  a  rough  horizontal  plane  when 
forces  of  7  pounds  and  8  pounds  act  upon  it.  If  the  forces 
are  parallel  to  the  plane  and  make  an  angle  of  GO''  with  each  other, 
find  the  magnitude  of  the  friction  exerted. 

5.  A  mass  of  60  lbs.  rests  on  a  rough  plane  inclined  to  the 
horizon  at  an  angle  of  (1)  30'',  (2)  45°,  (3)  60"  to  the  horizon.  Find 
the  niagnitude  of  the  friction  exerted. 

6.  A  mass  of  40  lbs.  rests  on  a  rough  plane  inclined  to  the 
horizon  at  an  angle  of  30'*,  and  a  force  of  12  pounds  acts  upon  the 
body  parallel  to  the  plane  (1)  upward,  (2)  downward.  What  is 
the  amount  of  friction  called  into  play  ] 

7.  A  mass  of  100  lbs.  rests  on  a  rough  plane  inclined  at  an 
angle  of  30°  to  the  horizon  and  two  men  push  against  it,  one  up 
the  plane  with  a  force  of  50  pounds,  the  other  down  the  plane  with 
a  force  of  GO  pounds.     What  is  the  amount  of  friction  exerted  ? 

8.  A  mass  of  100  lbs.  rests  on  a  rough  plane  inclined  at  an 
angle  of  60°  to  tlie  horizon,  and  is  acted  upon  by  a  horizontal  force 
of  10  pounds  (1)  toward  the  plane,  (2)  away  from  the  plane.  Find 
the  magnitude  of  the  friction  exerted. 

9.  A  mass  of  10  lbs.  is  in  equilibrium  on  a  rough  inclined 
plane  of  1  foot  in  4  feet.  Find  the  friction  exerted  when  the  force 
of  5  pounds  is  applied  to  the  mass  (1)  up  the  plane,  (2)  down  the 
plane,  (3)  horizontally  toward  the  plane. 
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3.  Limiting  Friction 
Experiment  1. 

Arrange  apparatus  as  shown  in  Fig.  28.  The  hardwood 
board  AB  is  about  50  cm.  in  length  and  20  cm.  in  width,  and 
is  provided  with  some  device  for  holding  it  at  any  angle  when 
turned  on  its  hinges  (Fig.  30).  The  upper  surface  of  the  board 
is  made  as  smooth  as  possible.  A  vertical  scale  CD  is  placed 
at  a  given  distance  AC,  say  30  cm.,  from  A. 


Fie.  28. 


Several  small  pieces  of  board  of  different  sizes  should  be 
provided.  These  should  be  cut  from  a  hardwood  board,  one 
surface  of  which  has  been  made  as  uniformly  smooth  as 
possible.  Pieces  15x5  cm.,  15  x  10  cm.,  15  x  15  cm.  are  con- 
venient sizes.  Into  each  a  vertical  rod  for  holding  weights  in 
position  is  fastened,  and  an  eye  or  hook  to  which  a  cord  can  be 
attached  is  screwed.  It  will  be  found  convenient  to  make  them 
all  of  the  same  weight,  say  one  pound,  by  running  lead  into 
holes  in  their  upper  sui-faces. 

Rest  the  board  AB  in  a  horizontal  position,  and  lay  on  it 
one  of  the  small  pieces  of  board.  Upon  this  place  any 
weight,  say  four  pounds,  and  attach  the  cord  and  scale-pan  as 
shown  in  the  figure.     Place  a  small  weight  in  the  scale-pan 
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and  add  others  in  succession  until  motion  takes  place.     Gently 
tap  the  board  each  time  a  weight  is  added  to  the  scale-pan. 

It  will  be  found  that  by  adding  weights  the  tension  of  the 
string  may  be  increased  to  a  certain  limit  without  producing 
motion,  but  if  that  limit  is  exceeded  the  board  begins  to  move. 

When  a  body  is  just  on  the  point  of  sliding  along 
another,  the  body  is  said  to  be  in  limiting  equilibrium, 
and  the  friction  exerted  is  called  limiting  friction. 

4.  Laws  of  Limiting  Friction. 
Experiment  2. 

Arrange  the  apparatus  used  in  Experiment  1,  Fig.  28. 
Lay  one  of  the  small  boards  on  AB  and  on  it  place  a  weight. 
Note  the  total  weight  supported  by  the  board,  including  the 
weight  of  the  board  itself.  This  will  then  be  the  measure 
of  the  normal  stress  between  the  boards.  Now  add  weights 
to  the  scale-piin  until  the  board  just  begins  to  move.  Note 
the  total  weight  suspended.  Repeat  the  experiment  several 
times,  placing  different  weights  on  the  board. 

Denoting  the  normal  pressures  by  Rj,  R.„  R.^,  etc.,  and  the 
limiting  frictions  by  F^  F^,  Fg,  etc.,  fill  up  the  following 
table  from  your  observations  : 


Normal  Pressures. 

Limiting  Frictioss. 

QrOTlBSTS. 

R,  = 

Fx  = 

Fx 

r; 

R,= 

F.= 

R„" 

R3    = 

F3    = 

F. 

^3 

Etc. 

Etc. 

Etc. 
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If  the  experiment  is  carefully  performed  the  quotients 
Fi  F,  Y, 

will  be  found  to  be  approximately  equal ;  that  is,  the  ratio  of 
the  limiting  friction  to  the  normal  pressure  between  the  boards 
is  constant. 

Repeat  the  experiments,  using  the  other  pieces  of  board 
and  making  the  normal  pressures  as  before,  R^,  R^,  R3,  etc. 
It  will  be  found  that,  although  the  shapes  and  the  areas  of 
the  surfaces  in  contact  are  different,  the  limiting  frictions  are 
approximately  F^,  Fg,  Fg,  etc. 

The  limiting  friction,  therefore,  is  independent  of  the 
shape  and  the  area  of  the  surfaces  of  the  boards  in  con- 
tact when  the  normal  pressure  remains  unaltered. 

The  experiments  of  Coulomb  and  Morin,  who  have 
investigated  this  subject,  show  that  the  relations  infer- 
red from  the  above  experiments  hold  approximately  for 
different  bodies  in  contact.  The  laws  must  not  be  looked 
upon  as  the  statements  of  absolute  truths,  but  rather  as 
more  or  less  accurate  expressions  of  results  determined 
by  careful  experiments.     They  may  be  thus  stated  : 

Law  I.— The  ratio  of  the  limiting  friction  to  the 
normal  pressure  is  constant  when  the  substances  in 
contact  are  unaltered. 

Law  II. — The  limiting  friction  is  independent  of  the 
area  and  the  shape  of  the  surfaces  in  contact  when 
the  normal  pressure  and  the  substances  in  contact 
remain  unaltered. 

To  which  is  sometimes  added  the  following  law  of 
kinetic  friction,  the  verification  of  which  does  not  lie 
within  the  province  of  this  work. 
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Law  III. — When  motion  takes  place  by  one  body 
sliding  over  another,  the  direction  of  friction  is  oppo- 
site to  the  direction  of  motion ;  the  magnitude  of  the 
friction  is  independent  of  the  velocity,  but  the  ratio 
of  the  friction  to  the  normal  pressure  is  slightly  less 
than  the  constant  ratio  of  the  limiting  friction  to  the 
normal  force  when  the  bodies  are  at  rest. 

5.  Coefficient  of  Friction. 

The  constant  ratio  of  the  limiting  friction  to  tlie  nor- 
mal pressure  for  a  particular  pair  of  substances  in  contact 
is  called  the  Coefficient  of  Friction.  It  is  generally  de- 
noted by  fi. 

Hence,  if  F  denotes  the  limiting  friction,  and  E,  the 
normal  pressure, 

F 

or  F  =  /«  R. 

The  values  of  p-  differ  widely  for  different  substances, 
depending  on  the  nature  of  the  substances  and  the  degree 
of  polish  of  their  surfaces. 

One  method  of  determining  the  coefficient  of  friction 
is  given  in  Experiment  2,  page  69.  The  following  is 
another  method  of  determining 
this  coefficient,  and  of  verifying 
the  laws  of  limiting  friction.  If 
a  body  is  supported  upon  an  in- 
clined plane  and  the  equilibrium 
is  limiting,  the  forces  which  keep 
It  at  rest  are  (Fig.  29)  fig.  29. 

Its  weight  (W),  acting  vertically  downward. 
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Tlie  limiting  friction    (F),    acting  along   the   plane, 
upward. 

The  normal  pressure  (R),  acting  at  right  angles  to  the 
plane,  upward. 

If  6  denotes  the  angle  DAC, 

The  resolved  part  of  W  along  the  plane  =  W  sin  6, 

And  the  resolved  part  of  W  at  right  angles  to  the  plane 

=  W  cos  6.    (Art.  3,  page  45.) 

Substituting  for  W  its  resolved  parts  along  the  plane 
and  at  right  angles  to  it,  the  forces  acting  on  the  body 
are 

(i.)  W  sin  6,  acting  along  the  plane,  downward. 

(ii.)  F,  acting  along  the  plane,  upward. 

(iii.)  W  cos  6,  acting   at   right  angles  to  the  plane, 
downward. 

(iv.)  R,  acting  at  right  angles  to  the  plane,  upward. 

Since  (i.)  and  (ii.)  are  at  right  angles  to  (iii.)  and  (iv.), 
and  the  body  is  in  equilibrium, 

(i. )  =  (ii. )  and  (iii. ) = (iv. )    Art.  6,  page  51. 

that  is  r=Wsin(9 

E=Wcos(9, 

therefore        IJ^ A^l  =  t.n  6  =.^ 
R    VVcosQ  AC 

DC 
But  Vp  may  be  determined  in  the  following  manner  with 

the  apparatus  used  in  Experiments  1  and  2. 
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Experiment  3. 

Place  one  of  the  small  bof^rds  on  AB  and  lay  a  weight  upon 
the  board.  Gradually  raise  the  end  of  AB  turning  it  upon 
the  hinges,  and  at  the  same  time  tap  it  gently.  When  the 
small  board  just  begins  to  slide,  fasten  AB  in  position  and 
observe  the  height  CD  indicated  by  the  vertical  scale. 


Fia.  30. 


DO 
Thus  -— -  is  determined 
AC 


and  si 


DC 
AC 


tan  d  = 


R, 


T,"   or  ytfcj  the  coefficient  of  friction  of  the  board  is  determined 

Repeat   the    experiment,    changing    (1)  the    small   boards, 
(2)  the  weights,  (3)  both  boards  and  weights. 

■pi 

1.  Does  the  ratio  -jr-  remain  constant  ? 

2.  How  does  this  experiment  verify  the  laws  of  limiting  friction  ? 

6.  Limiting  Angle  of  Friction. 

The  angle  which  the  direction  of  the  resultant  of  the 
normal  pressure  and  the  limiting  friction  makes  with  the 
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direction  of  the  normal  pressure  is  called  the  limiting^ 
angle  of  friction,  or  angle  of  repose. 

For  example,  if  when  a  body- 
rests  upon  an  inclined  plane,  R  is 
the  normal  pressure,  F  the  limit- 
ing friction  and  S  the  resultant 
of  F  and  R,  the  angle  a  which  S 
c  makes  with  R  is  the  angle  of 
friction.     (Fig.  31.) 

Since  S  is  the  resultant  of  F  and  R 


and 

therefore 

But 
therefore 


S  sin  a  =  F 

S  cos  a  =  R. 

S  sill  a  F 

=  tan  a  =  =- 

S  cos  a  R 


Art,  3,  page  45. 


_  =  tan  0. 
K 

tan  a  = 

a  =  e. 


Art.  5,  page  72. 


tan  6 


Hence,  when  a  body  rests  upon  an  inclined  plane  under 
the  action  of  gravity  and  the  reaction  of  the  jslane  only, 
and  the  equilibrium  is  limiting,  the  angle  of  the  inclina- 
tion of  the  plane  to  the  horizon  is  equal  to  the  limiting 
angle  of  friction. 

The  equality  of  the  angles  may  be  seen  directly  from 
the  figure. 

The  body  is  in  equilibrium  under  the  action  of  the 
forces  F,  R  and  W. 

Tlie  resultant  of  F  and  R  is  S,  which  is  the  reaction  of 
the  plane. 
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The  body  is,  therefore,  in  equihbrium  under  the  action 
of  W  and  S. 

Therefore  W  and  S  are  equal  and  act  in  opposite 
directions  in  the  same  straight  line. 

Hence  the  angle  a  =  the  angle  0- 

7.  Example. 

A  mass  of  12  lbs.  rests  on  a  rough  plane  inclined  at  an  angle  of 
30°  to  the  horizon.  What  force  must  be  applied  to  it  at  an  angle  of 
30°  to  the  vertical  that  it  may  be  on  the  point  of  moving  up  the 
plane,  the  coeflBcient  of  friction  being  |? 

The  forces  acting  on  the  body  are  (Fig.  32) 

(i. )  Its  weight,  1 2  pounds,  acting 
vertically  downward. , 

(ii.)  The  normal  pressure  of  the 
plane,  R,  acting  at  right  angles  to 
the  plane,  upward. 

(iii.)  Friction,  F  =  /z  R  =  i  R,  act- 
ing along  the  plane  downward  since 
the  body  is  on  the  point  of  moving  upward, 

(iv.)  The  required  force,  P,  acting  at  an  angle  of  30"  to  the 
vertical  =  30°  to  plane. 

Resolve  the  forces  along  the  plane,  and  at  right  angles  to  it. 

Then,  if  X  denotes  the  algebraic  sum  of  the  components 
along  the  plane,  and  Y  the  algebraic  sum  of  those  at  right 
angles  to  it, 

X=P  cos  30°-i  11-12  cos  60° 

and  Y  =  P  cos  60°  +  R  -  12  cos  30° 

=  iP  +  R-6  |/.3 


'V  12 
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Since  the  body  is  in  equilibrium 

X=0,  Y=0  Art,  6,  page  51. 

therefore  i/3P-^R-6  =  0         .         .         (1) 

JP  +  R-6t/3=0  .         .         (2) 

Eliminating  R  from  (1)  and  (2)  by  taking  (1)  x  2-f  (2) 

P(i+  >/3)- 12 -6/3=0 

or  P=  24+  12^/3 

1+    2|/3 


EXERCISE  XIV. 

1.  A  mass  of  10  pounds  rests  on  a  rough  horizontal  plane.  If 
the  coefficient  of  friction  is  .2,  find  tlie  least  horizontal  force  which 
wiU  move  the  mass.     Find  also  the  reaction  of  the  plane. 

2.  A  force  of  5  pounds  is  the  greatest  Korizontal  force  that  can 
be  applied  to  a  mass  of  75  pounds  resting  on  a  rough  horizontal 
plane  without  moving  it.     What  is  the  coefficient  of  friction  ? 

3.  A  mass  of  10  pounds  is  resting  on  a  rough  horizontal  plane, 
and  is  acted  on  by  a  force  which  makes  an  angle  of  45°  with  the 
plane.     If  the  coefficient  of  friction  is  .5,  find  the  force. 

4.  A  body  resting  on  a  rough  horizontal  plane  is  on  the  point  of 
moving  when  acted  on  by  a  force  equal  to  its  own  weight  inclined 
to  the  plane  at  an  angle  of  30°.     Find  the  coefficient  of  friction. 

5.  A  body  placed  on  a  rough  plane  is  just  on  the  point  of  sliding 
down  when  the  plane  is  inclined  to  the  horizon  at  an  angle  of  (1) 
60°,  (2)  45°,  (3)  30°.  What  is  the  coefficient  of  friction  in  each 
case? 

6.  A  body  placed  on  a  rough  inclined  plane  is  on  the  pomt  of 
sliding  when  the  plane  rises  3  feet  in  6  feet.  What  is  the  coefficient 
of  friction  ? 

7.  A  mass  of  20  lbs.  rests  on  a  rough  plane  inclined  at  an 
angle  of  30°  to  the  horizon.  Wliat  force  must  be  applied  parallel 
to  the  plane  that  it  may  be  on  the  point  of  moving  up  the  plane, 
the  coefficient  of  friction  being  .1  ? 
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8.  A  body,  the  mass  of  which  is  30  lbs. ,  rests  on  a  rough  in- 
clined plane,  the  height  of  the  plane  being  S  of  its  length.  What 
fcjrce  must  be  applied  to  the  body  parallel  to  the  plane  that  it  may 
be  on  the  point  of  moving  up  the  plane,  the  coefficient  of  friction 
being  .75  ? 

9.  A  rough  plane  is  inclined  to  the  horizon  at  an  angle  of  60°. 
^Yhat  is  the  greatest  mass  which  can  be  sustained  upon  it  by  a  force 
of  10  ^/3  pounds  acting  parallel  to  the  plane,  if  the  coefficient  of 
friction  is  |/3  ? 

10.  A  mass  of  14  lbs.  when  placed  on  a  rough  plane  inclined 
to  the  horizon  at  an  angle  of  60°  slides  down  unless  a  force  of  at 
least  7  pounds  acts  up  the  plane.    What  is  the  coefficient  of  friction  ? 

11.  A  mass  of  20  lbs.  is  on  the  point  of  moving  up  a  rough 
plane  inclined  to  the  horizon  at  an  angle  of  45"  when  a  horizontal 
force  is  ajjplied  to  it.  Find  the  horizontal  force,  if  the  coefficient 
of  friction  is  .1. 

12.  A  body,  the  mass  of  which  is  4  lbs.,  rests  in  limiting 
equilibrium  when  the  inclination  of  the  plane  to  the  horizon  is  30°. 
Find  the  force  which  acting  parallel  to  the  plane  will  support  the 
body  when  the  inclination  of  the  plane  to  the  horizon  is  60°. 

13.  A  body  placed  on  a  rough  plane  inclined  to  the  horizon  at  an 
angle  of  30°  is  just  on  the  point  of  moving  upward  when  acted 
upon  by  a  horizontal  force  equal  to  its  own  weight.  Find  the  co- 
efficient of  friction  ? 

14.  If  the  smallest  force  which  will  move  a  mass  of  3  lbs. 
along  a  horizontal  plane  is  i/3  pounds,  find  the  greatest  angle  at 
which  the  plane  may  be  inclined  to  the  horizon  before  the  mass  be- 
gins to  slide. 

15.  Show  that  in  order  to  relieve  a  horse  in  drawing  a  sleigh  the 
traces  should  be  so  placed  as  to  make  the  angle  of  friction  with  the 
ground. 

16.  How  would  you  place  a  brick  on  an  inclined  plane  so  that  it 
would  be  the  least  likely  to  tumhle  ater  ?  Would  it  be  less  likely 
to  dide  doum  with  one  face  in  contact  with  the  plane  than  another? 
Give  reasons  for  your  answer. 


CHAPTER   VIII. 

FLUID  PRESSURE   AT  A   POINT. 

In  Chapters  xi.  and  xii.  of  Part  I.  we  considered  the 
properties  of  liquids  and  gases,  and  described  a  series  of 
experiments  leading  up  to  some  of  their  more  important 
laws.  We  shall  now  further  consider  the  laws  of  fluid 
pressure  and  give  a  number  of  simple  problems  in  illus- 
tration of  them. 

1.  Measure  of  Fluid  Pressure  at  a  Point. 

The  pressure  of  a  fluid  at  a  point  in  a  plane  area 
is  measured  when  the  pressure  is  uniform  over  the 
plane  by  the  force  exerted  on  each  unit  of  area. 

For  example,  if  a  piston  is  inserted  into  the  bottom  of 
a  vessel  filled  with  water  (Fig.  33),  and  if  an  upward 
pressure  of  100  pounds  is  required  to 
hold  the  piston  in  position,  the  pressure 
of  the  water  on  the  surface  of  the  pis- 
ton must  equal  100  pounds.  Now  if  the 
Hnjil  area  of  the  piston  is  5  sq.  inches,  and 

I  the  square  inch  is  the  unit  of  area,  the 

Fig.  33.  prcssure  of  the  water  on  each  unit-area 

of  the  surface  of  the  piston  is  if^  =  20  pounds.  The 
pressure  at  every  point  in  the  surface  is  said  to  be  20 
pounds  per  square  inch. 

If  the  pressure  over  the  plane  is  variable,  the 
pressure  at  a  point  is  measured  by  the  force  which 

[78] 


FLUID    PRESSURE    AT    A    POINT.  7^ 

would  be  exerted  on  a  unit-area  if  the  pressure  ^»ere 
exerted  over  the  whole  unit-area  at  the  same  rate  8  a 
at  the  point. 

For  example,  if  a  piston  is  inserted  into  the  side  of  a 
vessel  filled  with  water  (Fig.  34),  the  pressure  of  the 
water  on  the  surface  of  the  piston 
differs  at  different  points,  but  is 
measured  at  any  point  P  in  the 
surface  by  the  force  which  the 
water  would  exert  on  a  unit-area  ^^°-  ^• 

if  the  pressure  on  this  unit-area  were  uniform,  and  the 
same  as  at  P. 

It  should  be  carefully  noted  that  the  statement  the 
pressure  at  a  point  is  20  pounds  per  sq.  inch  does  not 
imply  that  the  area  of  the  point  is  one  square  inch  or 
that  the  pressure  upon  the  point  is  actually  20  pounds. 
The  fact  is  that  both  the  area  of  the  point  and  the  pres- 
sure upon  it  are  infinitely  small.  When  it  is  stated 
that  the  velocity  of  a  train  at  a  certain  instant  is  20 
miles  per  hour,  it  is  not  inferred  that  the  instant  is  an 
hour,  or  that  the  distance  the  train  moves  in  the  instant 
is  20  miles.  It  means  that  at  a  point  of  time  the  train  was 
moving  at  the  rate  of  20  miles  per  hour;  that  is,  if  the 
train  were  to  continue  to  move  for  an  hour,  and  if  its 
velocity  each  instant  during  the  hour  were  the  same  as 
at  the  given  point  of  time,  it  would  pass  over  20  miles. 
Similarly,  pressure  at  a  point  is  20  pounds  to  the  square 
inch  means  that  at  a  certain  point  in  a  plane  the  pressure 
is  at  the  rate  of  20  pounds  to  the  square  inch,  that  is, 
if  a  surface  were  one  square  inch,  and  the  pressure  at 
every  point  in  it  the  same  as  at  the  given  point,  the 
pressure  would  be  20  pounds. 
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2.  Pressure  at  a  Point  Within  the  Mass  of  a  Fluid. 

To  measure  the  pressure  of  a  fluid  at  any  point  within 
its  mass,  imagine  an  indefinitely  small  rigid  plane  so 
placed  as  to  contain  the  point  CFig.  35).     The  plane  will 

m  no  way  affect  the  pressure  of 
the  fluid  because  it  introduces 
no  new  forces,  nor  destroys  any 
of  those  already  existing.  Now 
conceive  the  fluid  removed  from 
pjo.  35.  one  side  of  the  plane ;  and  in- 

stead of  the  pressure  of  the  fluid  on  that  side  suppose  a 
force  X  to  keep  the  plane  in  position,  then  the  fluid  pres- 
sure on  the  other  side  of  the  plane  must  equal  X.  If  the 
area  of  surface  pressed  is  a,  the  pressure  at  a  point  in  it 

.    X 

IS  — . 
a 

3.  Laws  of  Fluid  Pressure  the  Result  of  the  Fundamental 

Properties  of  Fluids. 

The  following  laws  of  pressure  which  result  from  the 
fundamental  properties  of  fluids  have  been  considered  in 
Part  I. 

Law  I. — The  pressure  at  a  point  of  a  fluid  at  rest  is 
perpendicular  to  any  surface  with  which  it  is  in  con- 
tact. 

From  its  nature,  the  tangential  resistance  to  change  of 
shape  in  any  fluid  is  zero  when  the  fluid  is  at  rest ; 
therefore  the  strain  between  a  fluid  and  the  surface  of 
a  body  in  contact  with  it  must  be  perpendicular  to 
that  surface. 

This  may  be  indirectly  illustrated  as  follows : — 

If  possible  at  the  point  A  in  the  side  of  a  vessel  (Fig. 
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36),  let  tlie  pressure  R  of  the  fluid  be  not  perpendicular. 
Resolve  R  into  two  forces,  P  and  Q,  P  acting  along  the  side 
of  the  vessel,  and  Q  at  right  angles  to  it. 
_  (Art.  1,  page  43.)  The  effect  of  Q  is 
::^e^£  balanced  by  the  reaction  of  the  side  of  the 
vessel;  but  since  P  is  unopposed  a  sliding 
motion  of  the  particles  of  the  fluid  must 
be  taking  place  in  the  direction  AB. 
This  is  impossible,  because  by  hypothesis  the  fluid  is  at 
rest;  therefore  the  pressure  of  the  fluid  at  A  does  not  act 
in  the  direction  RA.  In  the  same  way  it  can  be  shown 
that  it  does  not  act  in  any  direction  except  in  one  per- 
pendicular to  the  surface. 

Law  II. — Law  of  transmission  of  pressure — Pascal's 
Theory.  Pressure  exerted  anywhere  upon  a  mass  of 
fluid  is  transmitted  undiminished  in  all  directions,  and 
acts  with  equal  intensity  upon  all  equal  surfaces,  and 
in  directions  at  right  angles  to  these  surfaces.  (Part  I, 
page  104.) 

It  may  be  experimentally  verified  thus  : 

Take  a  vessel  ABC  of  any  shape  (Fig.  37), 
any  fluid  and  insert  pistons  A,  B 
and  C;  then  it  will  be  found  that  if 
the  piston  A  is  pressed  by  a  force 
P,  to  keep  them  in  position,  the 
pistons  B  and  C  must  be  pressed  by 
forces  which  have  the  same  ratios 
to  P  that  the  areas  of  the  pistons 
B  and  C  respectively  have  to  the 
area  of  the  piston  A. 
6 
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4.  Mechanical  Application— Hydrostatic  Press. 

The  equal  transmission  of  fluid  pressure  is  the  princi- 
ple upon  which  all  hydrostatic  presses  are  constructed. 

Fig.  38  represents  one  of  the 
simplest  forms  of  these  presses. 
D  and  E  are  two  hollow  cylin- 
ders connected  by  a  tube  C,  and 
B  partly  filled  with  water ;  A  and 
B  are  two  pistons  fitted  into  D 
and  E  respectively.  Any  force 
applied  to  A  is  transmitted 
through  the  fluid  to  B,  and  the 
pressures  upon  A  and  B  are  in 
the  ratio  of  their  areas.  Thus,  if 
tlie  area  of  A  is  one  square  inch  when  that  of  B  is  ten 
square  inches,  a  weight  of  one  pound  placed  upon  A  will 
sustain  a  weight  of  ten  pounds  placed  upon  B. 

5.  Hydrostatic  Paradox. 

By  decreasing  the  area  of  A  indefinitely  and  increas- 
ing that  of  B  indefinitely,  any  force  however  small 
applied  to  A  may,  by  the  transmission  of  pressure  through 
the  fluid,  be  made  to  support  upon  B  any  weiglit  how- 
ever large.  This  is  sometimes  called  a  "Hydrostatic 
Paradox.'* 

Law  III. — Pressure  at  any  point  of  a  fluid  at  rest  is 
equal  in  all  directions.  It  follows  from  the  principle  of 
transmission  of  fluid  pressure  that  the  pressure  at  any 
point  within  a  fluid  mass  is  the  same  for  all  directions. 

Let  tlie  piston  A  (Fig.  89)  contain  some  unit  of  area, 
for  distinctness  say  one  square  inch,  and  let  C  be  any 
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point  within  the  mass  of  the  fluid ;  imagine  it  to  be  the 
centre  of  a  circular  plane,  area  one 
square  inch  and  diameter  imn.  If  the 
piston  is  pushed  inward  with  a  force 
of  P  pounds,  the  pressure  on  every 
square  inch  of  tlie  surface  of  the  vessel 
will  be  P  pounds;  and,  for  the  same 
reason,  each  face  of  the  circular  plane 
which  contains  C  will  be  subjected  to 
a  force  of  P  pounds.  It  is  evident  that 
on  account  of  the  uniform  nature  of  the  fluid  the  magni- 
tude of  these  forces  will  remain  unchanged  if  the  circular 
plane  is  turned  round  to  take  different  positions  in  the 
fluid  mass ;  therefore  the  pressure  at  the  point  which  it 
contains  must  be  the  same  for  all  directions. 

For  experimental  verification  see  Exp.  2,  page   109, 
Part  I. 
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EXERCISE  XV. 

1.  A  fluid  pressure  of  1728  pounds  is  uniformly  distributed  over  ,i 
surface  whose  area  is  3  sq.  ft.  Find  the  measure  of  the  pressure  at 
a  point  in  the  surface  (1)  when  the  unit-area  is  1  sq.  in.,  (2)  when 
it  is  1  sq.  ft.,  the  unit  of  force  in  each  case  being  1  pound. 

2.  The  pressure  is  uniform  over  the  whole  of  a  sq.  yard  of  a 
plane  area  in  contact  with  a  fluid,  and  is  7776  pounds.  Find  the 
measure  of  the  pressure  at  a  point  (1)  when  the  unit  of  length  is  1 
in.,  (2)  when  it  is  3  in.,  the  unit  of  force  in  each  case  being  the 
pound. 

3.  The  uniform  pressure  of  a  fluid  over  a  circular  plane,  diameter 
14  cm.,  is  770  kgm.  ;  find  the  measure  of  the  pressure  at  a  point 
(1)  when  tlie  unit-area  is  1  sq.  mm.,  (2)  when  it  is  1  sq.  dcm. ,  if 
the  unit  of  force  is  the  gram. 
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4.  A  rectangular  surface,  length  50  cm.  and  width  4  cm.,  is  sub- 
jected to  a  uniformly  distributed  fluid  pressure  of  4  kgm.  Find  the 
measure  of  the  pressure  at  a  point  (1)  when  the  unit  of  length  is  1 
mm.,  (2)  when  the  unit  of  length  is  2  mm.,  if  the  unit  of  force  is 
the  gram. 

5.  If  the  area  of  a  piston  inserted  in  a  closed  vessel  is  3j  sq. 
in.,  and  if  it  is  pressed  with  a  force  of  35  pounds,  find  the  pressure 
which  it  will  transmit  to  a  surface  of  7^  sq.  inches. 

6.  A  closed  vessel  is  filled  with  fluid  and  two  circular  pistons  whose 
diameters  are  respectively  3  in.  and  7  in.  inserted  ;  if  the  pressure 
on  the  larger  piston  is  a  pounds,  find  the  pressure  on  the  smaller. 

7.  The  horizontal  cross  section  of  the  neck  of  a  glass  bottle,  just 
capable  of  sustaining  a  j)ressure  of  11  pounds  to  the  sq.  in.,  is  2| 
sq.  in.  It  is  filled  with  a  fluid  supposed  weightless,  and  a  piston  is 
inserted  into  the  neck.  What  is  the  least  force  that  must  be  applied 
to  the  piston  to  break  the  bottle  ? 

8.  If  the  diameter  of  the  small  piston  (Fig.  38)  is  5  cm.  and  that 
of  the  larger  one  2.5  metres,  and  if  the  small  piston  is  pressed 
with  a  force  of  8  grams.,  what  force  will  it  transmit  to  the  large 
piston  ? 

9.  In  the  same  machine  the  horizontal  cross  section  of  the  small 
piston  is  3  sq.  cm. ;  with  what  force  must  it  be  pressed  that  it  may 
sustain  a  force  of  7.25  kgm.  applied  to  a  piston  whose  horizontal 
cross  section  is  7  sq.  dcm.  ? 

10.  If  the  area  of  the  small  piston  is  2.5  sq.  dcm. ,  and  if  it  is 
pressed  with  a  force  of  6.25  centigrams,  find  the  area  of 'the  large 
piston  when  a  pressure  of  3.75  grams  is  transmitted  to  it. 

11.  A  pressure  of  5  tons  on  the  large  piston,  diameter  2J  feet, 
transmits  a  pressure  of  2.25  pounds  to  the  small  piston.  Find  the 
diameter  of  the  small  piston. 

12.  A  rectangular  box  is  divided  into  two  compartments  by  a 
partition  just  capable  of  sustaining  a  pressure  of  1  gram  on  1  sq. 
mm.  Both  compartments  are  filled  with  a  fluid  supposed  weiglit- 
less,  and  a  piston,  area  2  sq.  mni.,  is  inserted  into  the  first  com- 
partment, and  another,  area  350  sq.  cm. ,  is  inserted  into  the  second 


f 


FLUID   PRESSURE   AT   A    POINT.  85 

compartment.  If  a  pressure  of  2.5  centigrams  is  applied  to  the 
first  piston,  what  pressure  must  be  applied  simultaneously  to  the 
second  to  break  the  partition  ? 

-13.  A  piston,  area  4^  sq.  in.,  is  inserted  into  a  rectangular  box 
whose  internal  dimensions  are,  length  G  ft.,  width  3  ft.,  depth  3  ft. 
4  in.  If  the  vessel  is  filled  with  water  and  the  piston  pressed  with 
a  force  of  10  oz.,  find  the  total  pressure  on  the  inside  of  the  box 
due  to  the  pressure  on  the  piston. 

14.  A  cubical  box  whose  edge  is  6  cm.  in  length  is  closed  by  a 
horizontal  lid,  and  filled  with  a  fluid  supposed  weightless.  An 
opening  of  2  sq.  mm.  in  area  is  made  in  the  lid,  and  a  piston  whose 
weight  is  4  grams  is  inserted.  Find  the  least  weight  which  must 
be  placed  upon  the  lid  to  keep  it  down,  if  the  weight  of  the  lid  is 
196  grams. 


CHAPTER    IX. 

EQUILIBRIUM   OF   FLUIDS  UNDER  THE  ACTION   OF 
GRAVITY. 

The  forces  so  far  represented  as  acting  on  fluids  have 
been  pressures  apphed  to  their  surfaces,  and  the  princi- 
ples of  fluid  pressure  ah-eady  investigated  are  the  result 
of  the  peculiar  constitution  of  fluids,  and  are  independent 
of  the  action  of  gravity.  We  shall  now  establish  certain 
propositions  which  result  from  the  action  of  gravity  on 
fluids. 

1.  The  Pressure  of  a  Liquid  at  Rest  Under  Gravity  is  the 
Same  at  all  Points  of  the  Same  Horizontal  Plane. 

Take  any  two  points  A  and  B  (Fig.  40)  in  the  same 
horizontal  plane;  consider  a  very  thin  cylinder  of  fluid 
whose  axis  is  AB. 


The  cylinder  is  kept  at  rest  by 

(i.)  The  fluid  pressures  on  the  curved  surfaces,  per- 
pendicular to  the  axis. 

(ii.)  The  weight  of  the  cylinder,  acting  vertically 
downward  and  hence  perpendicular  to  the  axis. 

(iii.)  The  fluid  pressures  on  the  ends  A  and  B,  perpen- 
dicular to  these  ends. 
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Since  (i.)  and  (ii.)  have  no  tendency  to  move  tlie 
cylinder  in  a  horizontal  direction,  and  since  the  cylinder 
is  at  rest,  the  pressure  on  the  end  A  must  equal  the  pres- 
sure on  the  end  B. 

Now  if  jp  denotes  the  measure  of  the  pressure  at  a 
point  in  the  end  A,  and  p^^  the  measure  of  the  jDressure  at 
a  point  in  the  end  B,  and  if  a  is  the  area  of  each  end, 
taken  very  small  that  the  pressure  on  each  end  may  be 
very  nearly  uniform  and  of  the  same  intensity  as  at  the 
middle  point,  therefore  the  pressure  at  the  end  A  is  pa 
and  that  at  the  end  B  is  p^a ;  but  these  pressures  are 
equal, 

therefore  pa=p^a 

or  P=^Pi 

2.  The  Pressure  at  Any  Point  of  a  Liquid  at  Rest  Under 
Gravity  Varies  as  the  Depth.    (Part  I.,  page  109.) 

Take  any  point  A  in  the  liquid  (Fig.  41),  and  imagine 
AB  drawn  vertically  to  the 
surface.    Consider    a   thin 
cylinder    of    liquid   whose 
axis  is  AB. 

The  cylinder  is  kept  at 
rest  by 

(i.)  The  fluid  pressures 
on  the  curved  surfaces  of 
the  cylinder,  perpendicular 
to  the  axis.  *''»•  *^- 

(ii.)  The  weight  of  the  cylinder,  acting  vertically 
downward. 
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(iii.)  The  fluid  pressure  on  the  end  A,  acting  vertically 
upward. 

Since  (i.)  has  no  tendency  to  move  the  cylinder  in  a 
vertical  direction,  and  since  the  cjdinder  is  at  rest,  the 
pressure  on  the  end  A  must  equal  the  weight  of  the 
cylinder. 

If  p  denotes  the  measure  of  the  pressure  at  a  point  in 
the  end  A  and  a  is  the  area  of  that  end,  the  fluid  pressure 
upon  it  is  'pa ;  and  if  z  is  the  depth  of  the  point,  i.e.,  the 
length  of  the  cylinder,  and  p  the  weight  of  a  unit  volume 
of  the  liquid,  the  weight  of  the  cylinder  is  paz ;  but  the 
fluid  pressure  on  the  end  A  equals  the  weight  of  the 
cylinder, 

therefore  pa-  =-  poa 

or  •p  =  pz 

Since  p  is  constant  for  the  same  liquid,  any  change  in  z 
will  cause  a  corresponding  change  in  'p.  Hence  the 
pressure  at  a  point  varies  as  the  depth. 

For  example,  if  the  pressure  at  a  point  is  10  pounds 
per  sq.  in.  at  a  depth  of  2  ft.,  it  will  be  20  pounds  per 
sq.  in.  at  a  depth  of  4  ft.,  30  pounds  per  sq.  in.  at  a  depth 
of  6  ft.,  etc. 

3.  The  Surface  of  a  Liquid  at  Rest  under  Gravity  is  a  Hori- 
zontal Plane.    (Part  I.,  page  110.) 

Take  any  two  points  in  a  horizontal  plane  within  the 

liquid,  and  imagine  vertical 

lines  AC,  BD  to  be  drawn 

to  the  surface  (Fig.  42). 

Then  the  pressure  at  A 

=  />  X  AC  and  the  pressure 

Fi^9  42.  at  B  =  />xBD.     (Art.  2); 
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but  the  pressure  at  A  =  the  pressure  at  B,  because  the 
points  are  in  the  same  horizontal  plane  (Art.  1), 

therefore  p  x  AC  =:px  BD 

or  AC  =  BD 

and  since  AC  is  equal  to  BD  and  is  also  practically 
parallel  with  it,  CD  is  parallel  to  AB  (Euclid  I.,  33). 
Hence  C  and  D  must  be  in 'the  same  horizontal  plane. 

In  the  case  of"  a  large  sheet  of  water  on  the  earth,  the 
surface  is  not  horizontal,  but  curved.  The  vertical  lines 
AC  and  BD  when  at  a  great  distance  apart  can  no  longer 
be  looked  upon  as  practically  parallel. 


EXERCISE  XVI. 

1.  If  the  pressure  of  a  liquid  at  a  depth  of  14  ft.  3  in.  is  6 

pounds  to  the  sq.  in.,  find  the  pressure  at  a  depth  of  21  ft.  8  in. 

2.  If  the  pressure  at  a  depth  of  5.6  metres  is  2.8  gra.,  what  is 
the  pressure  at  a  depth  of  7.5  cm.  ? 

3.  If  the  pressure  on  a  sq.  in.  at  a  depth  of  40  cm.  is  10  pounds, 
find  the  pressure  6  cm.  lower  down. 

4.  If  the  pressure  on  a  sq.  mm.  at  a  depth  of  5  metres  is  2.5 
gm.,  find  the  pressure  4  dcm.  higher  up. 

5.  In  two  uniform  liquids  the  pressures  are  the  same  at  depths 
of  3  and  4  metres  respectively.  Compare  the  pressures  at  depths  of 
12  and  18  metres  respectively. 

6.  In  two  uniform  liquids  the  pressures  are  the  same  at  depths 
of  1  metre  and  1  dcm.  respectively.  Compare  the  pressures  at  depths 
of  1  dcm.  and  1  metre  respectively. 

7.  In  three  uniform  liquids  the  pressures  are  the  same  at  depths 
of  2,  3,  and  4  inches  respectively.  Compare  the  pressures  at  depths 
of  5,  3,  and  6  in.  respectively. 

8.  If  the  pressures  at  the  same  depth  in  two  uniform  liquids  are 
as  5 ;  6,  compare  the  depths  when  the  pressures  are  in  the  ratio  2 ;  3. 
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9.  Find  the  depth  of  a  pool  of  water  m  which  a  stick  15  feet 
long  stands  vertically  upon  the  bottom,  if  the  pressure  at  the  top  of 
the  stick  is  to  the  pressure  at  the  bottom  of  it  in  ratio  3 ;  4. 

10.  The  pressure  at  the  bottom  of  a  stick  standing  vertically  in  a 
pool  of  water  15  metres  deep  is  to  the  pressure  at  the  top  in  the 
ratio  5 ;  2.     Find  the  length  of  the  stick. 

11.  Find  the  measure  of  the  pressure  at  a  point  72  feet  below 
the  surface  of  a  pool  of  water,  when  the  unit  of  length  is  1  in.,  the 
unit  force  1  pound,  and  the  density  of  water  62^  pounds  per  cubic 
foot. 

12.  A  reservoir  of  water  is  100  metres  above  tlie  level  of  the 
ground  floor  of  a  house.  Find  the  pressure  of  the  water  at  a  point 
in  a  water-pipe  at  a  height  of  10  metres  above  the  ground  floor 
when  the  unit-area  is  1  sq.  cm.,  and  the  weight  of  1  c.cm.  of  water 
is  1  gram. 

13.  The  pressure  at  a  point  within  a  body  of  water  under  the 
action  of  gravity  is  100  pounds  per  square  inch.  If  tlie  weight  of  a 
cu.  ft.  of  water  is  1000  oz.,  find  the  depth  of  the  point  below  the 
surface. 

14.  A  reservoir  is  200  feet  above  the  level  of  the  ground  floor  of 
a  house,  and  the  pressure  of  the  water  at  a  point  in  a  faucet  in  an 
upper  room  of  the  house  is  73  \l^  pounds  per  square  inch.  Find  the 
height  of  the  faucet  above  the  ground  floor  if  1  cu.  foot  of  water 
weighs  1000  oz. 

15.  Find  in  grams  per  square  centimetre  the  pressure  at  a  point 
due  to  a  column  of  mercury  1  metre  high,  the  density  of  mercury 
being  13.6  grams  per  cubic  centimetre. 

16.  What  must  be  the  height  of  a  column  of  mercury  to  exert  a 
pressure  of  1  kilogram  per  square  centimetre? 

17.  The  density  of  sea  water  is  1.025  grams  per  cubic  centimetre. 
Calculate  the  pressure  in  grams  per  square  centimetre  at  a  depth  of 
40  metres  below  the  surface  of  the  sea. 

18.  A  spherical  boiler  4  feet  in  height  is  half  full  of  water  and 
half  full  of  steam.  What  is  the  diflerence,  in  pounds  per  square  foot, 
between  the  pressure  at  a  point  at  the  boftom  and  at  the  top  of  the 
boiler?    (A  cubic  foot  of  water  weighs  62 i  pounds.) 


CHAPTER  X. 


WHOLE    PRESSURE. 

We  have  seen  that  when  any  surface  is  in  contact  with 
a  fluid,  tlie  fluid  exerts  a  pressure  at  each  point  of  the 
surface  perpendicuhir  to  it.  The  sum  of  all  these  pres- 
sures is  called  the  whole  pressure  on  the  surface  im- 
mersed. 

1.  Measure  of  the  Whole  Pressure  on  a  Plane. 
Experiment  1. 

Take  a  tube  A,  one  end  of  which  is  closed  by  a  movable  valve 


Fig.  43. 


kept  in   place    by  two   equal    weights   attached   to  strings 
passing  over  pulleys  placed  at  the  side  of  the  tube  (Fig.  43). 

[91] 
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Place  the  tube  in  a  vertical  position  in  a  holder  with  the  valve 
down,  and,  by  means  of  a  rubber  tube,  attach  to  the  upper 
end  of  it  another  glass  tube  B  of  the  same  size.  Pour 
water  into  the  connected  tubes  until  the  valve  opens  and  the 
water  falls  out.  Note  the  height  of  the  water  in  the  tube 
when  the  valve  opens.  Now  remove  the  upper  tube  and 
replace  it  by  others,  C  and  D,  of  different  shapes.  Again  pour 
water  into  the  tubes,  and  observe  the  height  of  the  water  in 
each  case  when  the  valve  opens. 

How  does  each  of  those  heights  compare  with  that  in  the  first 
case? 

Experiment  2. 

Repeat  Experiment  1,  turning  the  tube  A  at  any  angle  as 
shown  in  Fig.  44,  and  measuring 
in  each  case  the  height  of  the 
water  in  the  tube  above  the 
centre  of  the  valve. 

How  do  the  heights  compare  with 
those  observed  in  the  previous  ex- 
periment t 

Determine  the  area  of  the  valve 
in  contact  with  the  water,  and 
multiply  this  by  the  height  of  the 
water  above  the  centre  of  the  valve, 
thus  obtaining  the  volume  of  a 
column  of  water  whose  base  is  the 
area  of  the  valve,  and  whose  height 
is  the  height  of  the  water  above 
the  centre  of  the  valve.  Find  the 
mass  of  this  water  by  multiplying 
the  volume  obtained  by  the  density  of  water. 

How  does  the  mass  of  this  water  compare  with  tlie  mass  of  the 
weights  used  to  keep  the  valve  in  position? 


>^Ol^ 


Fio.  44. 
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If  care  is  taken  in  the  fitting  of  the  apparatus,  and  if  the 
observations  and  the  calculations  are  accurately  made,  it  will 
be  found  that  the  valve  opens  alwaj^s  when  the  water  reaches 
approximately  the  same  height  above  the  centre  of  the  valve, 
whatever  be  the  shape  of  the  vessel  connected  with  the  tube, 
or  whatever  angle  the  plane  of  the  valve  makes  with  the  hori- 
zontal. 

It  will  also  be  found  that  the  mass  of  a  column  of  water 
whose  base  is  the  area  of  tlie  valve,  and  whose  height  is  the 
height  of  the  water  above  the  centre  of  the  valve,  equals  the 
mass  of  the  weights  holding  the  valve  in  position. 

Hence 

1.  The  pressure  which  any  liquid  exerts  upon  a  sur- 
face in  contact  with  it  is  independent  of  the  shape  of 
the  vessel  containing  the  liquid,  or  the  quantity  of  the 
liquid  pressing,  but  depends  only  on  the  area  of  the 
surface  pressed  and  the  vertical  distance  of  its  centre 
of  gravity  from  the  surface  of  the  liquid. 

2.  The  whole  pressure  of  any  liquid  upon  a  plane  in 
any  position  in  contact  with  it  is  equal  to  the  weight 
of  a  column  of  the  liquid  whose  base  is  the  area  of  the 
given  plane,  and  whose  height  is  the  depth  of  the  centre 
of  gravity  of  the  plane  below  the  surface  of  the  liquid. 

The  volume  of  this  column  of  liquid^ 

Its  base  x  its  height, 

and  its  mass=its  volume  X  its  density, 

but  its  mass  is  measured  by  its  weight. 

Hence        * 

The  whole  pressure  on  a  plane  =  area  of  the  plane  x 
depth  of  its  centre  of  gravity  below  the  surface  of 
liquid  X  density  of  liquid. 
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2.  Examples. 

1.  Find  the  whole  pressure  on  a  rectangular  surface  8  ft.  by  6 
ft.,  immersed  vertically  in  water  with  the  longer  side  parallel  to, 
and  2  ft.  below  the  surface  of  the  water. 

Area  of  the  surface  pressed  =  8x6  =  48  sq.  ft. 
The  centre  of  gravity  of  the  surface  is  3  ft.  below  the  upper 
horizontal  side,  or  5  ft.  below  the  surface  of  the  water. 

Then  the  volume  of  the  column  of  water  pressing  on  the 
surface  =  48x5  cubic  ft. ;  and,  since  1  cubic  ft.  of  water 
weighs  6  .'I  pounds,  the  total  pressure  on,  the  surface  =  48  x 
5  x62|  =  15,000  pounds. 

2.  What  is  the  whole  pressure  exerted  against  a  mill-dam  whose 
length  is  100  ft.,  the  part  submerged  being  10  ft.  wide,  and  the 
water  being  6  ft.  deep  ? 

Area  of  part  submerged  =  100  x  10=  1000  sq.  ft. 

Depth  of  the  centre  of  gravity  of  the  part  submerged  from 
the  surface  of  the  water  =  |  the  depth  of  the  water  =  3  ft. 

Then  the  volume  of  the  column  of  water  pressing  on  tlie 
part  submerged  =  1000  X  3  =  3,000  cubic  ft.  Therefore,  the 
whole  pressure  =  3^00  x  62|  =  187,500  pounds. 

A P B        3.  The  flood-gate   of   a  canal  is 

20  ft.  wide  and  12  ft.  deep,  and  is 
placed  vertically  in  the  canal,  the 
F  water  being  on  one  side  only,  and 
H  level  with  the  upper  edge  of   the 
gate  ;   find  the  whole  pressm-e  on 
(i.)  the  upper  one-half  of  the  gate, 
Fig.  45.  ^     (ii.)  the  lower  one-half  of  the  gate, 

(iii.)  the  lowest  one-third  of  the  gate. 

Let  ABCD  represent  the  gate  (Fig.  '15), 
ABFE  "  upper  one-half, 

EFCD  "  lower        " 

GHCD  "  lowest  one-third, 


T 
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and  let  T,  S  and  R  denote  the  centres  of  gravity  of  upper  one- 
iialf,  lower  one-half  and  lowest  one-third  respectively. 

(i.)  Area  of  ABFE  =  20  x  6  =  1 20  sq.  ft. 

Distance  PT  of  the  centre  of  gravity  of  ABFE  below 
the  surface  of  the  water  =  3  ft. 

Therefore  the  whole  pressure  on  ABFE  =  120  x  3  x  62^ 
=  •22,500  pounds. 

(ii.)  Area  of  EFCD  =  20  x  6  =  1 20  sq.  ft. 

Distance  PS  of  the  centre  of  gravity  of  EFCD  below 
the  surface  of  the  water  =  9  ft. 

Therefore  the  whole  pressure  on  EFCD  =  120  x  9  x  G2| 
=  67,500  pounds. 

(iii.)  Area  of  GHCD  =  20  x  4  =  80  sq.  ft. 

Distance  PR  of  the  centre  of  gravity  of  GHCD  below 
the  surface  of  the  water  =  10  ft. 

Therefore  the  whole  pressure   on   GHCD  =  80xl0x 
62  J  =  50,000  pounds. 


EXERCISE  XVII. 

1.  Find  the  whole  pressure  on  a  rectangular  plane  2  ft.  by  4  ft. 
when  immersed  in  water  so  that  its  centre  of  gravity  is  10  ft.  below 
the  surface  of  the  water. 

2.  Find  the  whole  pressure  on  a  rectangular  plane  2  metres  by  3 
metres,  immersed  horizontally  to  a  depth  of  5  metres  in  water. 

3.  A  rectangular  plane  4  ft.  by  3  ft.  is  immersed  vertically  in 
water  with  its  shorter  sides  horizontal,  the  upper  one  being  3  ft.  below 
the  surface  of  the  water.     Find  the  whole  pressure  on  the  surface. 

4.  A  rectangular  plane  10  metres  by  5  metres  is  innnersed  in 
water  with  one  of  its  sides  horizontal,  the  upper  being  2  metres  and 
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the  lower  2.3  metres  below  the  surface  of  the  water.     Find  the 
whole  pressure  on  it. 

5.  A  circular  surface  whose  radius  is  7  feet,  is  immersed  (1) 
horizontally,  (2)  vertically  in  water.  If  the  depth  of  the  centre  of 
the  circle  in  each  case  is  8  ft.,  find  the  pressure  on  the  surface. 

6.  The  water  in  a  canal  lock  rises  to  a  height  of  10  ft.  against 
one  side  of  a  vertical  flood-gate  whose  breadth  is  12  ft.  Find  the 
pressure  against  it. 

7.  Find  the  whole  pressure  against  a  mill  dam  40  metres  long 
and  2  metres  wide  when  the  water  is  level  with  the  upper  edge  of 
the  dam,  the  lower  edge  of  the  dam  being  1.8  metres  beneath  the 
surface. 

8.  The  water  in  a  canal  lock  rises  to  a  depth  of  20  ft.  against  a 
vertical  flood  gate  wliose  width  is  20  ft.  Find  the  pressure  on  (1) 
the  whole  gate,  (2)  the  upper  half,  (3)  the  lower  half. 

9.  A  rectangular  surface  1 2  ft.  by  14.  ft.  is  immersed  vertically  in 
water  with  the  longer  sides  horizontal,  the  upper  being  8  feet  below 
the  surface.  Find  the  pressure  on  (1)  the  whole  surface,  (2)  the 
lowest  one-quarter,  (3)  the  upper  two-thirds,  (4)  the  lowest  one- 
third. 

10.  A  rectangular  surface  12  ft.  by  8  ft.  is  immersed  in  water 
with  its  short  sides  horizontal,  the  upper  being  2  ft.  and  the 
lower  being  12  ft.  below  the  surface.  Find  the  pressure  on  (1)  the 
whole  surface,  (2)  the  highest  one-fifth,  (3)  the  lowest  two-fifths. 

11.  A  mill-dam  is  8  metres  long  and  3  metres  wide.  If  the  water 
is  level  with  the  top  of  the  dam  and  the  lower  etlge  of  the  dam  is 
2  metres  below  the  surface  of  the  water,  find  the  pressure  on  (1) 
the  whole  dam,  (2)  the  upper  one-half,  (3)  the  lowest  one-quarter. 

12.  The  water  in  a  canal  lock  rises  to  a  height  of  6  metres  against 
one  side,  and  to  a  height  of  4  metres  against  the  other  side  of  a 
vertical  flood-gate  whose  breadth  is  7  metres.  Find  the  whole  pres- 
sure against  the  gate. 

13.  A  cube  of  1  foot  edge  is  suspended  in  water  with  its  upper 
face  horizontal  and  at  a  depth  of  2|  feet  below  the  surface.  Find 
the  pressure  on  each  face  of  the  cube. 
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14.  A  dyke  to  shut  out  the  sea  is  100  ft.  long  and  is  built  in 
courses  of  masonry  2  ft.  high.  If  the  water  rises  against  it  to  a 
height  of  20  ft.,  find  the  pressure  on  (1)  the  2nd  course,  (2)  the  5th 
course,  (3)  the  7th  course.  The  courses  are  to  be  counted  from  the 
bottom. 

15.  An  equilateral  triangular  plate  is  immersed  vertically  in  water 
with  an  edge  60  cm.  in  length  on  tlie  surface.  Find  the  pressure 
upon  one  side  of  it. 

16.  An  isosceles  triangular  plate  whose  base  is  8  ft.  and  each  of 
whose  equal  edge  is  5  feet,  rests  in  water  in  a  vertical  position  with 
its  base  horizontal  and  its  vertex  in  the  surface  of  the  water.  Find 
the  pressure  upon  one  side  of  it. 

17.  A  vessel  whose  base  is  a  square  the  side  of  which  measures 
6  in.,  contains  mercury  to  the  depth  of  an  inch  and  water  to  the 
depth  of  10|  in.  If  the  sp.  gr.  of  the  mercury  is  13.5,  find  the 
pressure  on  the  base  of  the  vessel. 

18.  To  what  depth  must  a  rectangidar  surface  of  5  sq.  ft.  in  area 
be  sunk  in  water  that  it  may  sustain  a  pressure  of  31,250  pounds? 

19.  To  what  depth  can  a  piece  of  glass  wh<jse  surface  is  60  sq. 
cm.  and  just  capable  of  sustaining  a  pressure  of  48  kgm.  be  sunk 
in  water  before  it  breaks  ? 

20.  The  cork  of  a  bottle  will  just  sustain  a  force  of  125  pounds  to 
the  sq.  inch.  To  what  depth  can  the  bottle  be  sunk  before  the 
cork  is  driven  in  ? 

21.  Two  squares  whose  sides  are  4  and  6  in.  respectively  are 
immersed  vertically  in  a  liquid,  one  side  of  each  being  horizontal. 
The  first  square  has  its  upper  side  at  a  depth  of  10  in.  below  the 
surface.  To  what  depth  must  the  second  square  be  sunk  that  the 
pressure  on  it  may  be  the  same  as  that  upon  the  first? 

22.  A  closed  cubical  box  12  inches  high  is  filled  with  mercury  of 
sp.  gr.  13.5,  and  is  placed  on  the  flat  bottom  of  a  pool  of  water. 
What  must  be  the  depth  of  the  pool  in  order  that  the  whole  pres- 
sure from  within  on  one  of  the  vertical  faces  may  equal  the  whole 
pressure  from  without,  assuming  that  the  external  and  internal 
faces  are  of  the  same  area? 

7 
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23.  How  deep  must  a  3-inch  cube  be  sunk  in  water  with  two  of 
its  faces  horizontal  that  the  whole  pressure  on  5  square  inches  of 
the  bottom  may  be  equal  to  that  on  6  square  inches  of  the  top? 
What  then  will  be  the  whole  pressure  on  each  of  the  faces? 

24.  A  cube  floats  with  a  face  level  with  the  surface  of  a  fluid. 
Find  the  ratio  of  the  pressures  against  the  bottom  and  one  of  the 
sides. 

25.  A  rectangular  box  2  cm.  long,  1.5  cm.  wide,  and  8  mm. 
deep  is  filled  with  water.  Find  the  pressure  on  (1)  the  bottom,  (2) 
a  side,  (3)  an  end. 

26.  Compare  the  pressures  on  the  bottom  and  a  side  of  a  cubical 
vessel  filled  with  any  fluid.  Why  is  the  result  the  same  as  that  of 
question  24? 

27.  A  cubical  vessel  is  filled  with  two  liquids  whose  specific 
gravities  are  1  and  0.8  respectively.  They  do  not  mix,  and  their 
volumes  are  equal.  Find  the  ratio  of  the  pressure  on  the  upper  to 
that  on  the  lower  half  of  one  of  the  vertical  faces  of  the  cube. 

28.  A  cylindrical  vessel,  height  200  cm.  and  radius  of  base  70  cm., 
is  filled  with  water.  Find  the  pressure  on  (1)  the  bottom,  (2)  the 
curved  surface. 

29.  A  cylindrical  vessel  with  smooth  internal  surfaces  40  cm. 
high  and  14  cm.  in  diameter,  is  filled  with  water  and  closed  by  a 
piston  weighing  5  kgm.  Find  the  pressure  on  (1)  the  bottom,  (2) 
the  curved  surface. 

30.  A  vessel  is  in  the  shape  of  a  pyramid  which  is  4  ft.  high  and 
has  a  square  base,  each  edge  of  which  is  6  feet.  Find  the  pressure 
on  (1)  the  base,  (2)  a  side,  when  it  is  filled  with  water.  If  the 
vessel  is  supposed  weightless,  find  the  pressure  on  the  table  upon 
which  the  vessel  stands. 

31.  A  conical  vessel,  supposed  weightless,  8  cm.  high  and  radius 
of  base  6  cm.,  is  filled  with  water.  Find  the  pressure  on  (1)  the 
base,  (2)  the  curved  surface,  (3)  the  table  upon  which  the  vessel 
stands. 

32.  A  piston,  2  sq,  mm.  in  area  and  weighing  10  grams,  is  in- 
serted into  the  upper  side  of  a  closed  cubical  box,  each  edge  of 
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which  measures  8  cm.     If  the  box  is  filled  with  water,  find  the 
whole  pressure  on  the  entire  internal  surface  of  the  box. 

33.  A  cylindrical  vessel  1.2  metres  high  and  1.4  metres  in  dia- 
meter is  filled  with  water.  Find  the  pressure  on  (1)  the  base  of 
cylinder,  (2)  the  upper  one-half  of  curved  surface,  (3)  the  lowest 
one-third  of  curved  surface. 

34.  A  conical  vessel  with  its  vertex  dowrward,  is  filled  with 
water.  Find  the  total  pressure  on  its  curved  surface,  the  dia- 
meter of  the  base  being  1  metre  and  the  height  being  1.2  metres. 

35.  To  what  depth  must  a  liquid  be  poured  into  a  rectangular  box, 
the  base  of  which  is  a  square  whose  side  is  4,  that  the  sum  of  the 
pressures  on  the  sides  may  be  four  times  the  pressure  on  the  base  1 

36.  Find  the  height  of  a  cylinder,  the  diameter  of  which  is  12  in. 
that  the  pressure  on  the  curved  surface  may  be  three  times  the 
pressure  on  the  base,  when  the  cylinder  is  filled  with  any  liquid. 

37.  A  tube  whose  internal  cross-section  is  1  sq.  cm.  opens  freely 
into  a  water  tank  whose  internal  cross-section  is  4  sq.  m.  What 
pressure  must  be  exerted  against  a  piston  which  works  in  the  tube 
by  the  water  rising  in  the  tank  to  a  height  of  4  metres  above  the 
level  of  the  piston  ? 

38.  A  rectangular  vessel  80  cm.  long,  20  cm.  wide,  and  60  cm. 
deep,  supposed  weightless,  is  placed  on  a  horizontal  table.  Into  its 
upper  face  is  let  perpendicularly  a  straight  tube  which  rises  to  a 
height  of  2  metres  above  this  face,  the  internal  cross-section  of  the 
tube  being  1  sq.  cm.  The  vessel  and  the  tube  are  filled  with  water. 
Find  the  pressure  on  (1)  the  bottom  of  vessel,  (2)  a  side,  (3)  an 
end,  (4)  the  upper  surface,  (5)  the  table. 

39.  A  cylindrical  vessel,  radius  of  base  8  in.  and  height  12  in., 
is  placed  vertically  on  a  horizontal  table.  Into  its  upper  end  is  let 
perpendicularly  a  tube  20  in.  in  length,  the  horizontal  cross-section 
of  which  is  1  sq.  in.  Compare  the  pressure  on  the  base  and  on  the 
curved  surface,  when  the  cylinder  and  the  tube  are  filled  with  any 
liquid. 

40.  A  cubical  vessel  supposed  weightless,  whose  edge  is  4  in.  in 
length,  is  placed  on  a  horizontal  table.     Into  its  upper  surface  is 
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let  perpendicularly  a  straight  tube,  the  horizontal  cross-section  of 
which  is  1  sq.  in.  Vessel  and  tube  are  filled  with  a  liquid.  Find  the 
length  of  the  tube  (1)  that  the  pressure  on  the  side  of  the  cube  may 
be  four  times  the  pressure  on  the  base  before  the  tube  was  inserted, 
(2)  that  the  pressure  on  the  table  may  be  twice  the  pressure  on  the 
base  before  the  tube  was  inserted. 

41.  A  rectangle,  length  6  in.,  breadth  4,  remains  immersed  ver- 
tically in  a  liquid  with  one  of  its  long  sides  in  the  surface  of  the 
liquid,  divide  it  by  a  horizontal  line  into  two  parts  upon  which  the 
pressures  are  equal. 


3.  Equilibrium  of  Liquids  of  Unequal  Density  in  a  Bent  Tube. 
If  two  liquids  of  unequal  density  which  do  not  mix 
are  poured  into  a  bent  tube,  they  rest  in 
equilibrium  in  the  position  shown  in  Fig. 
46,  where  A  and  B  represent  their  free 
surfaces  and  C  their  common  surface.  Let 
Jg  p^  and  p^  be  tlie  densities  of  the  liquids,  and 
ac  and  he  the  heights  of  their  free  surfaces 
above  the  horizontal  plane  CD  drawn 
through  C  their  common  surface. 

Since  the  liquids  are  in  equilibrium 
The  pressure  at  C  =  the  pressure  at  D. 

Fig.  46.  *  ^ 

But  the  pressure  at  C  =  p^x ac 
and  the  pressure  at  D=/>2  X  he 

p^xac  =  p.2Xhc 


or        —  = 


hc_ 
ac, 


Hence 

When  the  liquids  are  in  equilibrium,  their  densities 
are  inversely  as  the  heights  of  their  respective  columns 
above  their  common  surface. 
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EXERCISE  XVIII. 

1.  Two  liquids  which  do  not  mix  are  contained  in  a  bent  tube. 
If  their  specific  gravities  are  1.2  and  1.8  respectively,  and  the 
height  of  the  first  above  their  common  surface  is  15  inches,  find  the 
height  of  the  other. 

2.  In  a  bent  tube  a  column  of  mercury  (sp.  gr.  13.6)  is  balanced 
by  a  column  of  alcohol  (sp.  gr.  .8)  if  the  height  of  the  former  is  (I) 
4  cm.,  (2)  10  cm.,  (3)  15  cm.,  what  in  each  case  is  the  height  of  the 
latter  1 

3.  Two  tanks  are  connected  by  a  pipe.  Into  one  tank  is  poured 
salt  water  (sp.  gr.  1.03),  and  into  the  other  petroleum  oil  (sp.  gr.  .5). 
The  oil  is  found  to  be  5  ft.  above  their  common  surface.  Find  the 
height  of  the  water. 

4.  Mercury  and  ether  are  poured  into  a  bent  tube.  The  mercury 
stantis  5.25  cm.  when  ether  stands  100  cm.  above  their  common 
surface.  If  the  density  of  the  ether  is  .715  grams  per  cubic  centi- 
metre, what  is  the  density  of  the  mercury  J 

5.  Two  liquids  that  do  not  mix  are  contained  in  a  bent  tube. 
The  difference  of  their  levels  is  40  cm.  and  the  height  of  the  denser 
above  their  common  surface  is  70  cm.     Compare  their  densities. 

6.  If  water  and  a  denser  liquid  which  does  not  mix  with  it  is 
placed  in  a  U-tube,  the  internal  cross-section  of  which  is  1  sq.cm., 
the  difference  of  their  levels  is  found  to  be  5  cm.,  and  the  height  of 
the  liquid  above  their  common  surface  is  10  cm.  Wliat  is  the 
height  of  the  water  ? 

7.  The  lower  ends  of  two  vertical  tubes  whose  cross-sections  are 
1  and  .1  inches  respectively,  are  connected  by  a  tube.  The  tubes 
contain  mercury  (sp.  gr.  13.6).  What  volume  of  water  must  be 
poured  into  the  larger  tube  to  raise  the  level  of  the  mercury  in  the 
smaller  tube  by  one  inch  ? 

8.  A  U  tube  has  mercury  (sp.  gr.  13.6)  poured  into  it  until  the 
surface  of  the  mercury  is  half  way  up  each  tube.  Water  is  poured 
into  one  branch  until  it  is  filled.  How  high  will  the  mercury  rise 
in  the  other  branch  ? 
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9.  A  U-tube,  having  its  two  arms  equal,  has  mercury  poured 
into  it  until  each  surface  is  6  inches  below  the  top  of  the  tube. 
Water  is  poured  into  one  branch  and  alcohol  (sp.  gr.  .8)  into  the 
other  to  fill  the  tube.  Find  the  length  of  the  tube  occupied  by 
each  liquid. 

10.  Water  is  poured  into  a  U-tube,  the  branches  of  which  are  6 
inches  long,  until  they  are  half  full.  As  much  oil  (sp.  gr.  §)  is 
poured  into  one  of  the  branches.  What  length  of  the  tube  does  it 
occupy  ? 

11.  A  uniform  bent  tube  consists  of  two  vertical  branches  and  of 
a  horizontal  portion  uniting  the  lower  ends  of  the  vertical  por- 
tions. Enough  water  is  poured  in  to  occupy  6  cm.  of  the  tube  and 
then  enough  oil  (sp.  gr.  ^)  to  occupy  5  cm.  is  poured  in  at  the  other 
end.  If  the  length  of  the  horizontal  part  of  the  tube  is  2  cm.,  find 
where  the  common  surface  is  situated. 


J 


CHAPTER   XI. 

RESULTANT   PRESSURE. 

If  a  body  is  immersed  in  a  liquid,  every  point  of  its 
surface  will  be  subjected  to  a  pressure  which  is  perpen- 
dicular to  the  surface  at  that  point,  and  which  varies  as 
the  depth  of  that  point  below  the  surface  of  the  liquid. 
When  these  pressures  are  resolved  into  horizontal  and 
vertical  components,  the  horizontal  components  equili- 
briate  each  other,  and  since  the  pressure  on  the  lower 
part  of  the  body  is  greater  than  that  on  the  upper  part, 
the  resultant  of  all  the  forces  acting  upon  the  body  must 
be  vertical  and  act  upward.  This  force  is  termed  the 
resultant  vertical  pressure  or  buoyancy  of  the  fluid. 

1.  Measure  of  the  Resultant  Vertical  Pressure. 

In  Experiment  2,  page  111,  Part  I.,  it  was  shown 
experimentally  that  the  buoyant  force  exerted  by  a  fluid 
on  a  body  immersed  in  it  is  equal  to  the  weight  of  the 
fluid  equal  in  volume  to  the  body, 

or, 

A  body  when  weighed  in  a  fluid  loses  in  apparent 
weight  an  amount  equal  to  the  weight  of  the  fluid 
which  it  displaces. 

This  conclusion  may  be  arrived  at  in  another  way. 
Let  A  be  a  body  which  is  either  wholly  immersed 
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(Fi<^.  476)  or  which  has  the  part  ahcd  (Fig.  4>7a)  iiniiiersed 
in  a  fluid,  and  suppose  the  body  removed,  and  its  place 


Fio.  47a. 


abed  filled  up  with  fluid.  Since  the  fluid  body  in  the  space 
abed  is  of  the  same  density  as  the  surrounding  fluid,  it 
will  remain  in  equilibrium.    The  forces  acting  upon  it  are: 


Fig.  476. 


(i.)  Its  weight. 

(ii.)  The  resultant  fluid  pressure  upon  its  surface. 

Therefore  the  resultant  fluid  pressure  equals  the  weight 
of  the  fluid  abed.  Since  the  weight  of  the  fluid  acts 
vertically  downward  through  its  centre  of  gravity,  the 
resultant  pressure  must  act  vertically  upward  through 
the  same  point.  If  now  we  suppose  the  solid  body  A  to 
replace  the  fluid  in  the  space  abed,  it  is  evident  that  the 
resultant  pressure  of  the  fluid  will  thrust  it  upward  with 
the  same  force,  that  is,  with  a  force  equal  to  the  weight 
of  the  fluid  displaced  by  the  solid. 
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EXERCISE   XIX. 

1.  A  cu.ft.  of  marble  which  weighs  300  pounds  is  immersed  in 
water.  Find  (1)  the  resultant  fluid  pressure  upon  it,  (2)  its  weight 
in  water. 

2.  A  on.  in.  of  a  metal  weighs  5  pounds  in  air.  Find  its  weight  in 
water. 

3.  Three  and  one-half  c.dcm.  of  a  substance  weigh  6  kgm.  Find 
the  weight  when  immersed  in  water. 

4.  Six  and  three-fourths  c.cm.  of  a  substance  weigh  18.5  grams. 
Find  the  weight  when  immersed  in  a  liquid  twice  as  heavy  as  water. 

5.  A  body  whose  volume  is  22  cu.ft.  weighs  420  pounds.  Find  its 
weight  when  |  of  its  volume  is  immersed  in  water. 

6.  A  substance  whose  volume  is  3i  c.dcm.  weighs  7f  kgm.  Find 
its  weight  when  §  of  its  volume  is  immersed  in  a  liquid  one-half  as 
heavy  as  water. 

7.  Five  c.  metres  of  a  metal  weigh  in  vactio  20,000  kgm.  With 
what  force  would  it  be  buoyed  up  if  it  were  suspended  in  air  ?  Find 
its  weight  in  air.     1  c.cm.  of  air  weighs  .0013  grams. 

8.  Three  and  one-half  cu.ft.  of  granite  weigh  750  pounds  in  water. 
Find  its  weight. 

9.  A  body  whose  volume  is  4^  c.dcm.  weighs  in  water  5 J  kgm. 
Find  its  weight. 

10.  A  substance  whose  volume  is  m  cu.  feet  weighs  it  pounds  in 
air.  Find  its  real  weight,  that  is  its  weight  in  vacuo,  if  a  cu.  inch 
of  air  weighs  p  oz. 

11.  Seven  and  one-half  c.  metres  of  a  substance  weigh  9,000  kgm. 
when  f  of  its  volume  is  immersed  in  water.     Find  its  weight. 

12.  A  body,  the  volume  of  which  is  5f  cu.  feet,  weighs  75  pounds 
when  -^Y  of  its  volume  is  immersed  in  a  liquid  |  as  heavy  as  water. 
Find  its  weight. 

13.  Find  the  volume  of  a  body  that  weighs  10  kgm.  in  air  and 
8  kjfm.  in  water. 
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14.  Find  the  volume  of  a  cube  of  iron  which  weighs  2,800  pounds 
in  air  and  2,425  jjounds  in  water. 

15.  Find  the  edge  of  a  cube  of  lead  which  weighs  90.8  kgm.  in  air 
and  84.8  kgm.  when  |  of  its  volume  is  immersed  in  water. 

16.  A  cu.  in.  of  one  of  two  liquids  weighs  f  oz. ,  and  of  the  other 
J  oz.  A  body  immersed  in  the  first  weighs  7  oz.,  and  in  the  second 
12  oz.     Find  the  weight  and  the  volume  of  the  body. 

17.  A  c.cm.  of  water  weighs  1  gram  and  a  c.cm.  of  air  weighs 
0.0013  grams.  A  body  weighs  100  grams  in  air  and  40.078  grams 
in  water.     Find  (1)  its  weight  in  vacuo,  (2)  its  volume. 

18.  The  mass  of  a  piece  of  limestone  (sp.  gr.  =  2.637)is  256.34 
gm.     What  is  its  apparent  weight  in  water  ? 

19.  The  apparent  weight  of  a  mineral  when  weighed  in  water  is 
195.46  gm.     If  its  specific  gravity  is  2.678,  what  is  its  mass  ? 

20.  Find  the  apparent  weight  of  5  c.cm.  of  gold  (sp.  gr.  =  19.3) 
in  mercury  (sp.  gr.  =  13.6). 

21.  A  vessel  of  water  is  placed  in  one  scale-pan  of  a  balance  and 
counterpoised.  Will  the  equilibrium  be  disturbed  if  a  person  dips 
his  finger  into  the  water  without  touching  the  sides  of  the  vessel  1 
Explain  fully. 

22.  A  vessel  containing  water  is  placed  in  one  scale-pan  of  a 
balance,  and  balanced  by  weights  in  the  other  scale-pan.  A  piece 
of  lead  (sp.  gr.  =  11.4)  weighing  17. 1  gm.  is  suspended  by  a  string 
from  a  fixed  support,  and  is  placed  totally  immersed  in  the  water. 
What  additional  weight  must  be  used  to  restore  the  equilibrium  ? 
In  which  scale-pan  must  it  be  placed  ? 

23.  Water  floats  upon  mercury,  whose  specific  gravity  is  13,  and 
a  mass  of  platinum,  whose  specific  gravity  is  21,  is  held  suspended 
by  a  string  so  that  i|  of  its  volume  is  immersed  in  the  mercury  and 
the  remainder  of  its  volume  in  the  water.  Prove  that  the  tension 
of  the  string  is  half  the  v^eight  of  the  platinum. 

24.  Eight  cubic  centimetres  of  a  metal  whose  specific  gravity  is 
6,  and  a  certain  volume  of  platinum  whose  specific  gravity  is  21  are 
connected  by  a  fine  thread  passing  over  a  smooth  pulley,  and  rest 
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in  equilibrium  when  both  bodies  are  immersed  in  water.  By  how 
much  must  tlie  metal  be  diniinLshed  in  voluuie  to  preserve  equi- 
librium (1)  when  the  metal  is  removed  from  the  water,  (2)  when 
both  the  metal  and  the  platinum  are  removed  from  the  water  ? 


2.  Conditions  of  Equilibrium  of  a  Body  acted  upon  by  Fluid 
Pressure. 

When  a  body  is  placed  in  a  fluid  and  left  to  itself  two 
forces  act  upon  it. 

(i.)  The  force  of  gravity,  acting  vertically  downward 
through  the  centre  of  gravity  of  the  body. 

(ii.)  The  resultant  fluid  pressure,  acting  vertically  up- 
ward through  the  centre  of  buoyancy  (the  centre  of 
gravity  of  the  fluid  displaced)  =  the  weight  of  the  fluid 
displaced. 

If  the  body  is  in  equilibrium  under  the  action  of  these 
forces,  they  must  be  equal  and  act  in  opposite  directions 
in  the  same  straight  line.  The  following  are,  therefore, 
the  conditions  of  equilibrium  when  a  body  floats  wholly 
or  partially  immersed  in  a  fluid. 

1.  The  weight  of  the  body  equals  the  weight  of  the 
fluid,  displaced  by  it. 

2.  The  centre  of  gravity  of  the  body  is  in  the  same 
vertical  line  as  the  centre  of  buoyancy. 


EXEECISE  XX. 

1.  A  cubic  in.  of  pine  floats  with  f  of  its  volume  in  water.  Find 
its  weight. 

2.  A  c.cm.    of  poplar  floats  with  —of  its  volume  out  of  water. 
Find  its  weight. 
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3.  The  weight  of  2|  cu.  feet  of  elm  is  124  pounds.  What  part 
of  its  volume  will  be  immersed  if  it  is  allowed  to  float  in  water  ? 

4.  The  weight  of  6|  c.dcm.  of  cork  is  1|  kgm.  If  it  is 
allowed  to  float  in  water,  how  many  cu.dcm.  will  remain  above 
the  surface  ? 

5.  A  piece  of  wood  weighing  100  pounds  floats  in  water  with  | 
of  its  volume  above  the  surface.     Find  its  volume. 

6.  If  a  piece  of  ash  ('sp.  gr.  =  .8)  is  allowed  to  float  in  water, 
what  part  of  its  volume  will  be  immersed  ? 

7.  A  cylinder  12  in.  long  made  of  larch  (sp.  gr.  =  .53)  floats  in 
water.     How  many  inches  will  remain  out  of  water? 

8.  If  a  body  whose  specific  gravity  is  4  float  in  a  liquid  whose 
specific  gravity  is  5,  what  portion  of  the  body  will  be  immersed  ? 

9.  Seven  and  one-half  cu.ft.  of  poplar  floats  with  f  of  its  volume 
out  of  a  liquid  (sp.  gr.  =  .8).     Find  its  weight. 

10.  A  piece  of  pine  weighs  a  n  grams  and  floats  with  -  of  its 
volume  in  water.     Find  its  volume. 

11.  What  is  the  least  force  which  must  be  applied  to  a  cu.ft.  of 
larch  which  weighs  30  pounds  that  it  may  be  wholly  immersed  in 
water  ?  , 

12.  A  c.dcm.  of  cork,  weighing  480  grams,  floats  just  immersed  in 
water,  when  prevented  from  rising  by  a  string  attached  to  the 
bottom  of  the  vessel  containing  the  water.  Find  the  tension  of  the 
string. 

13.  A  cylindrical  cup  weighs  35  grams,  its  external  radius  being 
1|  cm.,  and  its  height  8  cm.  If  it  be  allowed  to  float  in  water 
with  its  axis  vertical,  what  additional  weight  must  be  placed  in  it 
that  it  may  sink  ? 

14.  A  cylinder  of  wood,  8  in.  long  and  weighing  15  pounds,  floats 
vertically  in  water  with  3  in.  of  its  length  above  the  surface.  What 
is  the  tension  of  the  string  which  wiU  hold  it  just  immersed  in 
water  ? 

15.  A  cylindrical  buoy,  10  ft.  long  and  horizontal  cross-section 
4  sq.ft.,  weighs  860  pounds.     If  it  be  anchored  with  one-half  of  its 
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volume  in  sea-water.    Find  the  tension  of  the  anchor  chain  (1  cu.ft. 
of  sea-water  weighs  64^  pounds). 

16.  A  cube  floats  in  water  with  its  upper  face  in  the  surface  when 
a  weight  of  62^  pounds  is  placed  upon  it.  If  tlie  cube  rises  1  in. 
when  the  weight  is  removed,  find  the  edge  of  the  cube. 

17.  A  cylinder  floats  vertically  in  water,  and  sinks  2  in.  when  a 
weight  of  250  oz.  is  placed  upon  it.  Find  the  horizontal  cross- 
ser.tion  of  the  cylinder  ? 

18.  A  body  floats  with  one-third  of  its  volume  immersed  in  a 
liquid.  If  it  requires  a  weight  of  10  pounds  to  cause  it  to  float 
with  one-half  of  its  volume  immersed,  find  its  mass. 

19.  The  area  of  the  cross-section  of  a  ship  at  the  water-line  is 
10,000  sq.  ft.     ^\Tiat  additional  load  wiU  sink  it  2|  in.  ? 

20.  A  cylinder  floats  vertically  in  a  liquid.  Compare  the  forces 
necessary  to  raise  it  3  in.  and  to  depress  it  3  in. 

21.  What  is  the  least  weight  that  must  be  placed  upon  a  cu.  ft. 
of  cork  (sp.  gr.— .25)  that  it  may  float  totally  immersed  in  a  liquid 
whose  specific  gravity  is  .91 

22.  What  is  the  least  weight  that  must  be  placed  upon  a  piece  of 
wood  weighing  20  pounds  and  floating  with  §  of  its  volume  immersed 
in  a  liquid  whose  specific  gravity  is  1.5  that  it  may  be  totally 
immersed  ? 

23.  A  cylinder  of  cork  weighs  10  grams,  and  its  specific  gravity 
is  .25.  Find  the  least  force  that  will  immerse  it  (1)  in  water,  (2) 
in  a  liquid  whose  specific  gravity  is  .75. 

24.  A  body  (sp.  gr.  =.5)  floats  on  water.  If  the  weight  of  the 
body  is  1  kgm. ,  find  the  number  of  cubic  centimetres  of  it  above  the 
siu*face  of  the  water. 

25.  If  a  cube  float  on  water  with  one  of  its  faces  horizontal,  and 
a  body  the  mass  of  which  is  9  grams  when  placed  upon  it  makes  it 
sink  1  cm.,  find  the  size  of  the  cube. 

26.  A  cylinder  of  wbod  floats  in  water  with  three-fourths  of  its 
volume  above  the  surface  ;  when  a  cylinder  of  metal  half  as  large 
again  is  attached  to  the  first,  the  two  float  just  immersed.  Com- 
pare the  densities  of  the  wood  and  the  metal. 
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27.  A  hollow  cubical  metal  box  of  which  the  length  of  an  edge 
is  one  inch  and  the  thickness  one-eighteenth  of  an  inch  will  just 
float  in  water  when  a  piece  of  cork  of  which  the  volume  is  4.34 
c.in.  and  the  specific  gravity  .5,  is  attached  to  the  bottom  of  it. 
Find  the  density  of  the  metal. 

28.  A  cylinder  of  larch  19  cm.  in  height  is  joined  to  a  cylinder  of 
iron  (sp.  gr.  =  7.8)  1  cm.  in  height  so  as  to  form  one  cylinder  20 
cm.  in  height.  This  is  found  to  float  in  water  with  2  cm.  project- 
ing above  the  surface.     Find  the  density  of  larch. 

29.  A  rod  of  uniform  section  is  formed  partly  of  platinum  (sp. 
gr.  =  21)  and  partly  of  iron  (sp.  gr.=7.5),  the  platinum  portion  being 
2  in.  long.  What  will  be  the  length  of  the  iron  portion  when  the 
whole  floats  in  mercury  (sp.  gr.  =13.5)  with  the  iron  1  in.  above  the 
surface  ? 

30.  A  liquid  (sp.  gr.  =  1.6)  is  poured  into  a  vessel  containing 
mercury  (sp.  gr.  =  13.1),  and  a  cylinder  of  zinc  (sp.  gr.  =7)  allowed 
to  sink  through  the  liquid  floats  with  its  axis  vertical  in  the  mer- 
cury. If  the  cylinder  is  5  dcm.  long,  find  the  length  of  the  part 
immersed  in  the  mercury. 

31.  Taking  7.67  pounds  as  the  weight  of  100  cu.ft.  of  air,  find 
approximately  the  volume  of  hydrogen  (sp.  gr.  compared  with  air 
•07)  which  a  balloon  must  contain  in  order  that  its  lifting  power 
may  be  equal  to  a  weight  of  713  lbs. 

32.  A  body  floats  in  a  fluid  (sp.  gr.  =.9)  with  as  much  of  its 
volume  out  of  the  fluid  as  would  be  immersed  if  it  floated  in  a  fluid 
(sp.  gr.  1.2).     Find  the  specific  gravity  of  the  body. 

33.  A  cubical  block  of  wood  (sp.  gr.  =.6)  whose  edge  is  1  foot 
floats,  with  two  faces  horizontal,  down  a  fresh  water  river  out  to 
sea,  where  a  fall  of  snow  takes  place,  causing  the  block  to  sink  to 
the  same  depth  as  in  the  river.  If  the  specific  gravity  of  the  sea 
water  is  1.025,  find  the  weight  of  the  snow  on  the  block. 

34.  A  ship,  of  mass  1000  tons,  goes  from  fresh  water  to  salt 
water.  If  the  area  of  the  section  of  the  ship  at  the  water  line  is 
15000  sq.ft.,  and  her  sides  vertical  where  they  cut  the  water,  find 
how  much  she  will  rise,  taking  the  specific  gravity  of  sea  water  as 
1.026. 
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35.  A  piece  of  iron  (sp.  gr.  =7.5),  the  mass  of  which  is  26  lbs.,  is 
placed  on  the  top  of  a  cubical  block  of  wood  floating  in  water,  and 
sinks  it  so  that  the  upper  surface  of  the  wood  is  level  with  the  sur- 
face of  the  water.  The  iron  is  then  removed.  Find  the  mass  of 
the  iron  that  must  be  attached  to  the  lower  surface  of  the  wood  so 
that  the  top  may  be  as  before  in  the  surface  of  the  water. 

36.  A  body  floats  in  water  contained  in  a  vessel  placed  under  an 
exhausted  receiver  with  one-half  its  volume  immersed.  Air  is  then 
forced  into  the  receiver  until  its  density  is  80  times  that  of  the  air 
at  the  atmospheric  pressure.  Prove  that  the  volume  immersed  in 
the  water  will  then  be  ^  of  the  whole  volume,  assuming  the  specific 
gravity  of  air  at  the  atmospheric  pressure  to  be  .00125. 

37.  An  accurate  balance  is  complptely  immersed  in  a  ve^el  of 
water.  In  one  scale-pan  some  glass  (sp.  gr.  =  2. 5)  is  being  weighed 
and  is  balanced  by  a  one-pound  weight  whose  sp.  gr.  is  8,  which 
is  placed  in  the  other  scale-pan.     Find  the  real  weight  of  the  glass. 

38.  A  cubical  box,  the  volume  of  which  is  1  cu.  ft.,  is  three-fourths 
filled  with  water,  and  a  leaden  ball,  the  volume  of  which  is  72  cu.  in., 
is  lowered  into  the  water  by  a  string.  Find  the  increase  in  pres- 
sure on  (1)  the  base,  (2)  a  side  of  the  box. 

39.  A  cylindrical  bucket,  10  in.  in  diameter  and  one  ft.  high,  is 
half  filled  with  water.  A  half  hundredweight  of  iron  is  suspended 
by  a  thin  string  and  held  so  as  to  be  completely  immersed  in  water 
without  touching,  the  bottom  of  the  bucket.  Subsequently  the 
string  is  removed  and  the  iron  allowed  to  rest  on  the  bottom  of  the 
bucket.  By  how  much  will  the  pressure  on  the  bottom  be  increased 
in  each  case  by  the  presence  of  the  iron  ?  (A  cu.  ft.  of  iron  weighs 
440  lbs.) 


CHAPTER  XII 

INSTRUMENTS   AND   MACHINES. 

I. — The  Barometer. 

The  method  of  measuring  the  pressure  of  the 
atmosphere  upon  any  surface  by  measuring  the 
weight  of  a  counterbalancing  mercury  column 
was  considered  in  Exp.  9,  page  121,  Part  I.  This 
is  the  principle  of  action  of  all  mercury  baro- 
meters. The  follctwing  is  a  description  of  one 
of  the  most  common  forms  of  the  instrument. 

1.  Cistern  Barometer. 

A  glass  tube  A  (Fig.  48)  about  one  centimetre 
in  diameter  and  800  mm.  long,  one  end  being 
closed  and  the  other  narrowed  to  a  small  opening, 
is  filled  with  mercury  and  placed  in  a  vertical 
position  with  the  open  end  beneath  the  surface 
of  the  mercury  in  a  small  glass  cistern  B.  This 
cistern  has  usually  a  flexible  leather  bottom 
which  can  be  moved  up  or  down  by  a  screw  C. 
A  scale  is  attached  to  the  side  of  the  tube  by 
means  of  which  the  height  of  the  surface  of  the 
mercury  in  the  tube  above  a  fixed  point  in  the 
cistern  may  be  observed. 

To  read  the  barometer  the  screw  C  is  turned 
until  the  surface  of  the  mercury  in  the  cistern 
comes  to  the  fixed  point.  The  scale  will  then 
indicate  the  diflference  in  the  mercury  levels  in 
the  tube  and  the  cistern. 
[112] 
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2.  Siphon  Barometer. 

Another  form    of    barometer   is   shown    in 
The  column  of  mercury  in  the  closed  branch 
A  is   sustained   by   the   pressure   of   the  air 
upon  the  surface  of  the  mercury  in  the  open 
one  B. 

The  upper  scale  gives  the  height  of  the 
mercury  in  the  closed  branch  above  a  fixed 
point,  and  the  lower  scale  the  distance  of  the 
mercury  in  the  open  branch  below  the  same 
fixed  point.  The  sum  of  the  two  readings  is 
the  height  of  the  barometer  column. 

1.  Devise  ail  experiment  to  show  that  the  cohimn 
of  mercury  in  the  tube  of  a  barometer  is  sustained  by 
the  pressure  of  the  atmosphere. 

2.  What  effect  upon  the  height  of  the  barometer 
would  the  presence  of  a  piece  of  iron  floating  upon  the 
surface  of  the  mercury  in  the  tube  have  ?     Explain. 

3.  At  what  point  in  the  barometer  tube  will  the 
pressure  of  the  atmosphere  be  most  likely  to  crush  the 
tube  ?     Explain. 

4.  A  barometer  has  some  air  in  the  tube  above  the 
mercury.  How  would  its  reading  be  affected  (1)  by 
taking  it  down  into  a  coal  mine,  (2)  by  raising  the 
temperature  of  the  room  in  which  it  is  ?     Explain. 

5.  Which  would  be  ths  more  suitable  for  an  accurate 
barometer,  a  tube  of  fine  bore  or  one  of  wide  bore  ? 
Explain. 


Fig.  49. 
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6.  Explain  why  a  barometer  falls  when  carried  up  a  mountain. 
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3.  Find  the  Pressure  of  the  Atmosphere  on  a  Surface  the 
Area  of  which  is  «,  when  the  Height  of  a  Barometer 
Using  a  Liquid  of  Density  p  is  h. 

The  pressure  of  the  atmosphere  on  the  surface  equals  the 
weight  of  a  column  of  the  liquid  used  in  the  barometer  whose 
base  is  of  area  a  and  whose  height  is  h. 

But  the  weight  of  the  liquid 

=  its  volume  x  its  density 

=  (a  X  h)        X  p. 

Hence  the  atmospheric  pressure  on  the  surface 

=  ahp. 


,  EXERCISE    XXI. 

Note. — In  the  following  questions  the  density  of  mercury  is  to 
be  taken  as  13.6  grams  per  cubic  centimetre,  or  as  13600  oz.  per 
cubic  foot. 

1.  Find  the  atmospheric  pressure  per  sq.  inch  when  the  mercury 
barometer  stands  at  30  inches. 

2.  Find  the  pressure  of  the  atmosphere  on  a  square  centimetre 
when  the  mercury  barometer  stands  at  76  cm. 

3.  Three  barometers  are  constructed  to  use  lic^uids  whose 
specific  gravities  are  respectively  7.2,  2.9,  and  11.8.  Find  the 
atmospheric  pressure  on  a  square  inch  (1)  when  the  first  barometer 
stands  at  4.8  ft.,  (2)  when  the  second  stands  at  11.52  ft.,  (3)  when 
the  third  stands  at  5.76  cm. 

4.  Three  barometers  are  constructed  to  use  liquids  whose 
specific  gravities  are  respectively  13.6,  5.17,  and  2.06.  Find  the 
atmospheric  pressure  on  1  sq.  cm.,  (1)  when  the  first  barometer 
stands  at  70  cm. ,  (2)  when  the  second  stands  at  2  metres,  (3)  when 
the  third  stands  at  5  metres. 
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5.  If  in  ascending  a  mountain  the  barometer  falls  from  30  in.  to 
20  in. ,  find  the  decrease  in  the  atmospheric  pressure  on  an  area  of 
10  sq.  ft. 

6.  If  the  atmospheric  pressure  is  15  pounds  per  sq.  in.,  find  the 
heights  of  the  columns  in  barometers  constructed  to  use  liquids 
whose  specific  gravities  are  respectively  1.44,  3.6,  and  4.8. 

7.  The  atmospheric  pressure  is  1033.6  grams  per.  sq.  centimetre. 
Find  the  heights  of  the  columns  in  barometers  constructed  to  use 
liquids  whose  specific  gravities  are  respectively  13.6,  6.8  and  3.4. 

8.  Find  the  heights  of  the  columns  in  barometers  constructed  to 
use  liquids  whose  specific  gravities  are  respectively  1.6,  17,  and  5 
when  the  mercury  barometer  stands  at  30  in. 

9.  The  mercury  barometer  stands  at  76  cm.  What  is  the  height 
of  a  water  barometer  1 

10.  A  mercury  barometer  stands  at  28.8  in.  "Find  the  sp.  gr.  of 
nitric  acid,  if  a  column  of  it  22.72  ft.  in  height  can  be  supported  by 
the  atmospheric  pressure. 

11.  Glycerine  rises  in  a  barometer  tube  to  a  height  of  26  ft. 
when  mercury  stands  at  30  in.     What  is  the  density  of  glycerine  ? 

12.  At  the  surface  of  a  lake  the  barometer  stands  at  30  in. 
What  will  be  the  reading  of  the  barometer  when  it  is  sunk  in  the 
water  to  a  depth  of  100  ft.? 

13.  At  what  depth  below  the  surface  of  a  lake  will  the  barometer 
stand  at  80  in.,  if  at  the  surface  it  stands  at  30  in.? 

14.  A  mercurial  barometer  is  sunk  in  a  vessel  of  water,  and 
reads  32.18  in.  when  its  free  surf;u3e  is  3  ft.  below  the  surface  of 
the  water,  while  outside  the  reading  is  29.3  in.  Compare  the 
density  of  mercury  with  that  of  water. 

15.  Solve  the  following  questions  in  Exercise  xvii.,  taking  the 
atmospheric  pressure  into  account : — (a)  Nos.  1,  8,  13,  18,  if  the 
barometer  stands  at  30  in.  (b)  Nos.  2  and  28,  if  the  barometer 
stands  at  76  cm. 

16.  Into  thu  upper  surface  of  a  closed  vessel  is  let  perpendicularl}'^ 
a  straight  tube.     The  vessel  is  completely  filled  with  water,  and  the 
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tube  is  also  filled  to  a  height  of  11  ft.  4  in.  Find  the  upward 
pressure  of  the  water  on  1  sq.  ft.  in  the  upper  surface  of  the  vessel, 
if  the  height  of  the  water  barometer  is  34  ft. 

17.  Water  floats  on  mercury  to  a  depth  of  20  ft. ;  at  what  depth 
below  the  surface  of  the  mercury  will  the  pressure  on  an  area  of  1 
sq.  ft.  be  20266  pounds,  when  the  barometer  stands  at  30  in.? 


IL— Air  Pump. 
1.  CSonstmction. 

Fig.  50  shows  one  of  the  most  common  forms  of  the 
air  pump.  A  cylindrical  barrel  AB  is  connected  by 
means  of  a  pipe  C  with  a  receiver  R,  from  which  the  air 


is  to  be  removed.  A  piston  D,  in  which  there  is  a  valve 
opening  upward,  is  worked  in  the  barrel  by  a  rod  which 
passes  through  the  air-tight  collar  at  the  top  of  the 
barrel.  At  A  and  B,  the  ends  of  the  barrel,  are  valves 
opening  upward.  A  gauge  G  for  testing  the  extent  of 
the  exhaustion  is  sometimes  connected  with  the  tube  C 
by  means  of  a  tap  T. 
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2.  Action. 

Supjiose  D  at  its  lowest  position.  As  it  ascends  the 
compression  of  the  air  in  AD  closes  the  valve  in  the 
piston  (Fig.  50)  and  opens  the  valve  A,  and  the  enclosed 
air  escapes,  while  a  part  of  the  air  in  the  receiver  R  flows 
through  the  valve  B  and  occupies  the  vacuum  formed 
below  D.  When  the  piston  begins  to  descend,  the  valves 
A  and  B  are  closed  (Fig.  50«)  and  the  air  in  DB  flows  up 
through  the  valve  in  D.  Thus  at  each  double  stroke  of 
the  piston  a  fraction  of  the  air  is  removed  from  the 
receiver. 

1.  Of  what  use  is  the  valve  A  ? 

2.  Wliat  causes  it  to  close  when  the  piston  descends  1 

3.  What  causes  the  valve  in  D  to  open  and  the  valve  B  to  shut 
when  the  piston  descends  ? 

3.  To  Determine  the  Pressure  and  the  Density  of  the  Air  in 

the  Receiver  after  71  Strokes  of  the  Piston. 

Let  V  and  v  denote  the  volumes  of  the  receiver  and 
the  barrel  respectively,  P  the  pressure  of  the  air  at  first, 
Pj,  Pjj,  P3 .  .  .  Pm  the  pressures  of  the  air  after  1,  2,  3  .  .  . 
n  strokes  of  the  piston. 

When  tlie  piston  is  first  raised,  the  air  in  the  receiver 
expands  and  occupies  both  the  receiver  and  the  barrel. 

Thus  a  volume  Y  of  air  becomes  Y  +  v. 
But  by  Mariotte's   Law  the  pressure   of    the  air  varies  in- 
versely as  volume.     (Page  126,  Part  I.) 

Therefore  L     ^     ^  +  ^ 

P,     -        V 
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Pi      = 


V  +  w 


Similarly  P^     =    _X_  P^ 


Y  +  v 


And  so  on. 


Hence  finally    Pn    =  f j  p 

\y  +  vj     ' 


The  density  of  the  air  varies  directly  as  the  pressure,  hence 
if  f)  denotes  the  density  of  the  air  at  first,  and  /^j  p.^  p^  .  .  . 
Pn ,  the  densities  after  1,  2,  3  ...  w  strokes 


—  (v-i-J"^ 


Why  cannot  all  the  air  be  removed  from  the  receiver  by  means 
of  the  air  pump  ? 


EXERCISE   XXII. 

1.  The  capacity  of  the  receiver  of  an  air  pump  is  five  times  that 
of  the  barrel.  Compare  the  density  of  the  air  after  the  fifth  stroke 
with  the  density  at  first. 

2.  If  the  capacity  of  the  receiver  of  an  air  pump  is  four  times 
that  of  the  barrel,  and  the  initial  density  of  the  air  is  1,  find  the 
density  after  (1)  the  3rd  stroke,  (2)  5th  stroke,  (3)  8th  stroke  of 
the  piston. 

3.  The  capacity  of  the  receiver  of  an  air  pump  is  seven  times 
that  of  the  barrel.  After  how  many  strokes  will  the  density  of  the 
air  in  the  receiver  be  to  the  initial  density  as  343;  512. 
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4.  The  volume  of  the  barrel  of  an  air  pump  is  24  cu.  in. ,  when  the 
volume  of  the  receiver  is  72  cu.  in.  The  expansive  force  of  the  air 
in  the  receiver  supports  a  column  of  mercury  30  inches  in  height. 
Find  the  height  of  the  column  of  mercury  supported  after  (1)  the 
5th,  (2)  the  15th,  (3)  the  20th  stroke. 

5.  The  volume  of  the  receiver  of  an  air  pump  is  ten  times  that 
of  the  barrel,  and  a  barometer  placed  under  the  receiver  stcinds  at 
first  at  732.05  mm. ;  b\it  after  a  certain  number  of  strokes,  it  stands 
at  500  mm.     Find  the  number  of  strokes. 

6.  Find  the  ratio  of  the  volume  of  the  receiver  to  that  of  the  barrel 
of  an  air  pump,  if  at  the  end  of  the  3rd  stroke  the  density  of  the 
air  in  the  receiver  is  to  the  original  density  as  1331;  1728. 

7.  A  barometer  under  the  receiver  of  an  air  pump  stands  at 
768  mm. ,  but  after  four  strokes  of  the  piston  it  staiids  at  243  mm. 
Find  the  ratio  of  the  volume  of  the  receiver  to  that  of  the  barrel. 

8.  If  the  receiver  of  an  air  pump  holds  100 
gm.  of  air  at  the  ordinary  pressure  and  the 
barrel  holds  10  gm.,  what  wUl  be  the  weight 
of  the  air  in  the  receiver  after  the  third  stroke  ? 

9.  In  a  condenser,  or  air  pump  for  compress- 
ing air  into  a  vessel,  the  valves  open  down- 
ward as  shown  in  Fig.  51.  Explain  its  action, 
and  show  how  to  find  the  density  and  the  pressure 
of  the  air  within  the  vessel  after  n  strokes. 

10.  The  volume  of  the  receiver  of  a  condenser 
is  twelve  times  that  of  the  barrel.  Coaipare 
the  density  of  the  air  after  the  sixth  stroke 
with  its    original  density. 

11.  The  volume  of  the  barrel  of  a  condenser 
is  10  cu.  in.,  and  that  of  the  pneumatic  tire  of  a 
bicycle  into  which  the  air  is  forced  is  100  cu.  in. 
If  there  is  a  weak  point  in  the  tire  just  capable 
of  sustaining  a  pressure  of  15  pounds  to  the 
square  in.,  after  how  many  strokes  of  the  piston 
will  the  tire  burst,  the  original  pressure  of  the 
air  being  15  pounds  to  the  square  inch  ? 
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in. — Common  Pump. 

This  pump  is  used  for  drawing  water  from  a  well  or 
cistern. 

1.  Construction. 
The  construction  is  shown  in  Fig. 

52.  A  cylindrical  barrel  AB  is  joined 
to  one  end  of  a  suction-pipe  BC,  the 
other  end  of  which  is  placed  in  the 
water  to  be  drawn.  A  piston  D,  in 
which  there  is  a  valve  opening  up- 
ward, is  worked  in  the  barrel  by 
means  of  a  piston-rod.  At  B  there 
is' a  valve  opening  upward.  At  G  a 
hole  is  made  in  the  barrel  and  a  spout 
is  inserted. 

2.  Action. 

Suppose  the  piston  D  at  its  lowest 
position.  As  it  ascends  the  valve  iu 
D  is  closed,  while  the  air  in  the  suction- 
pipe  expands,  opens  the  valve  B.  (Fig. 
52),  and  a  part  of  it  occupies  the 
vacuum  formed  below  D.  Now,  since 
the  air  which  was  in  the  suction-pipe 
BC  occupies  a  larger  space  DC,  its  pressure 
on  the  water  in  the  tube  will  be  less  than 
that  of  the  external  air  upon  the  surface  of 
the  water  at  C ;  consequently  this  external 
pressure  will  cause  the  water  to  rise  until 
equilibrium  is  restored,  that  is,  until  the 
expansive  force  of  the  air  below  D,  together  Fig.  52a. 
with  the  pressure  at  C  due  to  the  weight  of  the  column 
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of  water  above  it,  equals  the  external  pressure  of  the 
atmosphere  at  C.  (See  Exp.  7,  page  119,  Pt.  I.)  When  the 
piston  descends,  the  valve  B  is  closed  and  the  valve  in  D 
opened  by  the  compression  of  the  air  in  DB  (Fig.  52a), 
and  th3  air  in  the  lower  part  of  the  barrel  passes  through 
the  valve  in  B,  while  the  water  remains  at  the  same 
level  in  the  suction-pipe. 

At  each  subsequent  stroke  the  water  rises  still  further 
in  the  suction-pipe,  and  at  length  forces  open  the  valve 
B,  enters  the  barrel,  passes  up  through  the  valve  in  the 
piston  when  it  is  descending,  and  is  carried  forward  and 
thrown  out  at  the  spout  G  when  the  piston  is  re- 
ascending. 

1.  What  is  the  greatest  length  which  BC  can  have  ?     Why  ? 

2.  How  could  a  common  pump  be  used  to  lift  water  from  a  very 
deep  well  ? 

3.  Why  does  the  water  stand  in  the  suction-pipe  when  the  piston 
is  not  being  worked  ? 

4.  A  small  hole  is  frequently  made  in  the  suction-pipe  of  a  pump 
to  prevent  the  freezing  of  the  water  in  ths  pipe.  If  such  a  hole  is 
bored,  how  high  will  the  water  stand  in  the  pipe  when  the  piston  is 
not  being  worked  ?     Why  ? 

5.  The  top  of  a  well  is  covered  and  sealed  air-tight.  How  will 
this  affect  the  working  of  the  pump  (1)  when  the  well  is  filled  with 
water,  (2)  when  it  is  partially  filled  ?     Explain. 
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IV. — Force  Pump. 

1.  Construction. 

The  construction  is  shown  in  Fig. 
53.  A  cylindrical  barrel  AB  is  join- 
ed to  one  end  of  a  suction-pipe  BC, 
the  other  end  of  which  is  placed  in 
the  water  to  be  drawn.  A  solid 
piston  is  worked  in  the  barrel  by 
a  piston-rod.  At  D  a  hole  is  made 
in  the  barrel  and  a  pipe  E  inserted. 
At  B  and  D  are  valves  opening  out- 
ward. 

2.  Action. 

Suppose  the  piston  at  its  lowest 
position.  As  it  ascends  the  air  in 
BC  expands,  opens  the  valve  B  and 
a  part  of  it  occupies  the  vacuum 
formed  below  the 
piston,    the     water 


Fig.  53. 
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being  forced  up  into  the  pipe  BC  by 
the  pressure  of  the  air  upon  the  sur- 
face of  the  water  in  the  well.  When 
the  piston  descends,  the  air  in  AB  being 
compressed  closes  the  valve  B  and  flows 
out  through  the  valve  D.  At  each  sub- 
sequent stroke  of  the  piston  the  water 
rises  higher  in  the  suction-pipe,  and  at 
length  flows  into  the  barrel,  when  by 
the  descent  of  the  piston  the  valve  B  is 
closed  and  the  water  forced  through  the 
valve  D  (Fig.  53)  into  the  tube  E.     If 
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the  pipe  G  is  connected  directly  with  the  pipe  E,  the 
stream  flowing  through  it  will  be  intermittent,  as  it  is 
only  on  the  descent  of  the  piston  that  the  water  is  forced 
through  D.  To  produce  a  continuous  stream  an  interrup- 
tion is  made  in  the  tube  which  is  surrounded  by  a  strong 
air-tight  vessel  F.  When  the  water  is  pumped  into  this 
vessel  and  rises  above  the  open  end  of  the  tube  G,  which 
is  somewhat  smaller  than  the  pipe  E,  the  air  in  the 
vessel  is  compressed,  and  by  its  expansive  force  presses 
the  water  through  the  pipe  G  even  when  the  piston  is 
ascending,  thus  producing  a  continuous  stream  (Fig.  53a). 

3.  Tension  of  the  Piston-rod  in  a  Common  Pump  and  in  a 
Force  Pump. 

The  tension  of  the  piston-rod  is  the  difference  between 
the  pressures  on  the  upper  and  the  lower  surfaces  of 
the  piston. 

If  IT  is  the  measure  of  the  atmospheric  pressure,  hi 
the  height  of  the  water  above  the  piston,  and  h^  the 
height  of  the  column  of  water  between  the  piston  and  the 
surface  of  water  in  the  well,  the  pressure  on  the  upper 
surface  of  the  piston  is  n  +  h^,  while  that  on  the  lower 
surface  is  U—ho,  since  the  weight  of  the  column  h^  coun- 
terbalances a  part  of  the  atmospheric  pressure.  Therefore 
the  tension  of  the  piston-rod  is 

Hence 

The  force  necessary  to  raise  the  piston  in  the  common 
pump  is  equal  to  the  weight  of  a  column  of  water 
whose  base  is  the  surface  of  the  piston  and  whose 
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height  is  the  vertical  distance  between  the  levels  o^ 
the  water  in  the  pump  and  the  well. 

What  is  the  tension  of  the  piston-rod  of  the  force  pump  on  (1) 
the  up-stroke,  (2)  the  down-stroke  1 


EXERCISE    XXIII. 

1.  What  is  the  greatest  height  to  which  water  can  be  raised  by 
a  common  pump  when  the  mercury  barometer  stands  at  76  cm., 
the  sp.  gr.  of  mercury  being  13.6  l 

2.  How  high  can  sulphuric  acid  be  raised  by  a  common  pump 
when  the  mercury  barometer  stands  at  27  in.,  the  sp.  gr.  of  sulphuric 
acid  being  1.8  and  that  of  mercury  being  13.6  ? 

3.  The  area  of  a  piston  of  a  common  pump  is  4  sq.  in.  Find 
the  tension  of  the  piston-rod  when  the  water  stands  in  the  suction- 
pipe  at  a  height  of  12  feet  above  the  water  in  the  well. 

4.  If  the  spout  of  a  common  pump  is  21  feet  above  the  surface 
of  the  water  in  a  well,  and  the  diameter  of  the  piston  is  4  in., 
find  the  tension  of  the  piston-rod  when  the  pump  is  full  of  water. 

5.  The  diameter  of  the  piston  of  a  common  pump  is  6  cm., 
and  the  tension  of  the  piston-rod  is  13,750  grams  when  the  pump 
is  full  of  water.  Find  the  distance  from  the  spout  to  the  surface  of 
the  water  in  the  well. 

6.  The  tension  of  the  piston-rod  of  a  common  pump  is  300 
pounds  when  the  water  in  the  suction-pipe  is  16  feet  above  the  sur- 
face of  the  water  in  the  well.     Find  the  area  of  the  piston. 
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V. — Bramah's  Press. 
1.  Constniction. 

The  construction  of  Bramah'a  Press  is  shown  in  Fig.  54. 

It  consists  of  a  force  pump  A,  the  tube  of  which  opens 
into  a  cylindrical  vessel  B  with  very  strong,  thick  sides. 


Fig.  54. 


In  this  cylinder  there  is  a  large  piston  or  ram  Pg  working 
water-tight  in  a  collar  C.  A  plate  to  hold  the  bodies  to 
be  pressed  is  attached  to  the  upper  end  of  the  ram. 
Above  this  plate  is  a  stationary  one  supported  by  the 
frame  work  of  the  machine.  The  piston  of  the  pump  is 
worked  by  a  lever. 
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2.  Action. 

When  the  water  is  pumped  into  the  cylinder  the  ram 
Pg  is  forced  upward  and  the  body  is  pressed  between  the 
two  plates.  Since  the  pressure  is  transmitted  equally  in 
all  directions  by  the  water  (Art.  3,  page  81),  the  pressure 
exerted  upon  the  ram  Pg  will  be  as  many  times  that 
applied  to  the  piston-rod  of  the  pump  as  the  area  of  a 
cross-section  of  the  ram  Pg  is  that  of  the  area  of  a  cross- 
section  of  the  piston  Pj  of  the  pump.  Therefore,  by 
decreasing  the  size  of  the  piston  of  the  pump,  and  in- 
creasing that  of  the  ram  very  great  pressure  may  be 
developed  by  the  machine. 


VI.— Siphon. 
1.  Construction. 

The  construction  of  the  siphon  is  shown  in  Fig.  55. 

It  consists  of  a  bent  tube  open 
at  both  ends,  used  for  transfer- 
ring a  liquid  from  one  vessel  to 
another.  It  is  filled  with  the 
liquid,  both  branches  closed,  in- 
verted, and  one  branch  placed  in 
the  liquid  to  be  transferred.  The 
end  of  the  other  branch  must  be 
below  the  surface  of  the  liquid 
in  the  vessel  from  which  the 
liquid  is  to  be  withdrawn. 

When  the  ends  are  unstopped 
the  liquid  will  run  in  a  continu- 
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ous  stream  through  the  tube. 
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2.  Explanation. 

The  pressure  at  A  tending  to  move  the  hquid  in  the 
siphon  in  the  direction  AC 

=  the  atmospheric  pressure  —  the  pressure  due  to  the 
weight  of  the  liquid  in  AC 

and  the  pressure  at  B  tending  to  move  the  liquid  in  the 
siphon  in  the  direction  BC 

=  the  atmospheric  pressure  —  the  pressure  due  to  the 
weight  of  the  liquid  in  BC. 

But  since  the  atmospheric  pressure  is  the  same  in  both 
cases,  and  the  pressure  due  to  the  weight  of  the  liquid  in 
AC  is  less  than  that  due  to  the  weight  of  the  liquid  in  BC^ 
the  force  tending  to  move  the  liquid  in  the  direction  AC 
is  greater  than  the  force  tending  to  move  it  in  the  direc- 
tion BC  ;  consequently  a  flow  takes  place  in  the  direction 
ACB.  This  will  continue  until  the  vessel  from  which 
the  liquid  flows  is  empty,  or  the  liquid  comes  to  the  same 
level  in  each  vessel 


EXERCISE  XXIV. 

1.  Is  the  pressure  due  to  the  weight  of  the  water  in  AC  eijual 
to  the  actual  weight  of  the  water  in  AC  ?  If  not,  to  what  is  it 
equal  ? 

2.  Upon  what  does  the  rapidity  of  flow  in  the  siphon  depend  ? 

3.  Will  a  siphon  work  in  a  vacuum  ?     Explain. 

4.  Upon  what  does  the  limit  of  the  height  to  which  a  liquid  can 
be  raised  in  a  siphon  depend  ? 

5.  How  high  can  water  be  raised  in  a  siphon  when  the  mercury 
barometer  stands  at  30  in.,  the  sp.  gr.  of  mercury  beiiig  13.6  'i 
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6.  How  high  can  sulphuric  acid  be  raised  in  a  siphon  when  the 
mercury  barometer  stands  at  27  in.,  the  sp.  gr.  of  the  acid  being 
1.8  and  that  of  the  mercury  13.6 1 

7.  Find  the  greatest  height  over  which  a  liquid  of  density  p^ 
can  be  carried  when  the  height  of  the  barometer  is  h,  the  density 
of  the  liquid  used  in  the  barometer  being  p. 

8.  What  would  be  the  effect  when  the  siphon  is  working  of 
making  a  hole  in  it  (Fig.  55),  (1)  at  C,  (2)  between  A  and  C,  (3)  at 
Ai,  (4)  between  A^  and  C,  (5)  between  A^  and  B  ? 

9.  Will  any  change  in  the  action  of  a 
siphon  be  coincident  with  a  fall  in  the 
barometer?    Explain. 

10.  Make  a  piece  of  apparatus  similar 
to  that  shown  in  Fig.  56,  by  cutting  the 
bottom  off  a  bottle,  bending  a  glass  tube 
and  inserting  it  into  a  perforated  cork 
placed  in  the  bottle.  Let  water  from  a 
tap  run  slowly  into  the  bottle.  What 
takes  place  ?     Explain. 

11.  Natural  reservoirs  are  sometimes  found  in  the  earth,  from 
which  the  water  can  run  by  natural  si])lions  faster   than   it  flows 
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into  them    from   above    (Fi^.   57).       Explain   why  the    discharge 
through  the  siphons  is  intermittent. 


CHAPTER  XIII. 


ORIGIN   AND   NATURE   OF   SOUND. 


I.— Vibratory  Motion. 


1.  Vibration. 
Experiment  1. 


Suspend  a  weight  by  means  of  a  wire  or 
cord.  Draw  the  weight  aside,  let  it  go 
and  observe  its  motion.     (Fig.  58.) 

1.  Describe  the  changes  in  velocity  which 
take  place. 

2.  Is  the  number  of  times  which  it  moves 
to-and-fro  the  same  during  equal  intervals  of 
tune  ?  I 

I  When  the  motion  of   a  body,  like 
Ipat  of  the  suspended  weight,  is  alter-j 
pate  in  direction,  it  is  said  to  be  OSCil 
iatory,  or  vibratory. 

/  When  tlie  number  of  vibrations  during  any  given  L  ^ 
ifaterval  of  time  is  constant,  the  motion  is  said  to  be  |f  ^ 
periodic.  »|    Al 

The  time  required  to  perform  a  complete  vibration  is  ' 

called  the  period  of  vibration.  (/ 

The  number  indicating  the  number  of  vibrations  in  a         P 
unit  of  time  is  called  the  vibration-number,  or  vibration-   c^ 
frequency.  -JjjJ 
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If  T  denotes  the  period  of  vibration,  and  n  the  vibra- 
tion-number 

1 
n 

1 

or       n  —  - 

T 

The  extent  of  the  excursion  of  the  vibrating  body  on 
either  side  of  the  middle  point,  or  point  of  rest,  is  called 
the  amplitude  of  the  vibration. 

What  change  takes  place  in  the  amplitude  of  the  vibration,  as  the 
weight  (Exp.  1)  moves  to-and-fro  ? 

2.  Direction  of  Vibration. 

Experiment  2. 

Fasten  a  steel  spring  in  a  small  vice,  as  shown 
in  Fig.  59,  draw  it  aside  and  let  it  go.  Observe 
its  motion. 

When  the  direction  of  the  motion  of  the 
vibrating  body  is   at  right   angles   to   its 
length,    the    vibrations    are    said    to    be 
FioTsgr       transverse. 

Experiment  3. 

Attach  a  weight  to  the  end  of  a  suspended  coil  spring,  as 
shown  in  Fig.  60,  pull  it  down  a  Httle  way  and  let  it  go. 

1.  Describe  its  motion. 

2.  Is  it  periodic? 

When,  as  in  this  case,  the  body  vibrates  length-wise, 
the  vibration  is  said  to  be  longitudinal. 
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Experiment  4. 

Attach  a  pointer  to  a  weight,  and  suspend  it,  by  means  of  a 
wire,  over  a  graduated  circle  drawn  on  paper,  as  shown  in 
Fig.  61.     Twist  it  around  and  let  it  go. 

1.  Describe  the  motion  of  the  weight. 

2.  Is  it  periodic  ? 


^Tflrtf^ 


<F^ 


Fig.  60. 


Fig.  61. 


When  a  body  vibrates  by  twisting  in  alternate  direc- 
tions, the  vibration  is  said  to  be  torsional. 

1.  What  is  the  direction  of  the  vibration  in  each  of  the  following 
cases  ? 

(1)  When  a  pendidum  vibrates. 

(2)  When  a  violin-string  is  set  vibrating. 

(3)  When  the  body  of  a  carriage  moves  up  and  down  on  account 

of  the  elasticity  of  the  springs. 
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(4)  When  the  hair-spring  of  a  watch  vibrates. 

(5)  When  a  flag  waves  in  the  wind. 

2.  Give  additional  examples  of  bodies  vibrating  : — 

(1)  Transversely. 

(2)  Longitudinally. 

(3)  Torsionally. 


II.— Sound  Caused  by  Vibration. 
3.  Vibration  of  Strings. 
Experiment  1. 

Stretch  a  string  tightly  between  two  pegs  (Fig.  62).     Pluck 
it. 


t 


Fig.  62. 


Is  the  sound  produced  accompanied  by  vibrations  of  the  string  ? 
How  do  you  know  ? 

4.  Vibration  of  Rods. 

Experiment  2. 

Cut  a  ball  about  the  size  of  a  pea  from  a  cork,  dip  it 
in  some  spirit  varnish,  and  when  dry 
attach  to  it  a  piece  of  fine  silk  fibre.  Place 
a  short  brass  rod  in  a  vice  as  shown  in 
Fig.  63.  Draw  a  violin-bow  across  the  upper 
end  of  the  rod,  and,  holding  the  free  end  of 
the  silk  fibre  in  the  hand,  bring  the  cork 
ball  so  that  it  will  just  touch  the  upper  end 
of  the  rod  when  it  is  giving  forth  a  sound. 

ria  63.  What  takes  place  ?     Explain  the  reason. 
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Experiment  3. 

Fasten  tlie  middle  of  a  brass  rod  about  two  feet  long  in  a 
vice  as  shown  in  Fig.  64.  Suspend  by  two  fibres  the  cork  ball 
used  in  the  last  experiment,  and  bring  it  so  that  it  will  just 
touch  the  free  end  of  the  rod.  Rub  the  rod  lengthwise  with  a 
piece  of  leather  upon  which  powdered  resin  has  been  sprinkled. 


Fio.  64. 

1,  What  evidence  have  you  that  the  rod  is  vibrating  ? 

2.  How  does  its  manner  of  vibration  diifer  from  that  of  the  rod 
in  tlie  last  experiment  ? 

5.  Vibration  of  a  Tuning-Fork. 
Experiment  4, 

Place  a  match  on  the  ring  of  a  retort  stand  (Fig.  65). 
Strike  the  end  of  a  prong  of  a  tuning-fork  a  sharp  blow 
on  a  piece  of  rubber  or  thick  paper  folded  over  the  edge  of 
the  table.  Now  touch  one  of  the  prongs  of  the  fork  to  the 
middle  of  the  match. 

What  takes  place  ?     Explain  the  reason. 
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Strike  the  fork  again  and  immediately  place  the  prongs  so 
as  just  to  touch  the  surface  of  some  water,     (Fig.  66.) 


Fig.  65.  Fig.  66. 

1.  Wliat  evidence  have  you  that  the  fork  is  in  motion  ? 

2.  What  is  the  nature  of  the  motion  of  the  fork  1 

To  answer  the  last  question  perform  the  following  two 
experiments. 

Experiment  5. 

Arrange  apparatus  as  shown  in  Fig.  67.     The  block  is  made 
by  nailing  pieces  of  board  together.      The  tuning-fork  is  so 


Fio.  67. 


placed  that  the  point  of  a  fine  style  attached  to  the  lower 
side  of  one  of  the  prongs  just  touches  the  upper  smoked  surface 
of  a  piece  of  glass,  placed  on  the  table  below  it.  A  straight 
e»*ip  of  board  is  tacked  to  the  table  to  serve  as  a  guide  for  the 
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glass.  Set  the  fork  in  motion  by  drawing  a  violin-bow  across 
one  of  the  prongs,  and  slide  the  glass  quickly  along  the  guide, 
moving  it  at  a  uniform  rate. 

1.  Hold  the  glass  up  to  the  light,  and  describe  the  form  of  the 
tracing.  2.  How  was  the  prong  of  the  fork  moving  ? 

Experiment  6. 

Insert  the  fork  into  the  centre 
of  one  of  the  ends  of  the  block, 
and  place  it  in  an  inclined  posi- 
tion, as  shown  in  Fig.  68.  Set 
the  fork  in  motion  as  before,  and, 
holding  the  end  of  the  fibre  in  your 
hand,  bring  the  ball  used  in  Experi- 
ment 2  so  that  it  will  touch  a 
prong  of  the  fork  just  above  the 
crotch.  Slowly  raise  the  ball,  keep- 
ing it  alongside  the  fork. 

1.  Describe  the  motion  of  the  ball. 

2.  When  is  its  displacement  by  the 
fork  the  greatest  ?     When  the  least  ? 

3.  How  does  the  prong  of  the  fork 
move  ? 

Withdraw  the  fork  from  the  block,  strike  one  of 
the  prongs  a  sharp  blow,  and  bring  the  ball  against 
the  end  of  the  handle. 

1.  What  takes  place  ? 

2.  How  does  the  handle  of  the  fork  vibrate  ? 
These  experiments  show  that   the  prongs   of 

the  fork  oscillate  about  stationary  points  PP 
(Fig.  69)  near  the  crotch,  and  that  the  handle 
vibrates  longitudinally. 

Points  of  rest  in  a  vibrating  body  are  called  nodal  points 
or  nodes. 


Fio.  68. 


P^*f  P 
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6.  Vibration  of  Plates. 

Experiment  7. 

Take  a  brass  plate    about  3  millimetres  in  thickness   and 
about  20  or  25  centimetres  square,  and  hold  it  in  a  horizontal 

position  by  a  suitable  clamp  at 
the  centre  (Fig.  70).  Scatter 
fine  sand  over  the  plate,  and 
damp  the  middle  point  of 
one  of  the  edges  by  touching 
it  with  the  finger-nail.  Now 
draw  a  violin-bow  across  the 
edge  near  one  of  its  corners, 
^o-  70.  causing  the    plate  to  give  a 

clear  stronjr  sound.     Observe  the  movement  of  the  sand. 


If  the  experiment  is  properly  performed,  the  sand  will  be 
tossed  about  and  gather  in  lines,  as  shown  in  Fig.  71. 

Repeat  the  experiment,  damping  a 
corner  of  the  plate,  and  drawing  the  lx)w 
across  the  middle  of  one  of  the  edges. 

Make  a  drawing  showing  the  position 
taken  by  tlie  sand. 

Experiment  8. 

Repeat  Experiment  7,  using  a  circular 
plate,  damping  a  point    on    the  circumference   and    drawing 
the  bow  at  a  point  45°  from  it. 

Vary  the  experiment  by  bowing  the  plate  at  other  points. 
Make  a  drawing  of  the  position  taken  by  the  sand  in  each  case. 

The  plates  vibrate  in  divisions,  or  sections,  separated 
from  one  another  by  nodal  lines,  or  lines  wliicli  remain 
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nearly  at  rest.  While  one  division  moves  upward,  the 
adjoining  one  moves  downward.  The  sand  is  thus  tossed 
about  and  is  soon  thrown  to  the  points  of  least  motion. 

7.  Vibration  of  Air-Columns. 

Experiment  9. 

Insert  a  whistle*  through  a  perforated  cork  placed  in  the 
end  of  a  glass  tube  about  three  times  as  long  as  the  whistle 
and  2  centimetres  in  diameter.  Place  in  the  tube  some  fine 
precipitated  silica,  or  some  cork  dust  made  by  filing  a  cork. 
Cork  the  open  end  of  the  tube  (Fig.  72).  Distribute  the 
powder  throughout  the  tube  and  blow  on  the  whistle.  Ob- 
serve the  motion  of  the  powder. 


Fio.  72. 

1.  What  evidence  have  you  that  the  air  within  the  tube  is 
vibrating  ? 

2.  Are  there  any  nodes,  or  points  of  rest,  in  the  air  column 
within  the  tube  ? 

To  show  that  the  movement  of  the  powder  is  not  caused  by 
the  vibration  of  the  glass  or  whistle,  grasp  these  tightly  in 
your  hands  and  repeat  the  experiment. 

The  air  driven  through  the  mouth  of  the  whistle  strikes 
against  the  sharp  edges  of  the  lateral  opening  of  the 
mouth-piece,  thus  causing  vibrations  of  the  air  within 
the  whistle  and  the  tube.  The  vibrations  are  made 
visible  by  the  vibrations  of  the  light  powder  moving 
with  the  air. 

*  A  common  tin  or  wooden  flageolet  cut  off  at  the  orifice  nearest  the  mouth-piece 
will  answer. 
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8.  Origin  of  Sound. 

The  preceding  experiments  in  illustration  of  the 
vibrations  of  strings,  rods,  plates,  columns  of  air,  etc., 
show  that  in  each  case  when  sound  was  produced  it  was 
accompanied  by  vibrations  in  some  body.  The  most 
careful  examination  of  all  sounding  bodies  shows  that 
this  is  always  the  case,  and  that  the  sensation  of 
sound  has  its  origin  in  vibrations  of  some  vibrating 
body. 

Vibrations  which  give  rise  to  the  sensation  of  sound 
are  called  sonorous  vibrations. 

9.  Nature  of  Sound. 

Sound  is  defined  sometimes  as  a  sensation,  and  some- 
times as  the  external  cause  of  the  sensation. 

As  a  sensation,  it  is  an  effect  perceived  normally  by  the 
ear. 

As  the  antecedent  cause  of  a  sensation,  it  is  defined  as 
that  special  condition  of  matter  in  virtue  of  which  in- 
cidentally it  may  affect  the  organ  of  hearing. 

The  term  is  generally  used  in  the  latter  sense  in 
physics. 


CHAPTER  XIV. 


TRANSMISSION    OF   SOUND. 

I— Medium  of  Transmission. 
1.  A  Material  Medium  Necessary  for  Transmission  of  Sound. 

Experiment  1.  ^ 

Place  on.  the  plate  of  an  air-pump  a 
thick  tuft  of  cotton  batting,  and  upon  it 
place  an  alarm-clock  or  a  bell  rung  by 
clock-work  or  by  an  electric  current 
(Fig.  73).  Cover  the  whole  with  a  re- 
ceiver, and,  when  the  bell  is  ringing,  gradu- 
ally exhaust  the  air  from  the  receiver. 

What  change  takes  place  in  the  sound  as  ^ 

the  air  is  exhausted  1  I 

Fig.  7i>. 

When  the  exhaustion  is  as  complete  as  is  possible  to  make 

it,  let  the  air  gradually  into  the  receiver. 

1.  What  change  now  takes  place  ? 

2.  What  therefore  seems  necessary  to  transmit  the  sound  to  the 


2.  Sound  Transmitted  by  Solids. 
Experiment  2. 

Repeat  the  last  experiment,  removing  the  batting  and  plac- 
ing the  sounding  body  on  the  plate  of  the  pump. 

1.  How  do  your  observations  in  this  case  differ  from  those  made 
in  the  previous  experiment  ? 

2.  How  can  you  account  for  the  difference  ? 

[139] 
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Hxperiment  3. 

Gljie  the  centre  of  a  thin  board  6  or  8  inches  square  to  the 
end  of  a  pine  rod  4  or  5  feet  long  and  one  inch  square.  Screw 
a  hook  into  the  other  end  of  the  rod,  hang  a  watch  on  the 
hook  and  place  your  ear  close  to  the  board. 

Can  you  hear  the  ticking  of  the  watch  ? 

Remove  the  rod,  place  the  watch  at  the  same  distance  and 
try  whether  the  ticking  can  be  heard  through  the  air. 

In  which  case  is  the  sound  transmitted  with  the  greater  distinct- 
ness? 

Experiment  4. 

Repeat  the  last  experiment,  placing  the  ear  to  the  board 
when  another  person  touches  the  end  of  the  handle  of  a 
vibrating  tuning-fork  to  the  end  of  the  rod,  removes  it  and 
again  touches  it  to  the  rod. 

What  changes  in  the  distinctness  of  the  sound  are  observed  ? 

Experiment  5. 

Place  a  watch  on  a  table,  bring  your  head  near  the  watch 
and  stop  your  ears  so  that  the  ticking  can  not  be  heard.  Now 
touch  your  forehead  to  the  watch. 

What  is  observed?     Why? 

Vary  the  experiment  by  touching  the  watch  to  your  teeth 
and  to  other  parts  of  your  head. 

3.  Sound  Transmitted  by  Liquids. 
Experiment  6. 

Unscrew  a  tuning-fork,  which  has  been  mounted  on  a 
resonance-box,  from  the  box.  Fill  a  tumbler  or  glass  jar 
nearly  full  of  water  and  place  it  on  the  resonance-box.    Now 
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stick  the  handle  of    the  fork  into  a  large  cork,   excite    the 
fork,   and  place  the   cork   in 
the   water   (Fig.  74).     Alter- 
nately raise  the  cork  out  of 
and  lower  it  into  the  water.  r  y" 

1.  Wliat  changes  in  the  sound  [ 

2.  What  media  transmit  the      PiS"''*'''fS|||jjfc 

sound  when  the  cork  is  in  the   #?■'  ''illiliHHi^       '^^  ^ 

3.  It  is  said  that  divers  under  Fig.  74. 

water  can  hear  sounds  made  on  shore.     How  may  this  be  possible? 

The  above  experiments  show  that  a  material  medium 
is  required  for  the  propagation  of  sound,  and  that 
solids  and  liquids  as  well  as  gases  transmit  sound. 


II.— Wave-Motions. 

Before  proceeding  to  consider  the  theory  of  the  trans- 
mission of  sound  by  elastic  bodies,  it  will  be  necessary  for 
the  student  to  become  familiar  with  the  phenomena  of 
wave-motion  in  general. 

4.  Transverse  Waves. 

Let  a  pebble  drop  into  a  body  of  water  at  rest,  and 
observe  the  motion  of  the  water. 

Observe 

(1)  That  a  depression  is  produced  at  the  point  where  the  stone 
touches  the  water. 

(2)  That  this  de^iression  travels  outward  from  this  point  as  a 
circular  trough. 
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(3)  That  the  depression  of  the  water  at  the  point  where  the  stone 
dropped  is  followed  by  an  upward  movement  of  the  water  at  this 
point,  causing  a  ridge  or  crest. 

(4)  That  this  crest  travels  after  the  depression,  moving  at  the 
same  rate  in  a  circle  concentric  with  it. 

(5)  That  this  crest  is  followed  by  another  depression,  and  the 
depression  by  another  crest,  and  so  on,  thus  producing  a  series  of 
ripples  or  waves. 

Throw  a  piece  of  wood  on  the  water,  and  note  that 
it  moves  up  and  down,  thus  showing  that  while  the 
waves  move  outward  in  a  horizontal  direction,  the 
particles  vibrate  vertically. 

^       \  Experiment  1. 

Fasten  one  end  of  a  light  chain  about  8  feet 
long  to  the  ceiling  (Fig.  75).  By  giving  the 
lower  end  of  the  chain  a  number  of  quick  jerks, 
send  a  series  of  pulses  along  the  chain. 

1.  In  what  direction  are  the  waves  in  the  chain 
propagated  ? 

2.  In  what  direction  do  the  individual  links  of 
the  chain  move? 

Waves,  like  those  of  the  water  or  the 
chain,  which  are  produced  by  the  vibra- 
tory motion  of  particles  at  right  angles 
to  the  direction  in  which  the  wave  is 
propagated,  are  called  transverse,  or 
Fio.  75.        crest-and-hoUow,  waves. 


The  distance  between  two  successive  crests  or  between 
two  successive  hollows  is  called  a  wave-length. 
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5.  Longitudinal  Waves. 
Experiment  2. 

Make  a  "  wave  machine  "  similar  to  that  illustrated  in  Fig. 
76.  The  spiral  should  be  2  metres  long  and  7  cm.  in  diam- 
eter, and  be  made  of  72  turns  of  No.  12  copper  wire. 

The  spiral  may  be  made  by  winding  the  wire  uniformly 
around  a  cylindrical  rod,  and  then  removing  the  rod. 

The  threads  by  which  the  spiral  is  suspended  should  be  60 
cm.  long.     The  frame  should  be  made  light  and  stiff. 


Fio.  76. 


Take  hold  of  the  end  of  the  spiral  and  give  it  a  quick  jerk 
outward  in  the  direction  of  the  axis,  and  then  let  go.  Ob- 
serve the  pulse  as  it  moves  along  the  spiral. 

How  do  the  separate  coils  move  ? 

Take  hold  of  the  end  of  the  spiral  again,  push  it  inward, 
let  go  quickly,  and  again  observe  the  pulse  as  it  moves  along 
the  spiral. 

How  do  the  separate  coils  now  move  ? 


144  PHYSICAL   SCIENCE. 

Insert  the  blade  of  a  knife  between  the  coils  near  one  end 
of  the  spiral,  rake  it  quickly  towards  the  other  end  across  a 
few  turns  of  the  wire,  and  observe  the  motion  of  the  wave 
along  the  spiral. 

In  the  first  case,  when  the  spiral  was  jerked  outward, 
the  coils  appeared  to  move  backward  in  a  direction 
opposite  to  that  in  which  the  pulse  is  moving,  thus  form- 
ing what  is  called  a  pulse  of  rarefaction.  In  the  second 
case,  when  the  spiral  was  pushed  inward,  the  coils  ap- 
peared to  move  forward  in  the  direction  in  which  the 
pulse  was  moving,  forming  a  pulse  of  condensation. 

In  the  third  case  a  pulse  of  condensation  (Fig.  77  B) 
is  followed  by  a  pulse  of  rarefaction  (Fig.  77  C),  and  a 
double  pulse,  or  wave,  is  formed. 


ABC 

Fio.  77. 

It  will  be  observed  that  while  the  wave  moves  along 
the  spiral,  each  individual  turn  of  wire  simply  moves 
backward  and  forward  i'^  the  line  of  direction  of  the 
wave. 

Waves  which  are  produced  by  the  vibratory  motion 
of  particles  along  the  lines  in  which  the  waves  are 
propagated  are  called  longitudinal  waves. 

The  wave-length  in  this  case  is  the  distance  between 
two  successive  centres  of  condensation  or  between  two 
successive  centres  of  rarefaction. 
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III. — Theory  of   the    Transmission    of   Sound  by  an 
Elastic  Medium. 

We  have  learned  that  the  sensation  of  sound  has  its 
origin  in  the  vibrations  of  some  vibrating  body  (Art.  8, 
page  138).  We  are  now  to  consider  the  manner  in  wliich 
sounds  are  conveyed  by  the  media  which  transmit  them. 

Experiment  1. 

Wet  a  piece  of  Linen  paper  and  paste  it  over  the  mouth  of 
a  tumbler.  When  the  paper  has  become  dry,  cut  away  a  part 
of  it,  as  shown  in  Fig.  78,  making  a  small  opening  at  first  and 


,^m^ 


Fig.  78. 


gradually  increasing  its  size  until  the  tumbler  gives  forth  a 
loud  sound  when  a  vibrating  tuning-fork  is  held  over  the 
opening.  Sprinkle  fine  sand  on  the  paper,  mount  the  fork  on 
a  resonance-box,  and  sound  it  at  a  distance  from  the  tumbler. 

1.  What  effect  has  the  sounding  of  the  fork  on  the  sand  placed 
on  tlie  paper  ? 

2.  What  evidence  have  you  that  the  paper  is  vibrating  ? 
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Since  the  vibrations  of  the  tuning-fork  can  reach  the 
paper  only  by  passing  through  the  air,  the  air  itself  must 
be  in  a  state  of  vibration. 

The  vibrations  of  the  coil  spring,  Exp.  2,  page  143, 
furnish  an  illustration  of  the  manner  in  which  the 
vibrations  of  a  sounding  body,  for  example  a  tuning-fork, 
are  believed  to  be  transmitted  by  the  air. 

As  one  of  the  prongs  of  a  vibrating  fork  swings  swiftly 
forward,  it  compresses  the  air  immediately  in  front  of  it 
(Fig.  79).     This  air,  on  account  of  its  elasticity,  resists 


FiQ.  79. 

the  compression,  and  its  tendency  to  expand  causes  the 
air  in  front  of  it  to  be  compressed.  This  air  in  turn 
compresses  that  in  front  of  it,  and  thus  a  pulse  of  con- 
densation travels  forward  through  the  air  from  the  prong 
of  the  fork.  In  the  meantime  the  prong  of  the  fork 
swings  backward,  and  tlie  air  behind  it  is  rarefied.  A 
pulse  of  rarefaction  is  thus  produced,  which  follows 
immediately  the  pulse  of  condensation.  This  in  turn  is 
followed  by  a  pulse  of  condensation,  which  again  is 
followed  by  one  of  rarefaction,  and  so  on. 

These  alternate  pulses  of  condensation  and  rarefaction 
constitute  a  regular  series  of  sound-waves,  whicli  pass  in 
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succession  through  the  air,  and,  falling  upon  the  ear,  pro- 
duce the  sensation  of  sound. 

The   vibration  of   all   other  sonorous   bodies   set   up 
similar  waves,  which  pass  outward  in    every   directior 
from  the  body,  like  a  series  of  ever  enlarging  concentric 
spherical  shells  (Fig.  80). 


Fia.  80. 

The  student  must  be  careful  not  to  confound  the 
motion  of  the  wave  with  the  motion  of  the  air  particles 
which  constitute  it  at  any  instant.  While  the  wave 
moves  constantly  forward,  the  air  particles  simply 
move  backward  and  forward  in  the  direction  of  the 
wave. 

Since  a  single  wave  is  made  up  of  a  pulse  of  cohden- 
sation  and  a  pulse  of  rarefaction,  each  aerial  particle 
makes  one  complete  vibration  while  the  wave  pro- 
gresses one  wave-length. 

To  get  a  clear  conception  of  the  propagation  of  sound- 
waves and  the  motion  of  the  individual  particles  which 
compose  them,  repeat  the  experiment  with  the  coil  spring. 
Also  perform  the  following  experiment. 
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Experiment  2. 

Cut  a  slit  AB  in  a  piece  of  black  cardboard  as  shown  in 
Fig.  81a.  Place  the  slit  over  the  dotted  line  in  Fig.  816,  and 
draw  the  book  from  under  it  in  the  direction  of  the  arrow, 
keeping  the  slit  always  at  right  angles  to  the  side  of  the  page. 


Observe  the  propagation  of  the  waves  of  condensation  and 
rarefaction  as  they  appear  at  one  end  of  the  slit  and  pass 
along  in  the  direction  of  the  other.  Also  observe  the  to-and-fro 
motion  of  the  individual  small  white  dashes  in  the  direction  of 
the  slit. 


Fig.  816. 


Liquids  and  gases  are  believed  to  transmit  sound  by 
waves  of  condensation  and  rarefaction  in  exactly  th*] 
same  way  as  air. 
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IV.— Velocity  of  the  Transmission  of  Sound. 

6.  Velocity  of  Sound  Dependent  on  the  Elasticity  and  the 
Density  of  the  Medium. 

The  velocity  with  which  sound  is  transmitted  by  any 
medium  depends  on  the  elasticity  and  the  density  of  the 
medium.  The  exact  law,  the  discussion  of  which  is  be- 
yond the  limits  of  this  work,  is  given  by  the  equation 


\/d 


where  V  denotes  the  v^elocity  of   the  sound,  E  the  co- 
efficient of  elasticity,  and  D  the  density  of  tlie  medium. 

The  greater  the  elasticity  and  the  less  the  density  of 
the  medium,  therefore,  the  more  rapidly  is  sound  Lans- 
mitted  by  it. 

Since  the  density  of  a  solid  or  a  liquid  is  greater  than 
that  of  a  gas,  sound  would  naturally  travel  more  slowly 
through  these  forms  of  matter  than  through  gases,  were 
it  not  that  the  increase  in  velocity  due  to  their  greater 
elasticities  more  thin  compensates  for  the  decrease  in 
velocity  due  to  increase  in  density.  Hence  sound-waves 
generally  travel  faster. in  solids  and  in  liquids  than  in 
gases.  •  I 

QUESTIONS.  ■ 

1.  It  is  found  that  when  a  cannon  is  placed  on  ice  at  a  distance 
from  the  shore  and  fired,  persons  on  shore  hekr  two  reports.  Ex- 
plain the  reason. 

2.  If  a  given  mass  of  gas  is  confined  within  an  enclosed  space 
and  then  heated,  what  change  will  take  place  in  (a)  the  density,  (6) 
the  elasticity  of  the  gas  1  What  eiFect  will  these  changes  liave  upon 
the  velocity  with  which  the  gas  transmits  sound  ? 
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3.  If  the  sjxme  gas  is  heated  when  it  is  free  to  expand,  what 
changes  in  density  and  elasticity  will  take  place,  and  what  difference 
in  its  conducting  power  will  be  observed  ?    Explain. 

4.  How  does  increase  in  the  temperature  of  the  air,  the  pressure 
remaining  constant,  affect  the  velocity  with  Avhich  sound  is  trans- 
mitted by  it  ?     Explain. 

5.  If  a  given  mass  of  gas  is  confined  within  an  enclosed  space 
and  its  volume  is  (1)  decreased,  (2)  increased,  while  the  tempera- 
ture is  kept  constant,  what  change  will  take  place  in  (a)  the  density, 
(6)  the  elasticity  of  the  gas  in  each  case  ?  What  is  the  relation  be- 
tween the  change  in  elasticity  and  the  change  in  density  ?  (See 
Part  I,  page  119.)  What  changes,  if  any,  will  take  place  in  the 
velocity  of  sound  transmitted  by  the  gas  ? 

6.  What  changes  in  the  velocity  of  sound  transmitted  by  the  air 
accompany  (1)  a  rise  in  the  barometer,  (2)  a  fall  in  the  barometer,  the 
tem;j';rature  of  the  air  remaining  constant  ?     Explain. 


7.  Determination  of  the  Velocity  of  Sound  in  Air. 

The  velocity  of  sound  in  the  air  may  be  approximately 
determined  in  the  following  manner.  The  distance  be- 
tween two  stations  is  measured.  A  gun  is  fired  at  one 
station  and  the  interval  of  time  elapsed  between  the  see- 
ing of  the  flash  and  the  hearing  of  the  report  at  the  other 
station  is  observed.  The  distance  between  the  stations 
and  the  time  taken  by  the  sound  to  travel  between  them 
being  known,  the  velocity  of  sound  in  the  air  can  be 
determined.  It  is  assumed  that  the  time  taken  by  the 
liglit  to  pass  from  one  station  to  the  other  is  so  short 
that  it  may  be  neglected. 

To  allow  for  the  action  of  the  wind,  the  firing  should 
be  done  at  alternate  stations,  and  the  average  of  several 
results  taken. 
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The  above  method  will  at  best  give  but  an  approximate 
result.  That  devised  by  Regnault  gives  a  much  more 
accurate  determinatio^^v,,.-^ 

A  pistol  is  fired  at  one  end  of  a  long  tube  of  known 
length,  and  an  electrical  recording  apparatus  registers 
automatically  the  time  that  elapses  between  the  pulling 
of  the  trigger  of  the  pistol  and  the  making  of  a  mark  by 
a  pointer  attached  to  a  membrane,  which,  placed  at  the 
other  end  of  the  tube,  vibrates  when  the  sound-pulse 
reaches  it.  Data  are  thus  furnished  for  calculating  the 
velocity  of  the  sound  transmitted  by  the  air  in  the  tube. 

The  velocity  of  sound  in  any  other  gas  may  be  deter- 
mined in  the  same  manner  with  this  apparatus.  The  air 
is  exhausted  and  the  tube  filled  with  the  gas.  ■ 

When  the  temperature  is  0°C,  the  velocity  of  sound  in 
the  air  is  about  1090  feet  per  second,  and  the  velocity 
increases  about  two  feet  per  second  for  each  increase  in 
one  degree  centigrade  in  temperature. 

8.  Determination  of  the  Velocity  of  Sound  in  a  Liquid  and 
in  a  Solid. 

Since  the  coefficients  of  elasticity  and  the  densities  of 
liquids  and  solids  can  be  determined  experimentally,  the 
velocity  of  sound  in  these  forms  of  matter  can  be  deter- 
mined theoretically  from  the  equation 

The  results  are  found  to  agree  closely  with  experi- 
mental determinations  when  these  are  possible. 

The  velocity  of  sound  in  water  is  about  4|  times  its 
velocity  in  air. 


^^y<}'  Ay  M'^/' 
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9.  Relation  among  Velocity,   Vibration-Number  and  Wave- 
Length. 

The  particles  composing  a  sound-wave  make  one  com- 
plete vibration  while  the  sound-wave  travels  one  wave- 
length; therefore,  if  n  denotes  the  number  of  vibrations  in 
a  unit  of  time,  and  X  the  wave-length  of  the  sound-wave, 
the  sound  travels  a  distance  of  n\  in  a  unit  of  time,  or 

v  =  nX 
where  v  denotes  the  velocity  of  the  sound. 

Hence 

The  velocity  ==  the  vibration-number  x  wave-length. 

This  relation  gives  a  method  of  determining  the 
velocity  in  air  when  the  vibration-number  and  the  wave- 
length are  known.  (See  Art.  9,  page  163,  and  Art.  2, 
page  187.) 


QUESTIONS. 

1.  Two  stations  are  61045  feet  apart,  and  the  report  of  a  gun 
fired  at  one  station  is  heard  at  the  other  54.6  seconds  after  tlie 
flash  is  seen.     What  is  the  velocity  of  the  sound  in  the  air? 


fi\    '^^^' 


Fig.  82. 


2.  Two  boats  were  stationed  on  Lake  Geneva,  51700  feet  apart. 
One  boat  was  supplied  with  a  bell  B  placed  under  water  (Fig.  82), 
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and  so  arranged  as  to  be  struck  by  a  hammer  H  at  the  same  instant 
that  a  torch  M  turns  over  and  lights  tlie  gunpowder  P.  The  sound 
of  the  bell  was  heard  at  the  other  boat,  by  means  of  trumpet  T 
placed  in  the  water,  just  11  seconds  after  the  flash  of  the  gunpowder 
was  seen.      What  was  the  velocity  of  sound  in  water  ? 

3.  A  report  of  a  cannon  is  heard  6  seconds  after  the  flash  is  seen. 

If  the  temperature  of  the  air  is  15C.,   what  is  the  distance  of  the 

observer  from  the  cannon  ?      \0(^c'   P^^  "^^  t.  4-  ?>6  ,   -    1/26'/^^'^'*''^ 

^  6  7  "2- 

4.  A  tube,  1000  feet  long,  is  filled  with  oxygen  gas.      Find  how 

quickly  the  report  of  a  pistol  fired  at  one  end  of  the  tube  will  pass 
to  the  other,  if  the  density  of  oxygen  is  16  times  that  of  hydrogen, 
and  the  velocity  of  sound  in  hydrogen  is  4200  feet  per  second,  when 
the  pressure  of  the  hydrogen  is  the  same  as  that  of  the  oxygen. 

5.  In  which  would  you  expect  sound  to  travel  tlie  more  quickly, 
(1)  water  or  alcohol,  (2)  water  or  mercury  ?  Give  reasons  for  your 
answer. 

6.  How  do  you  account  for  the  fact  that  the  time  required  for  a 
sound  to  travel  a  certain  distance  dift'ers  from  day  to  day  ? 

y  /  7.  If  all  the  soldiers  in  a  long  column  keep  time  to  the  music  of 
p.  band,  will  they  step  together  ? 

\  /  8.  A  number  of  soldiers  are  drawn  up  in  the  form  of  a  circle, 
mid  each  man  fires  his  gun  at  the  instant  a  signal  is  given  by  a  man 
Afiaced  at  the  centre  of  the  circle.  Will  tlie  sound  appear  as  a 
|si\jgle  report  to  any  of  the  men  ?     Explain. 

9.  If  a  tuning-fork  which  vibrates  25G  times  per  second  sets  up 
in  the  air  sound-waves  the  wave-length  of  which  is  52  inches,  what 
is  the  velocity  of  sound  in  the  air  ? 

10.  It  is  observed  that  the  velocity  of  a  sound  produced  by  a 
tuning-fork  whose  vibration-number  is  435,  is  1100  feet  per  second, 
what  is  the  wave-length  of  the  sound-waves  ? 
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I^GTION    AND    INTERFERENCE   -OF    SOUSJT)- 


WAVES. 
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I— Intensity  of  Sound. 

<;!.  Intensity  and  Amplitude  of  Vibration. 

It. 

Experiment  1. 

Repeat  Exp.  l,page  132.  Observe  the  string,  and  note  the 
changes  in  the  amplitude  of  its  vibrations. 

What  change  takes  place  in  the  amplitude  of  the  vibration  of  the 
string  as  the  sound  grows  weaker  ? 

Experiment  2. 

Repeat  Exp.  5,  page  134.    Observe  the  tracing  on  the  smoked 

glass. 

What  evidence  liave  you  that  the  intensity  of  the  sound  increases 
with  the  amplitude  of  vibration  of  the  sonorous  body  ? 

The  intensity  of  a  sound-wave  is  measured  by  the 
energy  of  the  vibrating  particles.  When  the  vibration- 
number  remains  constant,  the  velocity  varies  as  the 
amplitude  of  vibration ;  for  example,  if  the  vibrating 
particles  have  twice  as  far  to  swing  in  the  same  time, 
the  velocity  must  be  doubled :  but  the  energy  varies  as 
the  square  of  the  velocity  (Part  I,  page  78),  therefore  the 
intensity  of  a  sound-wave  varies  as  the  square  of  the 
amplitude  of  vibration. 

[154] 
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2jlntensity  and  Density  of  the  Medium. 

Experiment  3.  -^  ,         ri   is    -    --^ 

Repeat  Exp.  1,  page  139. 

1.  What  change  takes  place  in  the  density  of  the  air  in  the 
receiver  as  the  exhaustion  proceeds  ? 

2.  What  change  in  intensity  of  the  sound  accompanies  this 
change  in  density  ? 

The  intensity  of  sound-waves  increases  with  the    j— 
density  of  the  medium  in  which  they  originate.  Q_^ .  /     l^y^/' 

If  the  intensity  of  the  sound-wave  is  measured  by  the  energy  of 
vibrating  particles,  why  should  its  intensity  be  affected  by  changes 
in  the  density  of  the  medium  in  which  it  originates  %  (See  Part  I, 
page  75.) 

3.  Intensity  and  Distance. 

It  is  a  matter  of  common  experience  that  the  intensity 
of  a  sound  decreases  with  an  increase  in  the  distance 
from  the  point  at  which  it  originates.  The  exact  law 
will  be  learned  from  the  following  considerations. 

As  we  have  seen  (page  147),  a  sound-wave  is  spherical 
in  form.  (j    !~ 

When  the  radius  is  unity,  the  surface  is  47r. 

2  "  IGtt. 

3  "  367r. 
etc.                "  etc. 

But  each  of  the  surf  aces .  47r,  IGtt,  SGtt,  etc.,  receives 
the  same  amount  of  energy,  therefore  the  energies  re- 
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*  ceived  by  a  unit  surface  are  proportional  to  \-,  y^-,  ■g\~^ 
etc.,  or  to  1,  ^,  ^,  etc.,  when  the  distances  are  in  the  pro- 
portion 1,  2,  3,  etc. 

Hence  -       U^^J^J^n/ (X.j^^^ 

The  intensity  of  a  sound-wave  varies  inversely  as 
the  square  of  the  distance  from  its  source. 

4.  Reinforcement  of  Sound— Consonance. 
Experiment  3. 

Excite  a  tuning-fork,  observe  the  loudness  of  the  sound, 
and  press  the  end  of  the  handle  against  a  table. 

What  change  takes  place  in  the  loudness  of  the  sound  ? 

Excite  the  fork  and  observe  the  time  the  sound  continues 
(1)  when  it  is  held  in  the  hand,  (2)  wlien  the  end  of  the 
handle  is  pressed  against  the  table. 

1.  In  which  case  does  the  sound  continue  the  longer? 

2.  What  is  the  cause  of  the  difference  ? 

When  the  two  were  in  contact,  the  fork  communicated 
its  vibrations  to  the  table,  a  greater  mass  of  air  was  set 
in  vibration,  and  the  intensity  of  the  sound  was  conse- 
quently increased. 

When  the  intensity  of  a  sound  of  a  vibrating  body 
is  reinforced  by  the  communication  of  its  vibrations 
to  a  body  of  greater  surface,  thus  generating  air- 
waves of  greater  volume,  the  effect  is  called  conson- 
ance. 

Sound  may  be  reinforced  also  by  resonance.  This 
will  be  considered  at  a  later  stage.     (See  page  184.) 
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QUESTIONS. 

1.  The  workmen  engaged  in  constructing  the  St.  Clair  tunnel 
observed  that  when  working  in  an  atmospliere  of  compressed  air, 
the  tones  of  ordinary  conversation  appeared  abnormally  loud. 
Explain  the  reason. 

2.  Why  are  sounds  produced  on  high  mountains  of  diminished 
intensity  ? 

3.  Will  an  increase  in  the  vibration-number  cause  an  increase  in 
the  intensity  of  a  sound-wave  if  the  amplitude  of  vibration  remains 
constant?     Give  reasons  for  your  answer.  --u.^^^) 

4.  A  cannon  is  iired  at  a  point  half  way  up  a  mountain.  Will 
the  report  reach  two  observers  with  equal  intensity',  if  one  observer 
is  at  the  top  of  the  mountain  and  the  other  at  the  foot  ?  Give 
reasons  for  your  answer. 

5.  If  two  cannons,  charged  equally,  are  fired,  one  at  the  top  of  a 
mountain,  and  the  other  at  the  foot,  will  the  reports  come  to  a 
person  stationed  half  way  up  the  mountain  with  equal  intensities  ? 
Give  reasons  for  your  answer. 

6.  If  a  small  bell  is  placed  over  water 
in  a  flask,  as  shown  in  Fig.  83,  the 
sound  of  the  bell  can  be  distinctly 
heard  when  the  flask  is  corked  ;  but  if 
the  water  is  boiled,  the  lamp  removed, 
and  the  flask  corked  while  the  steam 
is  still  issuing  from  its  mouth,  the 
sound  of  the  bell  can  scarcely  be  heard 
after  the  flask  has  cooled.  Explain 
the  reason. 

7.  If  A  is  500  yards  from  a  cannon 
when   it   is    discharged,    and  B   1000  Fig.  83. 

yards,   how  many  times  as   loud   will  the   rejwrt    which    reaches 
A  be  as  that  which  reaches  B  ? 

8.  What  is  the  use  of  the  sounding-board  of  a  piano  ? 

9.  Why  are  the  strings  of  a  violin  mounted  on  a  wooden  box 
made  of  thin  boards  ? 
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II.— Reflection  of  Sound. 

Experiment  1. 

Cut  from  a  sheet   of    cardboard  a  circular   disc  about  10 

inches  in  diameter,  cut  out 
of  the  disc  two  sectors,  as 
shown  in  Fig.  84,  and  mount 
it  on  the  spindle  of  a  whirling 
machine.  Let  one  person  ro- 
tate the  disc,  and  at  the  same 
time  blow  on  a  toy  trumpet 
held  inclined  to  the  plane  of 
the  disc,  while  another  per- 
son goes  to  a  distant  part  of 
the  room  and  describes  the 
changes  which  he  observes  in 

the  sound  given  out  by  the  trumpet. 

Is  the  effect  different  when  the  observer  stands  in  different  parts 

of  the  room  '     n    .  v       O     . 

The  effect  is  due  to, interrupted  reflections  of  the  sound- 
waves. When  the  cardboard  is  in  front  of  tlie  trumpet 
the  sound-wav^es  are  thrown  back  from  its  surface,  and 
the  sound  appears  to  the  listener  to  increase  in  power. 
This  experiment  furnishes  a  simple  illustration  of  a 
common  phenomenon. 

When  sound-waves  are  not  obstructed  they  are  pro- 
pagated, as  we  have  learned  in  the  last  chapter,  in  the 
form  of  concentric  spheres ;  but  when  they  encounter  an 
obstacle  in  any  direction  they  are  reflected  from  the 
surface  upon  wliich  they  strike,  and  the  direction  is 
consequently  changed. 

Sound-waves  ohey  the  same  laws  of  reflection  as  ether- 
waves.     (See  reflection  of  ligbt.) 


REFLECTION    OF    SOUND-WAVES. 


159 


5.  Reflection  from  Concave  Surfaces. 
Experiment  2. 

Find  the  focus  of  a  concave  mirror  by  letting  sunlight  fall 
upon  it,  and  noting  the  point  in  front  of  it  at  which  a  match 
is  kindled.  Suspend  a  watch  at  the  focus  of  the  mirror  and 
place  another  similar  mirror  facing  it  at  a  distance  of  6  or  8 
feet  from  it.  Connect  a  glass  funnel  with  your  ear  by  means 
of  a  rubber  tube,  and  place  the  funnel  at  the  focus  of  the 
second  mirror,  with  the  mouth  of  the  funnel  towards  the  mirror 


Fig.  85. 

(Fig.  85).  Place  the  end  of  the  rubber  tube  in  your  ear  and 
listen  to  the  ticking  of  the  watch.  Now  remove  the  second 
mirror  and  listen  again. 

1.  In  which  case  is  the  ticking  heard  with  the  greater  distinct- 
ness ?     Explain  the  reason. 

6.  Reflection  by  Change  of  Density. 

Sound-waves  are  not  only  reflected  by  the  surfaces  of 
solids,  but  also  by  clouds,  gas  flames,  etc. ;  and  even  in 
passing  from  a  gas  of  one  density  to  another  of  a  difl^er- 
ent  density  they  are  in  part  reflected  at  tlie  surface  of 
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separation.  Whenever,  therefore,  sound-waves  are  propa- 
gated by  a  medium  which  is  not  of  uniform  density, 
they  are  more  or  less  speedily  dissipated  by  repeated 
reflections.  Sound  usually  travels  further  at  night  than 
in  the  day-time  because  the  air  is  more  homogeneous. 

Why  is  the  air  more  homogeneous  at  night  ? 

7,  Echoes. 

Echoes  are  the  result  of  the  reflection  of  sound-waves. 
When  an  interval  of  time  intervenes  between  a  direct 
and  a  reflected  sound  the  latter  is  heard  as  an  echo. 


QUESTIONS. 

1.  A  street  with  houses  on  both  sides  runs  north  and  south, 
and  a  church  is  situated  at  a  little  distance  to  the  east  of  it. 
To  a  person  walking  down  the  eastern  side  of  the  street  the 
sound   from   a  bell    in    the    church-tower   seems   to    come   from 

.the  west.     Explain   the   reason,    making  a   drawing  to  illustrate 
your  answer. 

2.  In  large  buildijigs  and  in  mountainous  regions  a  succession  of 
echoes  is  sometimes  heard.     Explain  the  reason. 

3.  A  person  is  walking  between  two  parallel  walls  which  are  near 
together,  and  hears  a  prolonged  echo  of  each  footstep.  Explain 
how  the  echo  is  produced. 

4.  Why  do  deaf  persons  sometimes  place  their  hands  behind  their 
ears  to  catch  sounds  ? 

5.  How  may  an  echo  be  made  use  of  for  determining  approxi- 
mately the  velocity  of  sound  in  air  ? 

6.  On  what  conditions  may  the  echo  appear  louder  than  the 
direct  sound  ? 


7.  In  the  whispering-gallery  in  St.  Paul's  Cathedral  the  faintest 
sound  is  conveyed  from  one  side  of  the  dome  to  the  other,  but  is 
not  heard  at  any  intermediate  point.     Explain  the  reason. 

8.  A  traveller  finds  himself  between  two  nearly  parallel  precipi- 
tous mountain  ranges,  which  are  2, 200  feet  apart,  while  the  road  on 
which  he  is  runs  through  the  valley  at  about  550  feet  from  one  of 
the  sides.  On  firing  his  gun  he  hears  three  distinct  echoes,  the 
second  being  considerably  fainter  than  the  first,  while  the  third  is 
almost  as  loud  as  the  second.  Explain  this,  and  calculate  the  time 
elapsed  between  the  hearing  of  each  echo  and  the  firing  of  the  gun, 
if  the  velocity  of  sound  in  the  air  of  the  valley  is  1,100  feet  per 
second. 

9.  Mr.  Tyndall,  having  to  1  .cture  in  the  Senate  House  of  the 
University  of  Cambridge,  mac"  3  some  experiments  as  to  the  loud- 
ness of  voice  necessary  to  fill  the  room,  and  found  that  a  friend, 
placed  at  a  distant  part  of  the  room.,  could  not  hear  him  distinctly. 
When  the  audience  assembled  his  voice  was  plainly  heard  in  all 
parts  of  the  Senate  House.     Explain  the  reason  of  the  change. 

10.  Why  is  it  that  a  sound  will  travel  much  further  through  a 
tube  than  through  the  open  air  ? 

j£»i—  11.  At  Carisbrook  Castle,  in  the  Isle  of  Wight,  is  a  well  two 
'7     hundred  and  ten  feet  deep  and  twelve   wide.     The   interior  is' 
lined  by  smooth  masonry.     When  a  pin  is  dropped  into  the  well,  it 
is  distinctly  heard  to  strike  the  water.     Explain  the  reason. 

12.  How  do  you  account  for  the  fact  that  the  distance  which  a 
loud  sound,  such  as  the  report  of  a  cannon,  can  be  heard  varies 
considerably  from  day  to  day  ? 


13.  Arctic  travellers,  separated  by  more  than  a  mile  of  frozen 
water,  have  ponversed  with  ease.     How  was  this  possible  ? 


i;^' 


\^'       ^ 


11  f.2"2t>0 


<''3',i9^^ 


G2  Pl^SICAL   SCIENCE; <J 

'      J 

III.— Interference  of  Sound- Waves. 

Experiment  1. 

Take  two  brass  U-tubes,  A  and  B,  connected  by  tele- 
scoping joints  as  shown  in  Fig.  86,  short 
tubes  being  inserted  at  C  and  D.  Adjust 
the  tube  A  so  that  the  distance  from  the 
opening  C  to  the  opening  D  will  be  the 
same  around  the  tube  in  the  direction  CAD  as 
in  the  direction  CBD.  Connect  D  with  your  ear 
by  means  of  a  piece  of  rubber  tubing,  and  place  a 
vibrating  tuning-fork  at  the  opening  C. 

Note  that  the  sound  of  the  fork  is  heard, 
the  sound-waves  reaching  the  ear  through  both 
branches  together. 

Now  draw  A  out  until  the  intensity  of  the 
sound  is  a  minimum. 

If   A   is   properly   adjusted   the  sound  will 
almost,  or  altogether,  disappear. 

This  will  take  place  when  the  sound-waves  passing  through 
A  reach  the  point  D  just  one-half  a  wave  length  behind 
those  which  leave  C  at  tlie  same  time  and  pass  through  B- 
Pulses  of  rarefaction  at  D  are  always  met  by  pulses  of  con- 
densation, and  the  sound-waves  are  consequently  destroyed. 

In  this  case  the  distance  around  the  tube  in  the  direction 
CAD  differs  from  the  distance  in  the  direction  CBD  by  one- 
half  a  wave-length,  that  is,  the  distance  mn  is  one-quarter  of 
the  length  of  the  wave  produced  by  the  fork. 

When  two  sound-waves  interfere  and  thus  destroy 
each  other  either  wholly  or  partially  the  effect  is 
known  as  interference. 
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8.  Determination  of  Wave-Length. 

The  instrument  described  in  the  experiment  above 
may  be  used  for  determining  the  wave-length  of  the 
sound-wave  produced  by  a  tuning-fork. 

The  difference  in  the  lengths  of  the  paths  CAD  and 
CBD  when  complete  interference  takes  place  is  one-half 
the  wave-length  of  a  sound-wave  produced  by  the  fork. 
That  is,  if  TU  and  n  are  together  when  the  two  paths  are 
equal  in  length,  the  length  of  the  sound-wave  =  4  mn. 

9.  Determination  of  the  Velocity  of  Sound  in  Air  by  Determin- 

ation of  Wave-length. 

The  above  furnishes  an  indirect  method  of  determin- 
ing the  velocity  of  sound  in  air.  If  the  vibration- 
number  of  the  fork  is  known,  and  the  wave-length 
determined,  the  velocity  in  air  can  be  found  from  the 
relation 

v=nX.         (Art.  9,  page  152.) 

10.  Beats. 
Experiment  2. 

Take  two  tiining-forks  of  the  same  vibration-number,  hold 
one  in  each  hand  and  make  them  sound  together. 

Note  that  the  sounds  blend  perfectly. 

Load  one  of  the  forks  by  sticking  a  piece  of  wax  to  the  end 
of  one  of  the  prongs.  Excite  the  forks  and  place  each  on  its 
resonance-box. 

Note  that  there  is  now  no  continuous  flow  of  sound,  but 
that  the  intensity  is  alternately  increased  and  diminished. 

This  effect  is  the  result  of  interference,  and  is  called 
beating. 
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The  loading  of  the  fork  causes  it  to  vibrate  more  slowly 
and  to  originate  sound-waves  which  are  of  greater  wave- 
length than  those  produced  by  the  other  fork.  Since 
the  sound-waves  proceeding  from  the  forks  are  equal  in 
velocity  and  unequal  in  length,  they  periodically  coin- 
cide, the  condensation  of  the  one  with  the  condensation 


piilii: 

■-■iil^- 

:li|l 

f 
1 

4, 

::'i: 

l?„. 

t 

fi 

;                                                                                                    c 
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of  the  other  (Fig.  87  A),  or  the  rarefaction  of  the  one 
with  rarefaction  of  the  other  (Fig.  87  C) ;  and  periodi- 
cally interfere,  the  condensation  of  the  one  coinciding 
with  the  rarefaction  of  the  other  (Fig.  87  B).  Thus 
alternate  reinforcements  and  diminutions  of  sound  are 
produced. 


-p^i 


QUESTIONS. 

1.  Vibrate  a  tuning-fork,  hold  it  upright  near  the  ear,  and 
slowly  rotate  it  on  its  axis.  What  changes  take  place  in  the  sound 
as  it  is  turned  around  once]     Explain  the  reason. 

2.  If  a  circular  plate  is  made  to  vibrate  in  four  sectors,  as  in 
Exp.  7,  page  136,  and  if  a  cone  shaped  funnel  is  connected  with 
the  ear  by  a  rubber  tube,  and  the  other  ear  is  stopped  with  soft 
wax,  no  sound  is  heard  when  the  centre  of  the  mouth  of  the  cone 
is  placed  over  the  centre  of  the  plate  ;  but  if  it  is  moved  outward 
along  the  middle  of  a  vibrating  sector,  a  sound  is  heard.     Explain 
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the  reasons.  Try  the  experiment.  The  month  of  the  funnel  should 
be  about  2^  inches  in  diameter,  if  the  diameter  of  the  plate  is  6 
inches. 

3.  A  sounding  tuning-fork,  mounted  on  a  resonance-box,  is  carried 
slowly  toward  the  wall  of  a  room.  Why  is  it  that  the  sound  be- 
comes wavy,  rising  and  sinking  at  regular  intervals  ? 

4.  \  vibrating  fork  is  placed  before  the  opening  C  in  the  tubes 

(Fig.  86),  and  the  observer  at  D  notes  that  complete  interference  ^ 

takes  place  when  A  is  drawn  out  13  inches.     What  is  the  length  of  ■^  "^ 
the  sound-wave  which  originates  with  the  fork  ?     If  the  vibration- 
number  of  the  fork  is  256,  what  is  the  velocity  of  sound  in  air  ?  I  f  iQ^'^s 

5.  A  fork,  whose  vibration-number  is  256,  is  made  to  vibrate 
before  the  opening  C  (Fig.  86),  and  perfect  interference  takes  place 
when  the  tube  A  is  drawn  out  33  cm.  What  is  the  velocity  of  sound 
in  the  air  ? 

6.  When  two  tuning-forks  are  beating,  show  that  the  number  of 
beats  per  second  is  always  equal  to  the  diflFerence  between  the 
vibration-numbers  of  the  forks, 

^■-    Vvx  '>^-i.  ',    riu9i 
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CHAPTER  XVI. 

PITCH   OF   SOUNDS — MUSICAL   SCALES. 

I. —Musical  Sounds  and  Noises. 

Musical  sounds  are  the  result  of  a  regular  succession 
of  vibrations  which  follow  a  definite  law,  and  produce 
an  effect  agreeable  to  the  ear. 

A  noise  is  the  result  of  a  combination  of  vibrations 
which  follow  no  law,  or  one  so  complex  that  the  ear  fails 
to  understand  or  appreciate*  it. 

The  distinction  then  between  musical  sounds  and 
noises  is  not  absolute,  but  simply  one  of  degree,  depend- 
ing on  the  complexity. 

Musical  sounds  differ  from  one  another  in 

(1)  Pitch, 

(2)  Loudness  or  Intensity, 

(3)  Quality  or  Timbre. 

Intensity  has  already  been  discussed.  Quality  will  be 
considered  at  a  later  stage  (see  page  183). 


II.— Pitch. 

Experiment  1. 

Fix  on  the  spindle  of  a  whirling-machine  a  toothed  wheel 
(Fig.  88).  Hold  a  card  lightly  against  the  teeth  and  rotate 
the  wheel,  at  first  slowly,  then  more  and  more  rapidly.  Ob- 
serve the  sound  produced. 

[166] 
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Experiment  2. 

Have  a  series  of  holes  punched  at  equal  distances  in  a 
circular  disc  along  a  circle  near  its  circumference.  Mount  the 
disc  on  the  spindle  of  the  whirling-machine  (Fig.  89).  Insert 
a  piece  of  glass  tubing,  the  bore  of  which  is  about  the  size 
of  the  holes  in  the  disc,  into  a  piece  of  rubber  tubing.  Place 
the  glass  tube  before  the  ring  of  holes,  rotate  the  disc,  at 
first  slowly,  then  more  and  more  rapidly,  and  at  the  same  time 
force  air  steadily  through  the  tube. 


Fia.  88. 


Fig.  89. 


1.  Describe  the  changes  which  take  place  in  the  sound  produced 
in  each  of  the  above  experiments  as  the  velocity  of  the  rotating 
wheel  or  disc  is  increased. 

2.  What  is  the  cause  of  the  sounds  produced  in  the  second 
experiment  ? 

3.  In  which  case  is  the  frequency  of  the  vibration  the  greater, 
when  tlie  wheel  or  disc  rotates  slowly  or  quickly  ? 

Pitch  is  the  vibration-frequency  of  a  sound. 

A  musical  note  is  made  by  a  body  vibrating  a  definite 
number  of  times  per  second.  The  greater  the  number  of 
vibrations  per  second,  the  higher  is  the  pitch  of  the  note. 
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1.  Determination  of  the  Pitch  of  any  Note. 

The  pitch  of  any  note  may  be  determined  by  means  of 
an  instrument  called  a  siren.  Fig.  90  shows  the  con- 
struction of  a  simple  form  of  this  instru- 
ment. C  is  a  cylindrical  air-chamber 
upon  the  upper  end  of  which  is  mounted 
a  circular  rotating  disc  B,  which  almost 
touches  the  upper  surface  of  the  cylinder. 
The  disc  is  perforated  at  equal  intervals 
'  along  a  circle  near  its  circumference. 
The  upper  end  of  the  air-chamber  is  also 
perforated,  the  holes  corresponding  in 
number,  position,  and  size  with  those  in 
the  disc  above.  The  holes  in  both  the 
disc  and  the  end  of  the  chamber  are  drilled  obliquely, 
those  in  the  disc  sloping  in  one  direction  and  those  in 
the  end  of  the  chamber  in  the  opposite.  The  tube  D  at 
the  lower  end  of  the  chamber  is  connected  with  a  bellows 
or  blower. 

When  air  is  forced  into  the  chamber  and  passes  up 
through  the  holes,  the  disc  is  made  to  rotate  by  the  pres- 
sure of  the  air  against  the  sides  of  the  holes,  the  rapidity 
of  rotation  depending  on  the  force  with  which  the  air  is 
sent  into  the  chamber. 

As  the  disc  rotates  vibrations  will  be  set  up  in  the 
external  air  by  the  puffs  of  air  which  pass  out  of  the 
chamber  when  the  holes  in  the  disc  are  opposite  those  in 
the  end  of  the. chamber.  -A  |Tote  will  thus  be  produced, 
the  pitch  of  which  will  depend  on  the  rapidity  with 
which  the  disc  is  rotated.  -By  controlling  the  blower  any 
note  can  be  produced  at  will ;  and  its  number  of  vibra- 
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tions  per  second  can  be  determined  by  reading  from  the 
dial  of  a  mechanical  recorder  attached  to  the  spindle  A, 
on  which  the  disc  is  mounted,  the  number  of  revolutions 
made  in  any  observed  interval,  multiplying  this  by  the 
number  of  holes  in  the  disc  and  dividing  by  the  number 
of  seconds  in  the  interval. 

Experiment  3. 

If  your  laboratory  is  supplied  with  a  siren,  determine  with 
it  the  number  of  vibrations  per  second  of  a  tuning-fork. 
Excite  the  tuning-fork  with  a  vioUn-bow,  and  at  the  same  time 
press  air  through  the  siren,  gradually  increasing  the  speed  of 
the  rotating  disc. 

When  distinct  "beats,"  which  indicate  that  the  two  notes 
are  nearly  alike  in  pitch,  are  heard,  cautiously  increase  the 
speed  until  the  beats  disappear  and  the  two  notes  blend.  Now 
set  the  clock  work  of  the  recorder  in  motion  and  keep  the  disc 
revolving  at  a  uniform  rate  for  an  interval  of  time,  say  one- 
half  minute.  Read  from  the  dial  the  number  of  revolutions, 
and  calculate  the  vibration-frequency  of  the  fork. 

Experiment  4. 

If  the  laboratory  is  not  supplied  with  a  siren,  determine 
approximately  the  vibration-frequency  of  the  tuning-fork  in 
the  following  manner : 

Take  a  glass  tube  about  15  inches  long  and  f  inches  in 
diameter,  and  select  a  cork  that  will  just  slide  up  and  down 
within  the  tube,  touching  its  sides.  Attach  a  wire  to 
the  cork  to  serve  as  a  handle.  Insert  the  cork  into  one 
end  of  the  tube,  excite  the  fork  and  hold  it  over  the  other  end 
of  the  tube.  By  means  of  the  wire  move  the  cork  up  or 
down  until  the  position  of  the  cork  which  causes  the  tube  to 
give  out  its  loudest  sound  is  found.     Now  place  the  tube  in  a 
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horizontal  position  in  a  support  with  its  open  end  close  to  the 
disc  used  in  Exp.  2,  page  167,  and  facing  the  ring  of  holes  (Fig. 
91).  Hold  the  tube  through  which  the  air  is  blown  on  the  other 
side  of  the  disc  as  shown  in  the  figure,  force  air  through  the 
tube  and  turn  the  disc,  gradually  increasing  or  decreasing  its 
speed  until  the  velocity  at  which  the  tube  gives  out  the  loud- 
est sound  is  found.  Continue  to  revolve  the  disc  at  this  rate 
for  half  a  minute,  and  count  the  number  of  turns  made  by  the 
handle  in  that  time.      Multiply  the  number  of  turns  made  by 


Flo.  91. 

the  handle  by  the  number  of  times  which  the  disc  revolves  for 
every  turn  of  the  handle,  and  this  by  the  number  of  holes  in 
circle.  Divide  the  product  by  30,  the  number  of  seconds. 
The  result  will  be  the  number  of  vibrations  per  second  which 
the  disc  sends  into  the  tube  ;  but,  since  the  tube  is  sounding 
its  loudest,  this  is  the  number  of  vibrations  made  by  the 
tuning-fork.     The  average  of  several  results  should  be  taken. 


QUESTIONS. 

1.  When  a  sounding  body  approaches  the  ear,  or  recedes  from 
it,  the  pitch  of  the  tone  appears  to  change.     Explain  the  cause. 

2.  A  person  carries  a  vibrating  tuning-fork.     Will  the  pitch  of 
the  note  appear  the  same  to  a  person  going  before  him  as  to  a  per- 
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son  following  him,  all  three  moving  at  the  same  rate?     Give  reasons 
for  your  answer. 

3.  If  A  carries  a  vibrating  tuning-fork  from  B  to  C,  will  the 
pitch  of  the  fork  appear  the  same  to  A,  B  and  C.  If  not,  what  will 
be  the  diflfereuce  in  their  observations  ? 


III.— Musical  Scales. 

2.  Limits  of  Musical  Sounds. 

The  sense  of  hearing  varies  widely  in  different  persons. 
The  ordinary  ear  is  sensitiv^e  to  vibrations  ranging  from 
16  to  15,000  or  20,000  vibrations  per  second.  The  average 
range  of  the  notes  employed  in  music  extends  from  40  to 
4,000  vibrations  per  second. 

3.  Musical  Scales. 

To  produce  an  effect  agreeable  to  the  ear   the  notes/ 
between  the  limits  named  above  cannot  be  used  arbitrarily 
or  at  hazard.     When  once  a  note  is  chosen  to  begin  a 
piece   of    music  the  notes  which   are  t,o  a.cfj'onipany  or 
follow  it  must  be  selected  according  to  well  defined  laws. 

In  the  music  of  all  nations  changes  in  pitch  take  place 
by  definite  intervals,  and  not  by  continuous  transitions. 
Music,  therefore,  proceeds  by  notes  clearly  separated 
from  one  another. 

A  collection  of  notes  whose  vibration-numbers  bear 
definite  ratios  to  one  another  forms  a  musicalscale. 


The  notes  of  a  musical  scale  are  selected  according  to 
this  fundamental  law.  Simultaneous  or  successive 
notes  are  agreeable  to  the  ear  only  when  their 
vibration-numbers  bear  simple  ratios  to  one  another. 
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When  the^  ratios  are  not  simple,  audible  Beats  occur 
and  dissonance  results.    •>     ^ 

4.  Harmonic  Scale.  ^.^CJtUl^lM^i^ 

The  harmonic  scale  is  composed  of  a  series  of  notes 
whose  vibration-numbers  are  proportional  to  the  natural 
numbers 

1,2,3,4,5 


The  first  six  at  least  of  these  form  agreeable  harmonies 
with  the  first.  /3o4-  tJ-*^<H^  tkcA-*  u>^  gjftt'  duxOrui. 

The  first  is  called  the  fundamental  note,  and  the 
others  when  heard  as  auxiliaries  to  it  are  called  har- 
monics. 

The  ratio  between  the  vibration-number  of  one  note 
and  that  of  its  antecedent  note  is  called  a  ^ausicaLinter- 
val.  The  interval  between  two  notes,  therefore,  is 
"obtained  by  dividing  the  vibration-number  of  the  one 
note  by  that  of  the  other. 

Since  the  intervals  between  the  notes  are  very  great, 
music  in  which  the  notes  used  form  a  harmonic  series 
is  restricted  and  monotonous. 

Following  the  principle  that  the  less  complicated  the 
ratios  of  the  vibration-numbers  of  the  notes  the  more 
perfect  the  harmonies,  physicists  have  constructed  a 
scale  in  which  the  intervals  are  much  smaller. 

5.  Diatonic  Scale. 

The  interval  between  two  notes  whose  vibration-num- 
bers are  in  the  ratio  1 : 2  is  called  an  octave. 
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The  sound  produced  by  the  simultaneous  production 
of  more  than  two  separate  notes  is  called  a  chord. 

It  is  found  that  any  three  notes  X,  Y,  Z,  whose  vibra- 
tion-numbers are  p,  q,  r  respectively,  are  concordant  if 

j9:g:r  ::4:5:6.  s^    ^^ 

Three  such  notes  are  called  a  harmonic  triad,  and  if 
sounded  with  a  fourth,  which  is  the  octave  of  the  first, 
they  form  what  is  called  a  maj^jj^^hord,  the  most  con- 
sonant chord  found  in  music,  the  ratios  of  the  vibration- 
numbers  being  the  simplest  possible. 

The  letters  C,  D,  E,  F,  G,  A,  B,  are  used  to  denote 
notes  connected  in  harmonic  triads  as  follows : 


E 
B 
A 


G  :: 

2  D 

2  C 


:  6 
5  :  6 
5  :  6. 


"Therefore, 


^he  vibration-number  of  E  =  f  that  of  C. 


4 


G  =  f  orf  thatof  C. 

B  =  f  that  of  G =1 X  f  or  V^  that  of  Cl\v 

D  =  |  that  of  G=f  X f  or  f  that  of  C 

F  =  f  thatof  C. 

A  =  |thatof  C. 


the  notes,  C,  D,  E,  F,  G,  A,  B,  C,  have 

the  vibration-ratios  1,  f,   |,  |,  §,  f,  V^  2  and        -    \ 
the  intervals  |,  V,  \h  f,  V,  f,  if-^-^  ,       • 

The  above  scale  is  called  the  natural  or  diatonic  scala     c\ 
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6.  Intervals  of  the  Diatonic  Scale. 

The  intervals  in  this  scale  are  not  equal.  Three  are 
represented  by  f ,  two  by  V,  and  two  by  \^.  The  inter- 
vals f ,  "V"  are  known  as  tones,  the  first  being  a  major- 
tone  and  the  second  a  minor-tone.  The  interval  ^|  is 
called  a  major  semi-tone. 

7.  Designation  of  Octaves. 

The  letters  C,  D,  E,  etc.,  distinguish  the  notes  of  an 
octave  from  one  another.  It  is  also  necessary  to  have 
a  means  of  designating  the  difierent  octaves  of  any 
musical  instrument.  This  is  done  in  various  ways.  One 
of  the  best  is  to  write  the  letter  designating  the  note 
with  a  subscript  figure  which  indicates  the  octave.  For 
example,  the  C's  of  the  eight  octaves  of  the  organ  are 
written  thus : — 

C_2,  C_i,  Ci,  Co,  C3,  C4,  C5,  Cg,  C7. 

8.  standard  of  Pitch. 

When  once  the  vibration-number  of  any  note  is  fixed, 
the  vibration-ratios  given  above  may  be  used  to  deter- 
mine the  vibration-numbers  of  the  other  notes.  The 
pitch  usually  adopted  by  writers  on  acoustics  and  by 
makers  of  acoustical  apparatus  is  C3  =  256_(iQ^ble,  or  512 
single  vibrations  per  .sec(»d.  """^^ 

The  vibration-number  of  the  C's  of  the  difierent 
octaves  will  then  be 

C..2,  C_j,  Cj,  C2,  C3,  C4,     C5,     Cfi,      O7 
16      32      64     128    256    512     1024    2048    4096. 

This  pitch  has  the  advantage  of  simplicity,  the  vibration- 
number  of  each  C  being  a  power  of  2.,..The  standardjs 

a  fnyir^-fr^r-];;-    mnrlp  fr)  AHV>rai,(^  9i^8^^fcimeS  peT^COn^. 
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The  internatiorical  concert  pitch  adopted  by  musicians 
is  A3  =  435  double,  or  870  single  vibrations  per  second, 
and  the  standard  is  a  tuning-fork  made  to  vibrate  435 
times  per  second. 

1.  Determine  the  vibration-number  of  each  note  in  an  octave 
■when  the  vibration-number  of  A  is  435. 

2.  What  is  the  measure  of  the  interval  between  the  acoustic  and 
the  musical  standard  of  pitch  1 

9.  Scale  of  Equal  Temperament. 

On  account  of  the  inequality  of  the  intervals  and  the 
consequent  difficulty  in  constructing  instruments  with 
fixed  tones,  like  pianos  and  organs,  to  play  in  different 
keys,  the  accurate  diatonic  scale  is  seldom  used.  A  scale, 
called  the  scale  of  equal  temperament,  has  been  commonly 
adopted. 

The  octave  is  divided  into  twelve  equal  intervals,  each 
of  which  is  called  a  semi-tone,  two  intervals  forming  a 
tone.  There  are,  therefore,  twelve  notes,  and  the  pitch 
of  each  is  obtained  from  the  next  lower  by  multiplying 
it  by  ^¥;  that  is,  the  vibration-ratios  of  the  notes  in  the 
octave  are 

1,  2^\  2'"',  2''^     ....     2 


and  each  interval  is  2^^, 
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CHAPTER  XVIL 

TRANSVERSE  VIBRATIONS   OF   STRINGS. 

1.  The  Sonometer. 

The  instrument  called  a  sonometer  is  used  in  investi- 
gating the  laws  of  vibrations  of  strings.  Fig.  92  shows 
the  construction  of  the  instrument.  It  consists  of  a  long, 
narrow  resonance   box,  provided  at  its  ends  with  steel 


Fio.  92. 


pins  to  which  wires  or  strings  can  be  fastened.  The 
wires  pass  over  two  fixed  bridges,  one  being  placed  at 
each  end  near  the  pins.  The  distance  between  these 
bridges  is  generally  one  metre.  The  wires  are  stretched 
either  by  turning  the  pins  with  a  key,  or  by  a  weight. 
When  a  weight  is  used,  the  wire  passes  over  a  pulley 
placed  at  one  end  of  the  sonometer. 

Movable  bridges  are  provided  to  be  used  in  changing 
the  length  of  the  part  of  any  wire  to  be  put  in  vibration. 

[176] 
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2.  Laws  of  Vibration. 
Experiment  1. 

Stretch  two  piano  wires  A  and  B  on  a  sonometer,  tune  them 
in  unison,  and  place  a  movable  bridge  under  the  centre  of  B. 
Pluck  wire  A  at  its  centre  and  B  at  the  centre  of  one  of  its 
halves.  Compare  the  notes.  It  will  be  found  that  the  note 
given  by  the  short  wire  is  just  one  octave  above  that  given  by 
the  wire  vibrating  as  a  whole. 

1.  How  does  the  vibration-number  of  a  note  given  by  a  wire 
compare  with  the  vibration-number  of  the  note  given  by  the  same 
wire  when  its  length  is  decreased  by  one-half  ? 

2.  What  then  is  the  relation  between  tlie  length  of  a  wire  and 
the  number  of  vibrations  which  it  makes  per  second  ? 

Experiment  2. 

Place  a  wire  B  on  a  sonometer,  let  it  pass  over  the  pulley 
and  hang  a  weight  from  the  end  of  it.  Tune  another  wire 
A  in  unison  with  it.  Note  the  weight  that  is  hung  from  B 
and  add  other  weights  until  it  vibrates  in  unison  with  (1)  one- 
half  of  A,  (2)  one-third  of  A,  (3)  one-fourth  of  A,  etc.  It 
will  be  found  that  the  weight  is  in  (1)  4  times,  in  (2)  9  times, 
in  (3)  16  times  the  original  weight. 

1.  How  does  the  number  of  vibrations  per  second  made  by  the 
wire  B  when  it  vibrates  in  unison  with  {1)  ^  A,  (2)  ^  A,  (3)  j  A 
compare  with  the  number  of  vibrations  made  by  the  same  wire 
when  it  vibrates  in  unison  with  A  ? 

2.  What  caused_the  difference  ? 

3.  What  then  is  the  relation  between  the  tension  of  the  wire  and 
the  number  of  vibrations  which  it  makes  per  second  ? 

Experiment  3. 

Place  on  the  sonometer  successively  several  wires  B,  C,  D,  E, 
etc.,  made  of   the   same  material,  the   diameters   being   pro 
12 
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portional  to  1,  |,  J,  ^,  etc.  Hang  the  same  weight  from  the 
end  of  each  wire,  and  tune  a  wire  A  to  vibrate  in  unison  with 
B.  Place  a  movable  bridge  under  A,  and  slide  it  backward  or 
forward  until  parts  of  A  are  found  which  vibrate  in  unison 
with  C,  D,  E,  etc.  It  will  be  found  that  C  vibrates  in  unison 
with  one-half  A,  D  with  one-third  A,  E  with  one-fourth  A,  etc. 

What,  therefore,  must  be  the  relation  between  the  diameter  of  a 
wire  and  the  number  of  vibrations  which  it  makes  per  second  ? 

Experiment  4. 

Stretch  with  equal  tension  on  the  sonometer  a  steel  wire  and 
a  brass  one  of  the  same  diameter.  Place  a  movable  bridge 
under  each,  adjust  the  bridges  until  lengths  of  the  wires 
are  found  which  vibrate  in  unison,  and  measure  these  lengths. 
It  will  be  found  that  the  length  of  the  steel  wire  is  to  the 
length  of  the  brass  wire  as  the  square  root  of  the  density  of 
the  steel  is  the  square  root  of  the  density  of  the  br^ss ;  but 
the  vibration-numbers  of  wires  are  inversely  proportional 
to  their  lengths,  therefore  their  vibration-numbers  are  in- 
versely proportional  to  the  square  roots  of  their  densities. 

The  same  is  found  to  be  true  of  wires  of  other  materials. 

The  above  experiments,  and  others  of  a  more  general 
character,  carefully  performed,  verify  the  following  laws : 

3.  Laws  of  Transverse  Vibrations  of  Strings  or  Wires. 

1.  When  the  tension  is  constant  the  number  of  vibrations 
per  second  varies  inversely  as  the4eH^^. 

2.  The  number  of  vibrations  per  second  V3,rifts  as  the  s£niare— ? 
root  of  the  tension. 

3.  The  number  of  vibrations  per  second  varigs  inversely  as 
:toe_dJameter. 

4.  The  number  of  vibrations  per  second  varies  inverseli^aa — 
the  square  root  of  the  density  of  the  maierial  of  which  the 
string  is  x^omposed. 
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QUESTIONS. 

1.  Wliat  are  the  proportionate  lengths  of  a  stretched  string 
which  gives,  when  vibrating,  a  harmonic  series  of  notes?     i^    '     -t. 

2.  Stretch  a  wire  on  the  sonometer,  and,  taking  the  note  which 
it  gives  when  it  vibrates  as  a  whole  as  a  fundamental  note,  shift  the 
movable  bridge  to  the  proper  position  to  produce  in  order  the  other 
notes  of  a  harmonic  series. 

3.  What  are  the  proportionate  lengths  of  a  stretched  string 
which  gives  the  notes  of  the  diatonic  scale  ? 

4.  Stretch  a  wire  on  a  sonometer  and  tune  it  to  vibrate  as  a 
whole  in  imison  with  a  C-fork.  Determine  the  positions  where  the 
movable  bridge  must  be  placed  to  give  each  of  the  other  notes  in 
the  octave.  Place  the  bridge  in  the  proper  positions  and  produce 
the  notes. 

5.  A  wire  stretched  on  a  sonometer  by  hanging  a  weight  W 
from  one  of  its  ends  gives  the  note  C.  What  weights  must  be  hung 
in  succession  from  its  end  that  the  string  njay  give  in  order  the 
notes  of  the  diatonic  scale  ?  S> '  f\'>.'f       ■-&■  ^1^ _s>     "^ 

6.  A  string  stretched  on  a  sonometer  gives  a  certain  note. 
What  must  be  the  diameters  of  wires  of  the  same  material  and  the 
same  length  that  will,  when  stretched  to  tlie  same  tension,  give 
notes  which  will  be  in  a  harmonic  series  with  the  first  ? 

7.  A  and  B  are  two  wires  of  the  same  material  and  thickness.  A 
is  two  feet  long,  and  is  stretched  by  a  weight  of  8|  pounds.  B  is  four 
feet  long,  and  is  stretched  by  a  weight  of  34  pounds.  How  are  the 
notes  which  the  wires  yield  when  struck  related  to  each  other  ? 

'  8.  A  steel  wire  one  yard  long,  and  stretched  by  a  weight  of 

5  pounds,  vibrates  100  times  per  second  when  plucked.  What 
must  be  the  tension  of  two  yards  of '  the  same  wire  tliat  it  may 
vibrate  twice  as  fast  ? 

j ,  9.  Two  precisely  similar  strings  A  and  B  have  the  same  tension. 

^^       If  the  tension  of  A  is  doubled,  and  the  length  of  B  is  halved,  how 
must  the  tension  of  B  be  altered  to  give  the  same  note  as  A  ? 

10.  Two  similar  wires  of  the  same  length  are  stretched,  the  one 
by  a  weight  of  4  pounds  and  the  other  by  a  weight  of  9  pounds. 
What  is  the  interval  between  the  notes  which  they  produce  ? 
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11.  A  stretched  string  3  feet  long  gives  the  note  C  when  vibrating 
transversely.  What  note  will  be  given  by  a  string  one- quarter  the 
thickness  and  one  foot  long,  made  of  the  same  material  and 
stretched  by  the  same  weight  1 

12.  Four  exactly  similar  strings,  stretched  with  the  same  tension, 
are  vibrating  side  by  side.  How  will  the  note  emitted  be  affected 
if  they  are  fastened  together  so  as  to  form  one  string  by  winding 
around  them  an  extremely  thin  piece  of  silk  ? 

13.  A  silver  and  an  iron  wire  of  the  same  diameter  are  stretched 
by  weights  of  4  and  36  pounds  respectively.  When  plucked  they 
give  the  same  note.  If  tlie  density  of  silver  is  10.5,  and  that  of 
iron  7.8,  find  the  relative  lengths  of  the  wires. 


4.  Nodes  and  Loops. 
Experiment  5. 

Stretch  a  string  on  a  sonometer  and  damp  it  at  the  centre 
by  touching  it  lightly  with  a  feather.     Place 
a  rider,  made  by  folding  a  piece  of  paper  into 
the  form  shown  in  Fig.  93,  at  the  centre  of 
one  of  the  halves,  and  bow  the  string  at  the  fig.  9a 

centre  of  the  other  half  (Fig.  94). 


Fia.  94. 

1.  How  does  the  rider  behave  ? 

2.  How  is  the  strirg  vibrating  ? 
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Experiment  6. 

Repeat  the  above  experiment,  damping  the  string  at  one- 
third  its  length  from  one  end,  placing  riders  on  the  string  in 
the  positions  shown  in  Fig.  95,  the  middle  one  being  at  a  point 
one-third  of  the  length  of  the  string  from  the  end.  Bow  the 
string  at  the  point  shown. 


Pio.  95. 
1.  How  do  the  riders  behave  ? 


2.  Where  are  the  points  of  least  motion  in  the  string  ?     Where 
the  points  of  greatest  motion  ? 

3.  How  is  the  string  vibrating  ? 


Experiment  7. 

Repeat  the  last  experiment,  damping  the  string  at  a  point 
<^  (1)  one-fourth,  (2)  one-fifth  of  its  length  from  one  end. 

1.  How  does  the  string  vibrate  in  each  case  ? 

2.  How  does  the  note  which  the  string  yields  differ  from  that 
which  it  gives  when  it  vibrates  as  a  whole  ? 

The  above  experiments  show  that  a  stretched  string 
may  vibrate  not  only  as  a  whole,  but  may  be  made  also 
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to  divide  itself  into  a  number  of  equal  parts,  each  of 
which  vibrates  as  an  independent  string  (Fig.  96). 

The  points  of  no  vibration  are  nodes  or  nodal  points, 
and  the  centre  of  the  part  of  the  string  between  any  two 
consecutive  nodes,  is  called  a  loop. 


Fis.  98. 


5.  Overtones— Quality  or  Timbre. 

^t  is  impossible  to  vibrate  a  string  as  a  whole  without 
atthe  same  time  causin^TtTto  a  greater^  or  a  less  extent^     ^ 
to  divide  and  vibrate  alsoas  segment   The  fundamental 
note  of  the  string  will,  thereforeTbe  mingled  to  a  greater 
or  less  degree  with  its  harmonics. 

What  is  true  of  strings  is  also  true  of  other  sounding 

bodies.      Smaller   vibrations   are.  superposed   upon   the 

larger,  and  the  higher  tones  which  they  yield  mingle  with 

^^^^^ose  given  by  the  larg-^^  ,  i  (^  l^^^^^^J^ 

All  the  hlgjher  tones  which  mingle  with  the  funda- 
mental  tones  given  by  any  sounding  body  are  called 
^vs      overtones. 


~~~~^ 
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The  combination  of  the  overtones  with  the  fundamental 
tones  determines  what  is  called  the  quality,  or  timbre,  of 
a  sound.  If  the  same  note  is  produced  by  a  flute,  a  piano, 
a  violin,  or  by  the  human  voice,  the  pitch  is  the  same 
but  the  effect  is  different,  although  the  notes  may  be,  as 
nearly  as  possible,  of  the  same  loudness.  In  fact  if  the 
same  note  is  successively  sung  with  the  same  intensity 
by  two  persons,  the  effect  is  different.  The  difference  is 
a  difference  in  qualit}',  and  is  caused  by  the  difference  in 
the  number  and  the  relative  strength  of  the  overtones. 

/  The  quality  or  timbre  of  a  sound,  therefore,  is  that 
(characteristic  which  depends  on  the  complexity  of  its 
vibrations. 


/ 
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VIBRATION   OF   AIR   IN   TUBES 


I. — Resonance. 


Experiment  1. 

Take  a  glass  jar  about  16  inches  deep  of  the  form  shown 
in  Fig.  97.  Excite  a  C-fork,  hold  it 
over  the  jar  and  pour  water  into  the  jar 
with  the  least  possible  noise. 

1.  What  changes  in  the  intensity  of  the 
sound  take  place  as  the  water  is  poured  into 
the  jar  ? 

2.  What  evidence  have  you  that  there  is 
one  particular  length  of  the  air-column  in 
the  tube  which  gives  forth  a  maximum 
sound  ? 


j(».>.  97. 


^     Repeat   the    experiment,    using    other 
forks. 


Are  the  air-columns  which  give  the  maximum  sounds  with  the 
different  forks  of  equal  length  %  If  not,  what  is  the  relation  between 
the  length  of  the  air-column  and  the  rapidity  of  vibration  of  the 
fork  ? 

The  cause  of  the  phenomena  observed  in  the  last  ex- 
periment can  be  best  understood  by  performing  some 
simple  experiments  with  the  wave  machine  used  in  Exp. 
2,  page  143. 

[184] 
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Experiment  2. 

Fix  the  left-hand  end  of  the  spiral  by  pushing  a  cork  into 
it  and  fastening  the  cork  in  an  immovable  clamp.  Take  hold 
of  the  right-hand  end,  and,  by  pushing  it  in,  send  a  pulse  of 
condensation  along  the  spiral.  Watch  it  as  it  is  reflected  from 
the  fixed  end,  and  the  instant  it  reaches  the  free  end  pull  the 
coil  outward,  producing  a  pulse  of  rarefaction.  When  this  is 
reflected  and  returns  to  the  free  end,  push  the  coil  inward,  and 
so  on  until  the  spiral  vibrates  as  a  whole  steadily.  You  will 
then  observe : 

1.  That  at  the  fixed  end  the  coils  are  alternately  crowded  to- 
gether and  then  drawn  apart. 

2.  That  the  amplitude  of  vibration  of  the  coils  at  the  free  end  is 
greater  than  at  any  other  part  of  the  spiral,  but  that  they  remain  at 
about  the  same  distance  apart. 

3.  That  to  form  a  complete  wave  of  condensation  and  rarefaction, 
a  pulse  of  condensation  travels  from  the  free  end  to  the  fixed  end, 
and  back  again  to  the  free  end  ;  and  is  then  followed  by  a  pulse  of 
rarefaction,  which  also  travels  from  the  free  end  to  the  fixed  end, 
and  is  reflected  back  to  the  free  end. 


The   wave-length  is  therefore  four  times 


the  length  of  the  spiral.  irf^ 

The  motion  of  the  coil  spring  furnishes  ^ 

an  illustration  of  the  manner  in  which 
the  air-column  in  the  tube  is  believed 
to  vibrate. 

The  movement  of  a  prong  of  the  fork 
in  the  direction  a  to  &  (Fig.  98)  pro- 
duces in  the  air  a  pulse  of  condensation, 
w^hich  runs  down  to  the  bottom  of  the  B 

jar  and  is  reflected  back.     Now,  if  the  fig.  98. 

distance  AB   is  such    that   this   pulse  of   condensation 
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reaches  the  prong  of  the  fork  at  the  instant  that  it  is 
on  the  point  of  returning  from  b  to  a,  a  pulse  of  rare- 
faction will  be  produced,  which  will  run  to  the  bottom 
of  the  jar  and  back,  and,  overtaking  the  prong  when 
it  reaches  its  limit  a,  will  again  be  changed  by  it  to  a 
pulse  of  condensation. 

The  vibrations  of^the^ tuning-fork  will  therefore  be^, 
reinforced  by  .ajmcnronaas^ibrations  of  the  air-column  , 
in  the  tube,  and  the  intensity  of  the  sound  thus  increased. 

•>fL  It  is  evident  that  the  distance  AB  must  be  just  one- 
quarter  of  the  wave-length  of  the  wave  produced  by 
the  fork,  and  since  the  wave-length  depends  upon  the 
vibration-frequency  of  the  fork,  the  distance  AB  must 
vary  with  different  forks. 

When  the  sound  produced  by  a  vibrating  body  is 
reinforced  by  the  vibrations  which  are  produced  in 
another  body,  tuned  to  vibrate  in  unison  with  it,  the 
effect  is  called  resonance. 

Since  there  can  be  no  gain  in  energy,  the  increase  in 
the  intensity  of  the  note  when  a  resonator  is  used  must 
be  accompanied  by  a  decrease  in  the  length  of  time  dur- 
ing which  it  sounds. 

1.  Beso^tors. 

Resonators  are  used  for  analyzing  composite  sounds. 
Fig.  99  shows  two  common  forms  of  the  instrument. 
They  are  made  in  various  sizes,  and  each  is  carefully 
tuned  to  a  definite  pitch.  The  small  opening  a  is  placed 
in  the  ear,  and  if  the  sound  to  which  the  resonator  is 
tuned  exist  in  the  air,  it  is  reinforced  by  the  vibration  of 
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the  air  within  the  cavity,  and  its  presence  is  thus  made 
known  to  the  observer.  By  applying  successively 
different  resonators  to  the  ear,  the  simple  notes  which 
make  up  a  composite  tone  may  be  determined. 


Fig.  99. 

2.  Determination  of  the  Velocity  of  Sound  by  Resonance. 

Since  AB  (Fig.  98)  is  just  one-quarter  the  wave-length 
of  the  sound-wave  produced  by  the  fork,  the  w^ave-length 
is  known  when  AB  is  measured ;  and  if  the  vibration- 
number  of  the  fork  is  known,  the  velocity  of  sound  in 
air  can  be  calculated  from  the  equation 

v  =  nX         (Art.  9,  page  152.) 

The  velocity  in  other  gases  may  be  determined  in  the 
same  way. 


II.— Vibration  of  Air  in  Tubes. 


3.  Vibration  of  Air  in  Closed  Tubes. 

Experiment  1. 

Take  a  glass  tube,  about  30  inches  long  and  three  quarters 
of  an  incli  in  diameter,  insert  by  means  of  a  stiff  wire  a  cork 
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which  will  slide  up  and  down  in  the  tube,  just  touching  the  sides 
(Fig.  100).     Adjust  the  cork  so  that  the  air  within  the  upper 
,         end  of  the  tube  will  vibrate   in   unison  with  a 
j-^.    tuning-fork.     Blow  across  the  end  of  the  tube." 

X.  How  does  the  note  produced  compare  with  that 
given  when  the  fork  is  placed  above  it  ? 

2.  The  blowing  across  the  mouth  of  the  tube  causes 
a  mixture  of  vibrations  of  different  frequencies.  Why 
is  it  that  the  tube  causes  one  note  to  become  predomi- 
nant? 

Experiment  2. 

Adjust  the  cork  in  the  tube  used  in  the  last  ex- 
periment so  that  the  air-column  will  be  24  inches 
in  length.  Blow  across  the  end  of  the  tube.  Re- 
peat the  experiment,  making  the  length  of  the  air- 
column  (1)12  inches,  (2)  6  inches. 

1.  What  is  the  relation  between  the  vibration- 
numbers  of  the  notes  given  by  (1)  the  24-inch  and  the 
12-inch  air-columns,  (2)  the  12-inch  and  the  6-inch 
air-columns  ? 

When  a  flutter,  caused  by  the  co-mingling 
of  a  number  of  vibrations  of  different  fre- 
Fio.  100.  quencies,  is  made  at  the  mouth  of  a  tube, 
the  air-column  within  the  tube  selects  the  vibrations 
which  are  in  synchronism  with  itself,  vibrates  in  unison 
with  them,  and  reinforces  them,  thus  producing  a  musical 
note. 

The  vibration-number  of  the  note  produced  by  a 
vibrating  air-column  within  a  tube  varies  inversely  as . 
the  length  of  the  tube. 


u 


v^ 


VIBRATION    OF    AlK    IN    TUBES. 

4.  Vibration  of  Air  in  Open  Pipes. 
Experiment  3. 

Blow  a  puff  of  air  across  the  end  of  a  glass  tube  open  at  both 
ends.  'Now  close  one  end  and  blow  a  puff  of  air  across  the 
open  end. 

f     How  does  the  pitch  of  the  note  in  the  first  case  compare  with 
that  in  the  second  case  ?  I     ,^^ 

Wriment  4.  ^  ^^ 

Select  two  glass  tubes  of  the   same  bore,  one  of  which  is    j 
twice  the  length  of  the  other,  close  one  end  of  the  short  tube, 
and  blow  a  puff  of  air  across  an  open  end  of  each. 

What  is  the  relation  between  the  vibration-numbers  of  the  notes 
produced  by  the  two  pipes  ?  JsT*  ' 

A  tube  open  at  both  ends  gives  a  note  whose  vibra-        >^ 
tion-number  is  double  that  given  by  a  tube  of  the  same 
length  which  is  closed  at  one  end. 

A  tube  closed  at  one  end  will,  therefore,  give  the  same 
note  as  an  open  one  of  twice  the  length ;  but  the  wave- 
length of  the  sound-wave  is  four  times  the  length  of 
a  stopped  tube,  therefore  the  length  of  the  open  tube 
is  one-half  the  wave-length  of  the  sound-wave  pro- 
duced by  it. 

The  vibration  of  the  air  in  an  open  tube  may  also  be 
illustrated  by  a  coil-spring  wave-machine. 

Experiment  5. 

Push  both  ends  inward  at  once,  thus  sending  two  pulses 
of  condensation  towards  the  centre.  Watch  them  as  they 
cross  in  the  centre,  and  when  they  reach  the  ends,  pull  both 
ends  outwards.  Repeat  this  process  until  the  two  halves  of 
the  coil  vibrate  steadily  in  and  out.     Now  observe : 

1.  That  when  a  pulse  reaches  the  end  of  the  spiral  its  type  is 
changed,  and  if  it  is  a  pulse  of  condensation  it  is  reflected  as  a  pulse 
of  rarefaction,  and  vice  versa. 
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2.  That  the  centre  remains  stationary. 

3.  That  the  condensations  and  the  rarefactions  are  not  uniformly 
distributed  along  the  spiral,  but  are  greatest  at  the  centre  and 
least  at  the  ends. 

4.  That  at  the  ends  where  the  coils  remain  always  about  the 
same  distance  apart  the  amplitude  of  vibration  is  the  greatest. 

5.  That  the  rate  of  vibration  is  twice  as  great  as  when  one  end  of 
the  spiral  was  fixed  (Exp.  2,  page  185).     What  is  the  reason  ? 

The  air-column  in  the  open  tube  is  believed  to  vibrate 
in  much  the  same  way  as  the  coil  spring  was  made  to 
vibrate  in  the  last  experiment. 


B 

Fio.  101. 


The  movement  of  the  prong  of  the  fork 
in  the  direction  a  to  6  (Fig.  101)  produces 
in  the  air  a  pulse  of  condensation,  which 
runs  down  to  the  end  of  the  jar.  Its  type 
is  then  changed,  and  it  is  reflected  back  as  a 
pulse  of  rarefaction.  When  it  reaches  the 
upper  end  its  type  is  again  changed,  and  it 
is  reflected  as  a  pulse  of  condensation. 
Now  if  the  distance  AB  is  such  that  the 
prong  of  the  fork  is  just  starting  to  move 
again  from  a  to  6  at  the  instant  that  this 
pulse  of  condensation  starts  down  the  tube, 
the  vibration  of  the  fork  will  be  reinforced 
by  the  vibration  of  the  air-column.  This 
evidently  can  take  place  only  when  the 
distance  AB  is  one-half  the  wave-length  of 
the  note. 


5.  Nodes  and  Loops  in  Pipes. 

Since  the  layer  of  air  at  the  closed  end  of  a  stopped 
pipe  is  necessarily  at  rest,  and  since  rapid  alternations  of 
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condensation  and  rarefaction  take  place  there,  the  density 
of  the  air  at  this  point,  like  the  relative  positions  of  the 
coils  at  the  fixed  end  of  the  spiral  (Exp.  2,  page  185),  is 
constantly  changing. 

At  the  open  end  of  a  tube  the  air  has  a  constant 
density,  that  of  the  atmosphere ;  consequently  the  air 
particles,  like  the  coils  at  the  free  end  of  the  coil 
spring,  remain  at  about  the  same  distance  apart.  The 
amplitude  of  the  vibration  of  the  air  particles  at  this 
joint  is  therefore  at  a  maximum. 

A  node  in  an  air-column  of  a  pipe  is  a  section  of  the 
jolumn  where  the  particles  of  air  are  at  rest,  but  where 
khe  changes  of  density  are  the  greatest. 

A  loop  is  a  section  of  the  air-column  where 
fthe  vibrations  of  the  particles  of  air  have  the 
|greatest  amplitudes,  but  where  there  is  no 
^change  of  density. 

In  a  stopped  pipe  ther.e  is  a  loop  at  the  open 
en^jndajj^&j^^te- closed  end.  In  an  open 
pipe  there  is  a  loop  at  each  end,  and  a  node  at 
the  centre. 

The  existence  of  nodes  and  loops  may  be  shown 
experimentally  by  placing  a  light  powder  in  a 
horizontal  tube  (Exp.  9,  page  137).  When  a 
note  is  sounded  the  powder  accumulates  at  the 
points  of  rest.  Their  existence  may  also  be  shown 
by  certain  experiments  with  organ  pipes. 

6.  Organ  Pipes. 

Fig.  102  shows  the  construction  of  a  common 
organ  pipe.     Air  is  forced  through  the  tube  T  ^"'"  ^^^ 
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into  the  chamber  C.  The  compressed  air  escapes  from 
this  chamber  by  a  narrow  slit  ed,  and,  striking  against 
the  narrow  bevelled  edge  or  lip  ah,  produces  a  fluttering 
noise.  The  vibrations  of  the  flutter  which  are  in  syn- 
chronism with  the  air-column  of  the  tube  are  reinforced 
by  it,  and  a  musical  note,  the  pitch  of  which  depends 
upon  the  length  of  the  tube,  results. 

7.  To  Show  the  Existence  of  Nodes  and  Loops  in  an  Organ 
Pipe. 

Experiment  6. 

Make  a  small  tambourine  by  stretching  a  membrane  over 
a  circular  hoop.  Scatter  fine  sand  on  the  mem- 
brane and  by  means  of  a  string  lower  it  slowly 
into  an  organ  pipe  which  is  producing  a  musical 
note  (Fig.  103).     Observe  the  sand. 

What  evidence  have  you  of  the  existence  of  loops 
and  nodes  ? 

Repeat  the  experiment  several  times,  varying 
the  force  of  the  current  of  air  passing  through 
the  tube. 

Is  there  a  node  at  the  centre^ of  the  tube  in  each 
case  ?    Are  there  other  nodes  ?     If  so,  where  1 

8.  Overtones  of  Pipes. 

When  a  pipe  is  blown  gently  it  yields  its 
flllulamaLilal  note.     By  gradually  increasing 
the  force  of  the  current  of  ain  the  air-column 
Fio.  103.        is  made  tolBreak  up  into,  vibiaiing_  segments, 
and  hence  to  yielrl  Qy^rtftnps 

The  series  of  overtones  given  by  a  stopped  pipe  difiers 
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from  that  given  by  an  open  one,  avS  will  be  seen  from  a 
consideration  of  the  following  conditions : 

(1)  There  must  be  a  loop  at  the  open  end  of  a  tube, 
and  a  node  at  the  closed  end. 

(2)  Nodes  and  loops  recur  alternately. 

On  these  conditions  the  following  will  be  the  simplest 
possible  divisions  of  air-columns  in  pipes. 

I.  In  Stopped  Pipes. 

The  open  end  remains  always  a  loop  and  the  closed  end 
a  node  (Fig.  104).  If  there  are  no  other  nodes  and 
loops,  the  pipe  yields  its  fundamental  note  only. 
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Fig.  107.    Fio.  108.  Fio.  109. 


When  the  pressure  of  the  air  is  increased,  the  air- 
column  divides  into  three  equal  parts,  and  an  additional 
node  and  loop  are  formed  (Fig.  105).  If  the  air  pres- 
sure is  still  increased,  the  air-column  divides  into  5,  7,  9, 
etc.,  equal  parts  (Fig.  106).  Ilence — the  vibrRtion- 
mimbers  of  the  po.ssible_iiQtes-gi^'^ft-by-«r  «topped-pipe_ 
are  in  the  proportion  1,  8,^  5,^tcr,  ^nd.odd  harmoniCS-- 
only  are  thereforfi.j^resent  in  the  overtones  of  a  stopped 
pipe.  —  ^~ 

13 
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n.  In  Open  Pipes. 

A  loop  remains  always  at  each  end  of  the  pipe.  When 
the  fundamental  note  is  sounded  there  is  but  one  node, 
that  at  the  centre  (Fig.  107). 

When  the  first  overtone  is  produced  there  will  be  a 
loop  at  the  centre,  and  the  air-column  divides  as  shown 
in  Fig.  108. 


-^ 


Fig.   110. 

When  the  second  overtone  is  produced  the  column  will 
divide  as  shown  in  Fig.  109.  The  other  overtones  are 
formed  by  similar  divisions.  Hence  the  vibration-num- 
bers of  the  possible  notes  given  by  an  open  pipe  are  in 
the  proportion,  1,  2,  3,  4,  etc.,  and,  therefore,  the  over- 
tones together  with  the  fundamental  note  form  a 
complete  harmonic  series. 


« 
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The  quality  of  the  musical  sounds  given  by  the  pipes 
will  depend  upon  tlie  degree  of  complexity  of  the  vibra- 
tion of  the  air-columns  (Art.  5,  page  183). 

9.  Manometric  Flames. 

Koenig  has  devised  a  means  of  showing  the  complex 
nature  of  sound  vibrations  by  means  of  a  vibrating  gas 
flame.     Fig.  110  shows  the  construction  of  the  apparatus. 


Fio.  111. 


A  box  or  capsule  A  is  divided  into  two  compartments  by 
a  thin  membrane  B.  Gas  is  admitted  into  one  of  the 
compartments  by  a  tap  G,  and  is  lit  at  the  nozzle  D.  The 
other  compartment  is  connected  by  means  of  a  rubber 


tube  with  a  funnel-shaped  mouth -piece.  A  rotating 
mirror  is  placed  in  front  of  the  gas  flame.  When  sound- 
waves enter  the  capsule  by  the  mouth -piece,  the  mem- 
brane, gas,  and  flame  are  set  in  vibration.  By  revolving 
the  mirror  the  image  is  drawn  out  into  a  band  of  light. 
If  the  flame  is  burning  steadily,  the  band  will  be  con- 
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tinuous;  but  if  the  flame  is  vibrating,  it  will  have 
a  wavy  appearance.  The  complexity  of  the  vibrations  is 
shown  by  the  succession  of  images  which  appear  on  the 
mirror  (Fig.  111).  • 

Fig.  112  shows  the  image  when  the  vowel  E  is  sung  in 
front  of  the  mouth-piece  on  the  note  C. 

Experiment  7. 

Revolve  the  mirror  and  sing  into  the  month-piece  the  vowel 
A  (1)  on  the  note  F,  (2)  on  the  note  C. 

Make  a  drawing  of  the  image  made  by  the  flame  in  each  case. 


'    "i 
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Let  two  different  persons  repeat  in  succession  the  above 
experiment. 

Are  the  images  alike  ?     If  not,  explain  the  reason. 
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Vary  the  experiment  by  singing  different  vowel  sounds  on 
difFei-ent  notes,  by  blowing  a  toy  trumpet  and  by  making  sounds 
of  various  kinds  in  front  of  the  mouth-piece. 

Instead  of  connecting  the  capsule  with  the  mouth- 
piece, it  may  be  connected  with  organ  pipes,  resonators, 
etc.,  and  the  character  of  the  vibrations  of  air-columns 
observed.  Fig.  113  shows  a  method  of  comparing  the 
vibrations  of  two  air-columns  in  organ  pipes. 


^j 


QUESTIONS.       ,u-t    --    Wi^   <  ^H-^ 

1.  Calqulate  tlie  depth  of  a  resonant  jar  for  a  fork  who^  vibra-  ^  '     - 
tion-nuniber  is  440,  when  the  velocity  of  sound  in  air  is  1, 100  feet  per  ^CuH**'.' 
sec.        '  i\  V/    .  ,  Sl.'^*v^'       itf, 

2.  It  is  found  that  the  depth  of  a  resonant  jar  which  gives  the 
loudest  sound  with  a  fork  whose  vibration -number  is  256  is  13.2 
inches.     What  is  the  velocity  of  sound  in  air  ?     "0  ^  C?  X  /  "2^    ^"^   • 

3.  A  tuning-fork,  making  384  vibrations  per  second,  is  held  over 
a  cylindrical  jar  in  which  the  velocity  of  sound  is  1,100  feet  per 
second.  AVhat  must  be  the  length  of  the  jar  in  order  that  it  may 
be  best  adapted  to  resound  to  the  fork  ?     What  is  the  length  of 

the  wave  sent  out  by  the  fork  ?  OK.'' 

4.  Wlien  a  tuning-fork  is  set  in  vibration,  and  held  close  to  one  (X/t  Ov--;.  . 
end  of  a  glass   tube  20  inches  long  and  open  at  both  ends,  an  ^ 
augmentation  of  sound  takes  place.       If  the  tube  is  longer  or          .^ 
shorter  than  20  inches,  the  increase  of  sound  is  not  so  great.    How 

do  you  explain  these  facts,  and  how  could  you  calculate  from  them  _J^ 

the  pitch  of  the  tuning-fork  ?  "  A^ 


5.  A  stopped  organ  pipe  4  feet  long,  and  an  open  organ  pipe  12 
feet  long,  are  sounded.  IIow  are  the  notes  related  to  each  other? 
Do  they  differ  from  each  other  in  quality,  and,  if  so,  why? 


i^ 
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6.  Give  the  lengths  of  the  three  shortest  clcfeed  tubes,  and  of  the  "* 
three  shortest  open   tubes,  which  will   resound   to   a  tuning-fork 
making   200  vibrations   per  second,  the  velocity  of  sound  being 
33,240  cm.  per  second. 

7.  If  a  pipe  is  constructed  with  holes  bored  in  one  of 
its  sides,  and  these  covered  with  little  doors,  as  shown 
in  Fig.  114,  what  effect  will  be  produced  on  the  vibra- 
tions of  the  air-column  within  the  tube  by  opening  A,  B, 
and  C  in  succession  ? 

8.  What  effect  is  produced  by  the  opening  and  the 
closing  with  the  fingers  of  the  lateral  orifices  of  a  flute  ? 
Explain. 

9.  A  stopped  pipe  2  feet  long  and  an  open  pipe  4  feet 
long  give  the  same  fundamental  notes.  How  do  these 
two  notes  difier  in  quality-? 
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CHAPTER  XIX.  ^ 

NATURE    AND   PROPAGATION   OF   LIGHT. 

I.— Nature  of  Light. 

1.  Sajdiant- Energy— Liglit. 

The  nature  of  radiant  energy,  or  the  energy  of  ether 
vibration,  is  discussed  in  Part  I.,  pages  40  and  211-213. 

Since  by  this  theory,  £|(nd  this  only,  the  phenomena 
can  be  satisfactorily  explained,  the  external  'physical 
cause  of  the  sensation  of  sight  is  believed  to  he  ether- 
waves  whose  wave-lengths  and  vibration-frequencies  lie 
within  certain  limits.  These  waves,  which  have  their 
origin  in  some  luminous  body,  are  propagated  in  all 
directions  ;  and,  when  transrfiitted  to  the  retina  of  the 
eye,  become  stimuli  of  the  optic  nerve  fibres,  and  give 
rise  to  the  sensation  of  vision. 

Radiant  energy  which  can  affect  the  eye  and  pro- 
duce vision  is  called  Light. 

As  there  are  air-waves  whose  vibratioii-frequencies 
are  either  too  slow  or  too  rapid  to  affect  the  ear  and 
produce  the  sensation  of  sound,  so  there  are  ether- waves 
whose  vibration-frequencies  are  either  too  slow  or  too 
rapid  to  affect  the  eye  and  produce  vision.  These,  as  we 
shall  see,  are  capable  of  producing  other  effects. 

The  vibrations  of  the  ether  take  place  not  in  the 
direction  of  the  wave,  like  the  vibrations  of  the  particles 
of  the  air  in  sound-waves,  but  in  a  plane  at  right  angles 
to  it.     In  this  respect  they  resemble  water-waves  (page 

[199] 
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141),  or  the  waves  produced  in  the  chain  (Exp.  1,  page 
142).  They  are  transverse  waves,  and  not  waves  of  con- 
densation and  rarefaction. 

2.  Luminous,  Transparent,  Translucent  and  Opaque  Bodies. 

Bodies   from    which   light  proceeds  arei^said, tQ__be^ 

luminous.  Tiiose  wjtb.  which  Iight_orjgi nates  are  g^ 
luminous.  The  sun,  a  lamp  or  gas  flame,  and  the  white- 
hOtTnlament  of  an  incandescent  electric  lamp  are 
examples  of  self-luminous  bodies. 

The  vibrating  molecules  of  these  bodies  communicate 
their  motion  to  tlie  ether  which  surrounds  them,  and 
thus  set  up  those  ether- waves  which  have  the  power  of 
exciting  the  optic  nerves. 

Bodies,  like  the  moon,  which  are  themselves  non- 
luminous,  become  illuminated  in  the  presence  of  self- 
luminous  bodies  by  the  light  which  they  receive  from 
those  bodies  and  transmit  by  reflection. 

Bodies  which  transmit  the  greater  part  of  the  light 
falling  upon  them,  and  through  which  objects  can  be 
distinctly  seen,  are  said  to  be  transparent.  Those  which 
transmit  some  light,  but  through  which  objects  cannot 
be  distinguished,  are  translucent.  Opaque  bodies  are 
those  which  do  not  transmit  light. 

The  terms  transparent  and  opaque  are  relative.  No 
body  is  perfectly  transparent,  and  very  thin  layers  of 
most  bodies  transmit  more  or  less  light. 

Give  examples  of  transparent,  translucent  and  opaque  bodies. 

3.  Bay,  Pencil,  and  Beam  of  Light. 

A  ray  is  the  line  along  which  light  is  propagated. 
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A  collection  of  rays  from  the  same  source  is  called  a 
beam,  when  the  rays  are  parallel  (Fig.  115),  and  a 
pencil,  when  the  rays  are  convergent  (Fig.  116)  or 
divergent  (Fig.  117).  The  term  pencil  is  used  by 
some  writers  to  denote  any  collection  of  rays  from  the 
same  source,  and  a  beam  is  defined  as  a  parallel  pencil. 

As  it  will  be  necessary,  in  the  experiments  which 
follow,  to  use  frequently  a  beam  or  a  pencil  of  light,  it  will 
be  well  at  this  stage  to  consider  the  means  by  which 
these  may  be  obtained  for  this  purpose. 


FiQ.  116. 


Fio.  117. 


Provision  must  be  made  for  darkening  the  windows 
of  the  laboratory.  Close  wooden  shutters  are  the  best; 
but  blinds  made  of  the  cloth  used  by  carriage  makers 
for  covering  buggy  tops  answer  well.  If  blinds  are  used, 
they  should  be  mounted  on  spring  rollers,  and  the  light 
should  be  shut  out  at  the  edges  by  having  the  blinds  run 
in  grooves  not  less  than  6  inches  deep. 

If  the  sun  is  the  source  of  light,  a  porte  lumiere  is 
used  to  transmit  the  light  into  the  laboratory.  This 
consists  of  a  mirror  A,  which  can  be  so  adjusted  that 
direct  sunlight  is  reflected  through  the  tubular  opening 
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B  (Fig.  118).  A  -douMe-convex^  lens  should  be  monnfftdl 
in  a  brass  ring  made  to  slip  easily  into  the  tube  B.  This 
lens  is  called  the  condenser.  A  lantern  objective  C 
should  be  supported  in  front  of  the  condenser  on  a  metal 
bar  D,  which  can  be  quickly  adjusted  or  removed. 


Fig.  118. 


Caps  E,  E,  with  circular  openings  and  slits  are  made 
to  fit  over  the  tube  B. 

A  slide-holder  F,  which  also  can  be  attached  to  the 
tube  B,  as  shown  in  the  figure,  should  be  provided. 


Fig.  U9. 


To  introduce   a  beam   of  light   into  the   laboratory, 
attach  the  porte  lumiere  to  a  shutter  in  a  window  facing 
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south,  remove  all  the  lenses  and  adjust  the  mirror  (Fig. 
119).  The  size  of  the  beam  may  be  regulated  by  using 
caps  with  apertures  of  various  sizes. 

JTo-introduce  a  convergentjar  a  divergent  pencil,  slide 
the  condensingj^ns  intothe  tube  (Fig.  120).  The  pencil 
will  be  convergent  to  a  focus,  and  divergent  beyond  the 
focus. 


Fig.  120. 


To  project  lantern  slides,  place  the  condensing  lens  and 
the  objective  in  position,  attach  the  slide-holder  to  the 
tube,  place  the  slide  in  position,  and  move  the  objective 
backward  or  forward   until   the  picture  is  focused  on 


Fio.  121. 


a  white  screen  placed  in  front  of  the  objective  (Fig.  121). 
A  plaster  wall  makes  the  best  screen.  Pieces  of  appar- 
atus, and  experiments  that  can  be  performed  on  a  small 
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scale,  may  also  be  projected  in  the  same  manner  by 
placing  the  apparatus  between  the  condenser  and  the 
objectiv^e.  If  it  is  not  convenient  to  use  a  lantern 
objective,  an  ordinary  double-convex  lens  mounted  on  a 
stand  may  be  used  for  this  purpose  (Fig.  5). 

If  the  sun  is  not  used  as  the  source  of  light,  a  box  for 
shutting  in  the  radiant  muet  be  provided.  The  ap- 
paratus then  becomes  a  projection  lantern.  The  simplest 
form  of  the  lantern  is  that  which  most  nearly  resembles 


Fig.  122, 

the  porte  lumiere  described  above.  The  tube  for  holding 
the  condensing  lens,  the  objective,  the  support,  the  caps, 
the  slide-holder,  etc.,  are  the  same.  The  lantern  differs 
from  the  porte  lumiere  simply  in  substituting  a  ventilated 
box  to  enclose  the  radiant  for  the  adjustable  mirror  which 
reflects  the  sunlight.  Fig.  122  shows  a  projection 
lantern  with  an  electric  arc  lamp  as  the  source  of 
light.  This  is  the  best  radiant  for  experimental 
pui-poses;  but   an  oxy-hydrogen   lamp,  a  good  coal-oil 
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lamp,  or  Auer  gas  burner  will   give   sufficient  light  if 


Fig.  123. 


the  room  is  well  darkened  and  the  screen  is  not  placed 
at   too   great    a   distance.      The  ordinary    closed  front 


Fig.  124. 


lanterns,  sold  for  projecting  slides  alone,  are  not  adapted 
for  physical  work. 
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To  obtain  a  beam_  of  light_with  the 


am.  remove 


"X&x 


/the  objective,  place  a  single   plano-convex  lens  jn  t^ie 
tuEe.  ana  draw  tlieradiant  Lack,  until  the  lio-ht  hecomes 

^^::^sm  (Fig.  i^rsy  ' 

To  obtain  a  convergent  or  a  divergent  pencil,  place 
wo  plano-convex  lenses  in  the  tube  (Fig.  124). 

To  project  slides,  place  the  two  plano-convex  lenses  in 
the  tube,  rest  the  slide  in  position,  and  focus  on  the 
screen  with  the  objective  (Fig.  122). 


V      r 


II.— Rectilinear  Propagation  of  Light. 

Experiment  1. 

By  means  of  a  porte  lumiere  or  projection  lantern  introduce 
a  beam  of  light  into  a  darkened  room,  and  burn  some  touch- 
paper*  in  its  path. 

1.  What  evidence  have  you  that  light  travels  in  straight  lines ' 

2.  Is  it  the  light  which  is  made  visible  to  you  by  the  burning 
of  the  paper  ? 

In  every  homogeneous  transparent  medium  light  is 
propagated  in  straight  lines. 

4.  Images  by  Means  of  Small  Apertures. 

Experiment  2. 

Make  a  hollow  cylinder,  about  6  inches  in  diameter,  by 
rolling  up  a  sheet  of  heavy  cardboard.  Place  a  lighted  candle 
in  a  darkened  room,  and  surround  it  with  the  cylinder.  Prick 
a  pin-hole  in  the  cardboard  on  a  line  with  the  centre  of  the 


*  Prepared  by  dipping  paper  in  a  saturated  solution  of  potassium  nitrate. 
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flame  of  the  candle,  and  place  in  front  of  the  hole .  and  at  a 
distance  of  three  or  four  inches  from  it,  a  sheet  of  letter  paper. 

1.  What  is  projected  on  the  card  ? 

2.  How  is  it  formed,  and  why  is  it  inverted  ? 
To  answer  this  question  consider : — 

(a)  That  the  flame  is  made  up  of  an  infinite  number  of  luminous 
points  from  each  of  which  rays  of  light  are  passing  out  in  every 
direction. 


Fig.  125. 


(h)  That  the  light  which  passes  from  any  one  of  these  luminous 
points  A,  or  B  (Fig.  125)  through  the  pin-hole  travels  in  a  straight 
line  from  tlie  point  to  the  hole,  and  continues  to  travel  in  the 
same  direction  after  passing  through  the  hole. 

(c)  That  when  a  ray  of  light  falls  upon  a  screen  an  image  of  the 
luminous  point  from  which  it  proceeds  is  formed  on  the  screen. 

Experiment  3. 

Remove  all  the  lenses  from  the  porte  lumiere,  or  projection 
lantern,  cover  the  front  with  a  sheet  of  tin-foil  and  prick  a 
pin-hole  in  it. 

A  round  image  of  the  sun,  or  an  inverted  image  of  the 
.lantern  radiant  appears  on  the  screen.     Make  several  pin-holes 
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near  the  first.  Observe  the  number  of  the  images  increasing 
and  overlapping  as  the  pin-holes  are  made.  The  more  the  tin- 
foil is  removed  by  pricking  holes  in  it,  the  more  the  images 
overlap  and  become  confused. 

Remove  the  tin-foil  altogether.  The  light  on  the  screen 
may  be  regarded  as  the  overlapping  of  an  infinite  number  of 
images  of  the  radiant. 

Why  is  it  that  a  single  image  is  produced  only  by  a  very  small 
aperture  ? 

Experiment  4. 

On  a  bright  day  darken  a  room,  make  a  hole  about  half 
an  inch  in  diameter  in  one  of  the  closed  shutters,  and  place 
a  white  cardboard  screen  at  a  distance  of  two  or  three  feet 
rom  the  hole. 


What  is  projected  on  the  screen  ?     Explain  the  reason. 


< 


QUESTIONS. 


1.  If  you  make  a  pin-hole  in  the  bottom  of  a  box,  and  replace 
the  lid  by  a  piece  of  tissue  paper,  you  see  on  the  paper  images  of 
external  objects.  Explain  the  formation  and  the  character  of 
these  images. 

2.  When  sunlight  passes  through  the  spaces  l»etween  the  leaves, 
of  trees,  circular  patches  of  light  are  seen  on  the  ground.  Why  ? 
Are  tlie  circular  patches  made  by  openings  in  the  leaves,  which  are 
circular?  What  shape  would  these  patches  have  in  case  of  a 
partial  eclipse  of  the  sun  ? 

3.  Why  does  the  size  of  the  image  (Exp.  2)  become  larger  as 
the  paper  screen  is  removed  further  from  the  pin-hole  ? 

4.  Why  does  the  image  become  dimmer  as  it  becomes  larger  ? 
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5.  Shadows. 
Experiment  5. 

Project  a  large  circular  disc  of  light  on  a  screen  by  placing 
the  condensing  lens  in  the  porte  lumiere  or  lantern.  Place  in 
the  path  of  the  light  a  square  of  blackened  cardboard  or  tin. 
Observe  the  shadow  on  the  screen. 

Show  by,  a  diagram  that  the  formation  of  the  shadow  is  a  direct 
result  of  the  rectilinear  propagation  of  liglit. 

Move  the  card  backward  and  forward. 

Why  does  the  size  of  the  shadow  projected  on  the  screen  change  ? 

Experiment  6. 

Observe  carefully  the  outline  of  the  shadow  as  formed  in  the 
last  experiment,  and  repeat  the  experiment,  placing  the  card 
in  parallel  light.     Now  observe  the  outline  of  the  shadow. 

In  which  case  is  the  outline  the  more  perfectly  defined  ?  Ex- 
plain. 

To  answer  the  latter  part  of  the  last  question,  perform  the 
experiment  on  a  smaller  scale  as  follows  : — 

Experiment  7. 

Arrange  a  gas  burner  or  coal-oil  lamp  to  give  a  large,  flat, 
fan-shaped  flame.  Place  a  white  paper  screen  about  16 
inches  square  at  a  distance  of  4  or  5  feet  from  the  flame  and 
parallel  with  it.  Support  a  card  2  or  3  inches  square  between 
the  flame  and  the  screen  in  such  a  position  that  a  shadow 
about  two-thirds  the  size  of  the  screen  is  cast  on  it  (Fig.  126). 
You  will  observe  that,  as  in  the  last  experiment,  the  part  of 
the  shadow  around  the  edges  is  much  lighter  than  that  nearer 
the  centre.  To  understand  the  reason  of  this,  prick  a  pin-hole 
in  the  screen  (1)  in  the  darkest  part  near  the  centre,  (2)  on 
the  line  between  the  dark  and  the  light  parts  of  the  shadow, 
U 
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(3)  in  the  light  part  of  the  shadow,  (4)  in  the  illuminated 
part  of  the  screen.  Place  the  eye  behind  the  screen  at  each 
pin-hole,  and  look  at  the  flame  through  each  hole. 


Fia.  128. 

1.  In  which  case  can  (1)  the  whole  flame,  (2)  a  part  of  the  flame, 
(3)  the  edge  of  the  flame,  (4)  no  part  of  the  flame,  be  seen  ? 

2.  How,  therefore,  do  you  account  for  the  diff"erence  in  the  degree 
of  darkness  of  the  difi"erent  parts  of  the  shadow  ? 

The  dark  portion  of  a  shadow  which  receives  no  direct 
light  from  a  luminous  body  is  called  the  umbra. 

The  shadow  around  the  umbra,  which  is  lighter  than  it, 
because  it  is  partially  illuminated  by  direct  light  from  a 
part  of  the  luminous  body,  is  called  the  penumbra. 


Fig.  127. 


If  the  radiant  were  a  luminous  point  there  would  be 
no  penumbra  (Fig.  127).  The  cone  of  liglit  ACD,  pro- 
ceeding from  the  luminous  point  A,  is  totally  stopped  by 
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the  opaque  body  B,  and  the  portion   of  the  diverging 
cone  on  the  side  of  B  opposite  from  A  will  be  in  shadow. 


Fig.  128. 


If  the  luminous  body  A  is  larger  than  the  body  B,  the 
cones  will  be  as  shown  in  Fig.  128.     A  screen  a  h  placed 


Fig.  129. 


behind  B  will  be  cut  by  both  cones,  and  a  shadow  (Fig. 
129)  consisting  of  an  umbra  and  a  penumbra  will  be  pro- 
jected on  it. 


QUESTIONS. 

1.  Make  a  drawing  similar  to  Fig.  128  to  show  the  position  of  the 
mbral  and  the  penumbral  cones  when  the  luminous  body  A  is  (1) 

smaller  than  B,  (2)  equal  in  volume  to  it. 

2.  If  a  pencil  is  held  upright  between  a  flat  gas  flame  and  a  wall, 
the  shadow  is  well-defined  when  the  flame  is  "edge  on,"  but  not 
well-defined  when  it  is  "  broadside  on.''  Explain  the  reason.  Try 
the  experiment. 
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3.  Why  is  the  shadow  of  a,  body  thrown  by  an  electric  arc  lamp 
sharp  and  well-defined  ?  Would  a  ground  glass  globe  placed 
around  the  arc  make  a  diflference  in  the  sharpness  of  the  shadow  ? 
Explain. 

4.  A  person  sees  a  partial  eclipse  of  the  sun.  ,  Is  he  in  the  umbra 
or  the  penumbra  of  the  shadow  ?^Vlak;&  a  diagram  to  explain  the 
reason  for  your  answer*  ^    ^    ,  '  . 

5.  iWhen  will  the  transverse  section  of  an  umbra  of  an  opaque 
body  be  Q)  larger  than,  (2)  equal  to,  (3)  smaller  than,  the  body 
itself  ? 

6.  What  is  the  shape  of  a  section  of  the  earth's  umbra  on  the 
moon  in  an  eclipse  1  What  does  this  prove  with  regard  to  the 
shape  of  the  earth  ?     Explain. 

7.  If  a  hair  is  held  in  the  sunlight,  about  one  centimetre  in  front 
of  a  sheet  of  paper,  a  shadow  is  formed  ;  but  if  it  is  held  5  or  6 
centimetres  away  from  the  paper,  the  shadow  becomes  very  indis- 
tinct or  disappears,     Explain. 

8.  A  card  held  parallel  with  a  wall  is  gradually  moved  from  a 
candle  towards  the  wall.  What  changes  take  place  in  the  shadow  ? 
Give  the  reasons  for  thenii 


U 
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CHAPTER  XX. 

PHOTOMETRY 

1.  niuminating  Power. 

Since  light  is  a  form  of  energy  it  is  a  measurable  quan- 
tity. It  is  a  matter  of  common  observation  that  the 
quantity  of  light  given  out  by  one  luminous  body  may 
differ  widely  from  that  given  out  by  another.  A  candle, 
for  example,  gives  out  less  light  than  a  coal-oil  lamp,  and 
a  coal-oil  lamp  much  less  than  an  electric  arc  lamp.  The 
illuminating  power  of  a  source  of  light  is  usually  mea- 
sured by  a  unit  quantity,  which  is  the  light  given  out 
by  a  candle  of  a  certain  weight  burning  at  a  certain 
rate.  The  illuminating  power  is  then  measured  in 
candle-powers. 

2.  Intensity  of  Illumination. 

The  illuminating  power  of  a  source  of  light  must  not 
be  confounded  with  the  intensity  of  the  illumination 
which  it  produces.  A  candle  and  a  coal-oii  lamp  although 
differing  in  illuminating  power,  or  the  quantity  of  light 
given  out  by  them,  may  illuminate  the  same  surface  to 
the  same  extent,  if  their  distances  from  the  surface  be 
different. 

•    The  intensity  of  illumination  on  a  given  surface  is 
the  quantity  of  light  received  on  a  unit  surface. 

This  is  manifestly  dependent  on : — 

vsi&]e--Qi  -the  ■  source  of  lightytbe 

[213] 
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int^isity  of  illumination  beirig- directly  proportionaJL  to^ 
/TImminating  powM?, 

2.  The  distance  of  the  surface  from  the  source  of  light. 

Since  light,  like  sound,  travels  outward  in  waves  in 
every  direction  from  its  source,  it  is  inferred  by  reasoning 
similar  to  that  of  Art.  3,  page  155,  that  the  intensity 
of  illumination  on  a  given  surface  is  inversely  as  the 
square  of  its  distance  from  the  source  of  light. 

This  law  may  be  illustrated  by  the  following  experi- 
ment : — 

Experiment  1. 

Remove  the  condensers  and  the  objective  from  a  projection 
lantern,  and  slip  over  the  tube  a  cap  in  which  there  is  a  small 
square  aperture,  say  1  in.  square.  Place  a  screen  successively 
at  distances  of  1  ft.,  2  ft.,  3  ft.,  etc.,  from  the  radiant,  measure 
the  side  of  the  square  of  light  projected  on  the  screen  at  each 
of  these  distances,  and  calculate  the  areas  of  these  squares.  It 
will  be  found  that  they  are  approximately  in  tlie  proportion 
1,  4,  9,  etc.,  that  is,  1-,  2^,  3^,  etc.  ;  but  the  quantity  of  light 
falling  on  the  screen  is  the  same  in  each  case,  therefore  the 
light  falling  on  a  unit  surface,  or  the  intensity  of  the  illumina- 
tion, is  in  the  proportion  i,  i,,  -1^.,  etc.  The  surface  of  the 
radiant  should  be  as  small  as  possible. 

3.  Measurement  of  Illnminating  Power. 

Since  the  illuminating  power  of  any  source  of  light  is 
directly  proportional  to  the  intensity  of  the  illumination 
which  it  produces  on  a  surface  when  the  distance  is 
constant,  and  the  intensity  of  the  illumination  of  a 
surface  varies  inversely  as  the  square  of  the  distance 
from  the  source  of  light,  the  relative  illuminating  powers 
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of  different  sources  of  light  may  be  determined  by  com- 
paring the  intensities  of  the  illuminations  produced  at 
known  distances.  All  common  photometers,  or  instru- 
ments for  comparing  the  illuminating  powers  of  different 
sources  of  light,  depend  on  the  application  of  these 
principles. 

4.  Bumford's  Shadow  Photometer. 

Count  Rumford  devised  a  means  of  comparing  the 
illuminating  powers  of  two  sources  of  light  by  a  com- 
parison of  shadows.  The  following  experiment  explains 
his  method. 

Experiment  2. 

To  compare  the  illuminating  powers  of  a  coal-oil  lamp 
and  a  candle,  place  a  small  upright  rod  in  front  of  a  screen 


Fig  130. 


made  of  a  sheet  of  white  paper,  as  shown  in  Fig.  130,  and 
place  the  candle  so  that  a  shadow  is  cast  by  the  rod  on  the 
screen  when  the  room  is  darkened.  Now  place  the  lamp  in 
such  a  position  that  another  shadow  of  equal  depth,  or  degree 
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of  darkness,  is  cast  by  the  rod  alongside  the  first  Measure 
the  distance  (Dj)  from  the  candle  to  the  screen,  and  the 
distance  (D^,)  from  the  lamp  to  the  screen. 

D,  =1 

Do  =? 

The  part  of  the  surface  of  the  screen  on  which  the  candle 
shadow  falls  is  illuminated  by  the  lamp  only,  and  the  part  of 
the  surface  on  which  the  lamp  shadow  falls  is  illuminated  by 
the  candle  only,  and  the  shadows  are  of  equal  depth ;  hence 
the  intensity  of  illumination  produced  by  the  candle  when  at 
a  distance  D^  equals  the  intensity  of  the  illumination  produced 
by  the  lamp  at  a  distance  D^ 

If  Ij  and  I^  denote  the  illuminating  powers  of  the  candle 
and  the  lamp  respectively,  I^  and  I„  will  be  proportional  to  the 
intensities  of  the  illuminations  produced  by  the  candle  and  by 
the  lamp  respectively  at  a  unit  distance. 

When  I^  is  the  intensity  of  illumination  produced  by  the 
candle  at  a  unit  distance 

„  —  the  intensity  of  illumination  at  a  distance  of  D, 

(Law  of  Inverse  Squares), 

and  when  I.,  is  the  intensity  of  illumination  produced  by  the 
lamp  at  a  unit  distance, 

—    =   the   intensity  of   the  illumination  of   the  lamp  at  a 

d: 

distance  D., ;  but  the  intensity  of  the  illumination  produced 
by  candle  at  the  distance  D^  =  the  intensity  of  illumination 
produced  by  the  lamp  at  a  distance  Dg. 

That  is, 

D?  -  D^ 
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I,     d!  -  • 

If  the  candle  is  a  standard  candle,  the  illuminating  power 
of  the  lamp 

=  — I  candle-power. 

5.  Bunsen's  Grease-Spot  Photometer. 

It  will  be  observed  that  if  a  grease-spot  is  made 
on  a  sheet  of  white  paper  and  a  light  placed  on  one 
side  of  the  paper,  it  will  appear  light  on  a  dark  ground 
to  a  person  on  the  side  of  the  paper  opposite  to  the  light, 
but  dark  on  a  light  ground  to  a  person  who  views  it  from 
the  side  on  which  the  light  is  situated.  If  the  two  sides 
are  equally  illuminated,  the  spot  becomes  almost  invisible. 
The  photometer  introduced  by  Bunsen  is  an  application 
of  this  principle. 

Experiment  3. 

To  compare  the  illuminatingf  power  of  a  lamp  flame 
with  that  of  a  candle  by  Bunsen's  photometer. 

Drop  a  little  melted  parafl&n  on  a  sheet  of  unsized  paper 
thin  drawing  paper  answers  well),  and  after  it  has  become 
hard  remove  the  excess  of  paraffin  with  a  knife;  place  the  paper 
between  two  pieces  of  blotting-paper  and  run  over  the  blotting- 
paper  a  moderately  hot  iron,  thus  making  a  grease-spot  on  the 
paper  about  2  or  3  centimetres  in  diameter.  Cut  out  of  the 
paper  a  circxilar  disc  10  or  12  centimetres  in  diameter  with 
the  spot  at  its  centre.  Mount  this  disc  in  a  suitable  frame 
attached  to  a  support. 
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Now  draw  a  chalk  line  on  a  table  and  lay  off  alongside  of 
it  a  centimetre  scale.  Place  the  candle  at  one  end,  and  the 
lamp  at  th^  other ;  and  between  them  place  the  disc  with  the 
centre  of  the  grease-spot  at  the  same  height  as  each  of  the 
flames  (Fig.  131).  Move  the  disc  backward  or  forward  along 
the  line  until  the  position  is  found  where  the  grease-spot 
becomes  invisible  when  viewed  in  the  direction  of  the  line. 


The  two  sides  of  the  disc  are  then  equally  illuminated.  Mea- 
sure the  distance  (Dj)  of  the  candle  from  the  disc,  and  the  dis- 
tance (Dg)  of  the  lamp  from  the  disc. 

D,  =  ? 

Let  Ij  and  I.2  denote  the  illuminating  powers  of  the  candle  and 
the  lamp  respectively.  Then,  by  reasoning  similar  to  that  in 
Art.  4  above, 

In  an  instrument  constructed  for  accurate  determin- 
ations, the  disc,  candles,  and  supports  for  lights  to  be 
tested,  are  mounted  on  holders  which  slide  on  a  gradu- 
ated bar.     The  same  bar  may  be  made  to  carry  lenses, 
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mirrors,  etc.,  for  other  optical  experiments.     The  instru- 
ment is  then  called  an  optical  bench. 

A  simple  form  of  bench  may  be  made  by  fitting  sliding 
pieces  of  the  form  shown  in  Fig.  131 
to  the  trough  used  in  Experiment  1, 
page  31,  Part  I.,  and  attaching  up- 
right supports  for  holding  tlie  discs, 
lenses,  etc.,  to  these.  A  graduated 
scale  should  be  placed  on  one  side  of 
Fio.  132.  the  trough.     Fig.  133  shows  a  bench 

of  this  form  used  as  a  Bunsen  photometer. 


a^- 


1^1 


fr 
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QUESTIONS. 


1.  A  candle  is  placed  at  a  distance  of  2  feet  from  a  screen,  and 
then  removed  to  a  distance  of  3  ft.  Compare  the  intensities  of 
illumination  of  the  screen  in  the  two  cases. 

2.  A  candle  is  placed  at  a  distance  of  10  inches  from  a  screen 
and  a  lamp  of  10  candle-power  is  placed  on  the  other  side  of  the 
screen  at  a  distance  of  10  feet  from  it.  Compare  the  intensities  of 
illumination  on  the  two  sides  of  the  screen. 

3.  In  a  Rumford's  photometer,  it  is  found  that  the  shadows  are 
oF  equal  depth  when  one  of  the  lights  is  at  a  distance  of  110  cm. 
from  the  screen,  and  the  other  at  a  distance  of  200  cm.  from  it. 
Compai'e  the  illuiuiuating  powers  of  the  lights. 
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4.  How  can  yon  make  use  of  a  Bunsen  phoix>meter  to  prove  the 
law  of  inverse  squares  ? 

5.  In  measuring  the  illuminating  powers  of  an  incandescent 
lamp  with  a  Bunsen  photometer,  it  is  found  that  the  distance  from 
the  disc  to  a  standard  candle  is  25  centimetres,  and  the  distance 
from  the  disc  to  the  lamp  100  cm.  What  is  the  candle-power  of 
the  lamp  ? 

6.  A  standard  candle  and  a  gas-fl^me  of  4  candle-power  are 
placed  6  feet  apa^.     Wliere  would  a  Bunsen  disc  have  to  be  placed 

, to  cause  the  grease-spot  to  disappear  ? 
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CHAPTER  XXI. 


REFLECTION   OF   LIGHT. 


I. — Laws  of  Reflection, 
1.  Experimental  Verification. 

We  have  learned  (Art.  13,  page  214,  Part  I.)  that  the 
greater  part  of  the  radiant  energy  falling  upon  bright 
]X)lished  bodies  is  reflected  from  their  surfaces.  The  re- 
flection of  light  may  be  illustrated  by  the  following 
experiments. 


Experiment  1. 

Arrange  apparatus  as  shown  in  Fig.   134, 
mounted  so  that  it  can  rotate  on  an  axis. 
is  attached  to  the  mirror  and  stands  at 
plane,  the   Hne   drawn  from 
the  axis  of  the  mirror  to  the 
zero  of  the  protractor  being  a 
normal  to  the  mirror.     Place 
the  mirror  so  that  a  very  small 
beam   of  light  from  a  porte 
lumiere   or   lantern   will     be 
close  to  the  protractor,  paral- 
lel to  its  plane,  and  fall  upon 
the  mirror  at  its  axis.     Burn 
touch-paper   in   the   path   of 
the  beam  of   light,    and    by 
turning  the  mirror  on  its  axis 
make  it  take  different   positions. 
•  [221] 


The  mirror  is 

The   protractor 

t  angles  to  its 


FiQ.  134. 

Read    on    the   graduated 
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arc  of  the  protractor  the  angles  which  the  incident  and  the 
reflected  beams  make  with  the  normal  for  each  position  of 
the  mirror.  ■ 

1.  Are  these  angles  always  equal  as  the  mirror  is  rotated  ? 

2.  The  incident  beam  was  made  parallel  to  the  plane  of  the  pro- 
tractor, is  the  reflected  beam  also  in  the  same  plane  ? 

The  angle  which  an  incident  ray  makes  with  the 
normal  to  the  reflecting  surface  is  called  the  angle  of  in- 
cidence, and  the  angle  which  the  reflected  ray  makes 
with  this  normal  is  called  the  angle  of  reflection. 

The  above  experiment  illustrates  the  following  laws  : — 

Laws  of  Beflection. 

1.  The  angle  of  reflection  equals  the  angle  of  inci- 
dence. 

2.  The  incident  and  the  reflected  rays  are  both  in 
the  same  plane,  which  is  perpendicular  to  the  reflect- 
ing surface. 

Experiment  2. 

Make  the  laboratory  quite  dark,  and  allow  a  beam  of  light 
to  fall  in  succession  upon  (1)  .^y[yyjjjaj^(2)  a  pane  of  polished 
window  glass,  (3)  a  sheet  of  wT^jtft  unfylazfld  nf^rdboard.  (4)  a 
sheet  of  blackened  cardboard. 

1.  In  which  cases  is  the  hght  reflected  in  a  definite  direction  and 
a  distinct  patch  of  light  thrown  on  a  screen  placed  in  the  path  of 
the  reflected  rays  ?  In  which  of  these  cases  is  the  patch  of  light 
the  brightest  ?     Why  ? 

2.  In  which  of  the  cases  is  the  reflecting  surface  seen  with  the 
greatest  ease  fi-om  all  parts  of  the  room  ?  In  which  is  it  almost 
invisible  ?     Why  ? 

The  total  amount  of  radiant  energy  falling  upon  a 
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body  equals  the  amount  reflected  +  the  amount  absorbed 
+  the  amount  transmitted  by  the  body  (Art.  13,  page 
214,  Part  I.). 

The  mirror  reflected  the  greater  part  of  the  light  fall- 
ing upon  it,  and  transmitted  and  absorbed  but  little. 
The  surface  of  the  mirror  being  smooth,  the  light  was 
reflected  in  a  definitejs^ay  and  a  distinct  image  of  the 
radiant  was  projected  on  the  screen  placed  in  the  path 
of  the  reflected  rays.  Since  an  object  is  seen  by  the 
light  wbi^h  ^1,  rpflftp-ba  to  the  eye  of  the  observer,  the 
mirror  cannot  be  seen  unless  the  eye  is  in  the  direct  path 
of  the  reflected  rays. 

The  white  cardboard  also  reflects  most  of  the  light 
falling  upon  it;  -but,  as  its  surface  is  rough  and 
■the  -varieofl  parts  of  it 
are  inclined  at  ilili'ureiit 


angles,  the  light  is  re- 
flgpip.d  ip  diflfcrRnt  direc- 
tions, and  hence  juifHJ^ 
j-fjjpd  or  difiiised  (Fig. 
1 35).  Since  the  reflected 
light  passes  outward  in 
all  directions  from  the 
surface  of  this  body,  it  can  be  easily  seen  from  all  points 
in  front  of  its  illuminated  side. 

The  window-glass  transmits  the  greater  part  of  the 
light  falling  upon  it ;  Ijut  the  part  reflected  by  it  is 
reflected,  as  in  the  case  of  the  mirror,  in  a  definite  way^ 
and  an  image  of  the  radiant  is  seen  on  a  screen  placed  in 
the  path  of  the  reflected  raj^s.  The  glass  is  therefore  not 
seen  from  points  not  in  the  line  of  these  rays. 


Fig.  135. 


no.  ^ 
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The  blackened  cardboard   absorbs   nearly  all   of   the 
light,  and,  since  it  reflects  but  little,  is  almost  invisible. 

Experiment  3. 

Arrange  apparatus  as  shown  in  Fig,  1 36,  and  reflect  a  large 

beam  or  pencil  of  light  into 
a  glass  jar  4  or  5  inches  in 
diameter,  filled  with  water. 
Darken  the  room,  and  add  a 
teaspoonful  of  milk  to  the 
water. 

1.  Why  was  the  water  al- 
most invisible,  while  the  mix- 
ture when  the  milk  was  added 
fills  the  room  with  radiance  ? 

F'«-^=^*^-  2.   Why    does    the     smoke 

from  touch-paper  make  the  path  of  a  beam  of  light  visible  ? 


II. — Images  from  Plane  Mirrors. 

The  formation  of  images  by  the  reflection  of  light  from 
plane  mirrors  is  one  of  our  most  common  observations. 

The  position  of  the  image  of  a  point,  in  relation  to  the 
mirror  and  the  point  itself,  may  be  approximately  deter- 
mined by  experiment  in  the  following  manner : — 

Experiment  1. 

Place  a  mirror  MN  (Fig.  137),  which  is  at  least  15  cm.  long 
and  5  cm.  wide,  in  a  vertical  position  on  a  table  with  one  of  its 
longer  edges  horizontal.  Stick  a  pin  in  the  table  at  A,  a  point 
which  is  at  a  distance  of  about  15  cm.  from  the  mirror.  Also 
stick  pins  in  the  table  in  front  of  the  mirror  at  any  other 
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points  E,  Ep  Eg,  etc.  Place  the  eye  successively  at  E,  E^,  E.^, 
and  stick  pins  alongside  the  mirror  at  the  points  B,  B^,  Bg, 
etc.,  B  being  in  a  straight  line  between  E  and  the  image  of 
A  as  seen  from  E,  and  Bj,  B.^  being  in  similar  positions  with 
respect  to  the  image  and  E^,  E^  respectively.  Draw  a  line 
AC,  from  A  at  right  angles  to  the  mirror,  and  join  by  lines 
the  pins  E  and  B,  E^  and  B^^,  E^  and  Bg.  Now  remove  the 
mirror  and  produce  the  lines  AC,  EB,  E^B^  E^B.^  backward 
until  they  intersect. 

If  the  experiment  is  performed  with    care   the  lines 
will  all  meet  in  a  point  Aj,  the  distance  AC  being  equal 


tdfx-..^^ 


W/M^ 


j  Fio.  138.^  .  J, 


^IG.  TiZUt  i  Fio.  138. 

Hence 

The  image  of  a  point  formed  by  a  plane  mirror  is 
behind  the  mirror  at  a  distance  equal  to  that  of  the 
point  from  the  mirror,  and  on  the  perpendicular  let 
fall  from  this  point  on  the  mirror. 

3.  Geometrical  Construction  to  Find  the  Image  of  a  Point 
Formed  by  a  Plane  Mirror. 

The  proposition  just  stated  follows  directly  from  the 
laws  of  reflection  of  light. 

The  rays  of  light  from  any  luminous  point  A  in  front 
of  a  mirror  MN  (Fig.  188)  proceed  from  A  in  all  direc- 
15 
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tions,  and  any  ray  AB  incident  upon  the  mirror  is 
^  reflected  by  it  in  the  direction  BE,  the  angle  of  inci- 
dence ABD  being  equal  to  the  angle  of  reflection  DBE ; 
and,  to  an  observer  whose  eye  is  in  the  line  BE,  the 
light  will  appear  to  come  from  a  point  behind  the  mirror 
in  the  line  EB  produced. 

If  a  perpendicular  AC  is  drawn  to  the  mirror  and 
produced  to  meet  EB  produced  in  A^,  the  triangle  ABC 
will  equal  the  triangle  A^BC,  because  the  side  CB  is 
common  to  the  two  triangles,  and  the  angle 

ACB  =  90''=AiCB, 
also  the  angle  ABC  =  90°  -  ABD 

=  90° -DBE 
=  EBN  =  AiBC, 

therefore  the  triangles  are  equal  in  all  respects. 

Hence 
^  AC  =  A,C. 

In  the  same  way  it  is  shown  that  any  oth(  ray  AB^ 
— «♦  incident  on  the  mirror  and  reflected  by  it  a^ong  a  line 
C^^       B^Ej  according  to  the  laws  of  reflection,  will  appear  to 

proceed  from  the  point  A,   which  is  in  the  line   E^B^ 

produced. 

Hence  all  the  rays  from  A  Avhich  fall  upon  the  mirror 
appear  to  diverge  from  the  point  A^.  JLt  is,  therefore, 
the  image  _o£_the- point.- 

\  ^     4.  Virtual  and  Real  Images. 

>  It  is  manifest  that  the  rays  only  appear  to  diverge 

from  the  point  A^,  but  the  eye  is  aflected  in  the  saine 
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•way  as  if  the  rays  really  did  diverge  from  this  point, 
and  an  image  is  seen.  The  image  has  no  real  existence, 
because  the  rays  do  not  come  from  the  other  side  of  the 
mirror. 

When  the  rays  from  a  luminous  point  are  so  re- 
flectea,~6Fchanged,  that  they  appear  to  diverge  from 
a  point,  this  point  is  called  a  virtual  image  ;  but  when 
the  rays  of  a  luminous  point  are  so  reflected,  or 
changed,  that  they  really  diverge  again  from  some 
other  point,  this  point  is  called  a  real  image. 

5.  Image  of  a  Luminous  Object  Formed  by  a  Plane  Mirror. 

The  image  of  a  luminous  object  is  made  up  of  the 
images  of  the  infinite  number  of  luminous  points^  wEich 
>i^mpose  it;  but  when  the  positions  of  the  images  of  a 
limited  number  of  these  points  are  found,  the  form  and 
the  position  of  the  image  of  the  object  can  usually  be 
determined. 

For  example,  when  the  positions  of  the  images  of  the 
points  A  and  B  of  the  object  AB  (Fig.  139)  are  deter- 
mined by  the  method  given 
in  Art.  3  above,  the  posi- 
tion of  the  image  A^B^  is 
determined. 

A  study  of  this  figure 
shows  that  the  image  of 
the  object  formed  by  a 
plane  mirror  is  virtual, 
erect,  and  of  the  same 
size  and  shape  as  the  object,  and  is  situated  as  far 
behind  the  mirror  as  the  object  is  in  front  of  it. 


fV.»./V 
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6.  Lateral  Inversion. 
Experiment  2. 

Stand  before  a  mirror  and  hold  up  your  right  hand. 

Which  hand  is  held  up  by  the  image  behind  the  mirror  ? 

Place  a  printed  page  in  front  of  a  mirror. 

What  peculiarity  do  you  observe  in  the  image  of  the  print  ?  How 
do  you  account  for  this  ?  V  aiU  kyt 

To  assist  you  in  answering  the  last  part  of  the  last  question,      6    ^    { 
draw  the  image  formed  by  a  plane  mirror  of  the  letter  L,  by  the^^ 
method  given  in  Art.  5  above,  finding  the  positions  of  the 
images  of  the  two  extremities  and  the  angular  point. 


^v, 


7.  Multiple  Images  in  Inclined  Mirrors. 

Experiments.  Kx^  \  .  T^-^^^J^  oGj^-i-^-^ 

Take  two  pieces  of  mirror  glass,   each  15  cm.  square,  and  ti^' 
"S^v  join  two  of  their  edges  by  pasting  a  strip  of  cloth  on  their  ^    ^ 
^    backs  to  serve  as  a  hinge.     Set  them  up  vertically  on  a  sheet 


^r^ 


of  paper  on  which  is  drawn  a  circle  graduated  in  degrees,  the 
axis  of  the  mirrors  being  placed  in  line  with  the  centre  of  the 
circle  (Fig.  140).  Place  a  lighted  candle  between  the  mirrors, 
and  observe  the  number  of  images  formed. 


,     .   4 
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1.  How  many  images  are  formed  when  the  mirrors  make  an 
angle  of  90°  with  each  other  ?  How  many  when  the  angle  is  60°  ? 
How  many  when  30°  1 

2.  Show  by  changing  the  positions  of  the  mirror,  and  counting 
the  number  of  the  images  formed  that,  if  0  denotes  the  angle  be- 
tween the  mirrors,  and  n  denotes  the  number  of  images, 


360 
when  0  is  an  aliquot  part  of  360.  ]  ^ 


^=^-^  ^-^     -I    .   ^-f 


The  formation  of  the  images  is  due  to  the  repeated  re- 
^      flections  of  the  light  from  one  mirror  to  the  other,  and 
s^        each   mirror  gives  rise  to  a  separate  series  of  images. 
•         The  positions  of  the  images  are  determined  by  the  law 
that  the  image  of  a  point  is  behind  the  mirror  at  a  dis- 
tance equal  to  that  of  the  point  from  the  mirror,  and  on 
the  perpendicular  let  fall  from  this  point  on  the  mirror. 

When  the  first  image  of  the  point  in  each  mirror  is 
determined,  it  is  regarded  as  a  virtual  object;  and  its 
image  in  the  other  mirror  is  determined  in  the  same  way 
as  if  it  were  a  real  object  placed  at  this  point.  This 
second  virtual  image  is  regarded  as  a  virtual  object, 
and  so  on.  The  process  is  repeated  as  long  as  any  one  of 
the  images  is  situated  in  front  of  the  plane  in  which  a 
mirror  stands. 

For  example,  it  is  required  to  find  the  position  of  all 
the  images  of  a  luminous  point  A  formed  by  two  plane 
mirrors  OM  and  ON,  which  make  an  angle  of  60°  with 
each  other  (Fig.  141). 

Draw  the  line  AB,  at  right  angles  to  OM,  and  produce 
it  to  Ai,  making  AB==AjB. 
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Then  A^  is  the  position  of  the  first  of  the  series  of 
images  originating  with  the  mirror  OM. 

Draw  a  line  AC,  at  right  angles  to  ON,  and  produce  it 
to  A2,  making  AC=A2C. 

Then  Ag  is  the  position  of  the  first  of  the  series  of 
images  originating  with  the  mirror  ON. 

Now  regard  A^  and  A 2  as  virtual  objects,  and 
find  A3,  the  image  of  Aj  in  the  mirror  ON,  by  draw- 
ing A1A3  at  right  angles  to  ON,  making  AiB^=A^'B^; 
and  also  find  A4,  the  image  of  A 2  in  the  mirror  OM, 
by  drawing  A2A4  at  right  angles  to  MO  produced, 
making  A2B0  =A4B2. 


Fio.    141. 


In  the  same  way,  find  Ag,  the  image  of  A3  formed  by 
the  mirror  OM,  and  Ag,  the  image  of  A^  formed  by  the 
mirror  ON ;  but  these  images  are  coincident.  A5  or  Ag 
is  behind  the  plane  of  each  mirror,  and  no  additional 
image  is  formed. 
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The  figure  also  shows  how  to  trace  the  rays  by  which 
any  image,  for  example  A^,  is  seen  by  an  eye  placed  in 
any  position  E  in  front  of  the  mirrors.  The  light  which 
appears  to  diverge  from  the  image  is  in  reality  reflected 
from  the  surface  b^bg  of  the  mirror  OM,  upon  which  it 
is  incident  from  the  surface  0^02  of  the  mirror  ON,  upon 
which,  in  turn,  it  is  incident  from  the  luminous  point  A. 
The  lines  representing  the  rays  are  so  drawn  that  the 
angle  of  incidence  in  each  case  equals  the  angle  of 
reflection,  b^Cj  and  bjC,,  if  produced,  intersecting  in  A,^. 

8.  Multiple  Images  in  Parallel  Mirrors. 
Experiment  4. 

Place  two  mirrors  vertically  on  a  table  parallel  with,  and 
facing  each  other,  and  place  a  lighted  candle  between  them. 
Now  look  obliquely  into  one  mirror  just  over  the  edge  of  the 
other. 

1.  How  do  you  account  for  the  large  number  of  images  aeen  ? 

2.  What  limit  is  there  to  the  number  formed '! 

3.  Why  do  they  appear  at  equal  distances  in  the  same  straight 
line  ?  To  answer  this  question  draw  the  rays  by  ?/hich  any  three 
successive  images  are  seen. 

Experiment  5. 

Hold  a  lighted  candle  before  a  mirror  made  of  thick  glass, 
and  observe  the  images. 

1.  How  many  images  are  seen  ? 

2.  Explain  the  reason  that  more  than  one  image  is  formed. 


-^ 
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III.— Concave  and  Convex  Spherical  Mirrors. 

9.    To   Determine  How  a  Concave  Mirror  Disposes  of  Inci- 
dent Light. 

Experiment  1. 

Cause  a  beam  of  light  from  a  porte  luraiere  or  lantern,  to  be 
incident  perpendicularly  on  a  concave  mirror,  and  burn  some 
touch-paper  in  front  of  the  mirror. 

1.  How  does  the  mirror  dispose  of  the  light  incident  upon  it  ? 

The  action  of  the  mirror  follows  directly  from  the  laws 
of  reflection  of  light  (Art.  1,  page  222).  But  before  pro- 
ceeding to  consider  this 
question  it  will  be  necessary 
to  explain  some  of  the  terms 
applied  to  concave  and  con- 
vex mirrors.  A  spherical 
mirror  MN  (Fig.  142)  is  a 
very  small  segment  of  a 
spherical  surface.  It  is  described  as  concave  or  convex, 
according  as  the  reflection  takes  place  from  the  internal  or 
the  external  surface.  The  centre  of  curvature,  C,  is  the 
centre  of  the  sphere  of  which  the  mirror  is  the  segment. 

The  centre  of  figure,  A,  is  the  centre  of  the  mirror  itself. 

An  axis  is  any  line  passing  through  the  centre  of  cur- 
vature and  incident  upon  the  mirror.  The  principal  axis 
CA,  is  a  line  passing  through  the  centre  of  curvature,  and 
the  centre  of  figure.     Other  axes  are  called  secondary. 

The  radius  of  curvature  is  any  line  passing  from  the 
centre  of  curvature  to  the  mirror. 

To  explain  the  phenomenon  observed  in  Experiment  1 
above,  imagine  the  surface  of  the  spherical  mirror  to  be 


Fig.  142. 
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makeup  of  an  inflnife  "number  of  infinitely  small  plane 
siirfaces.  A  normal  to  eacthl  of  these  will  pass  through 
^e  centre  of  curva|;i|r4  W  *  ■ 

Hence  any  axis  of  the  mirror  is  a  nory^ft^  ip  ita  amrfaqg,^ 

When  a  ray  H,  parallel  with  the  principal  axis  is 
incident  upon  the  mirror  at  B,  it  is  reflected,  and,  the 
angle  of  incidence  HBC  being  equal  to  the  angle  of  reflec- 
tion CBF,  the  reflected  ray  cuts  the  principal  axis  in  F 
(Fig.  142). 

When  the  segment  MN  is  small  as  compared  with  the 
surface  of  the  sphere,  and  the  beam  of  light  not  large,  all 
other  rays,  G,  li,  etc.,  parallel  with  H  and  the  principal 
axis,  are  reflected  in  the  same  way  and  brought  practi- 
cally to  the  same  point  F.  This  point  F  is  called  the 
principal  focus  of  the  mirror,  and  the  distance  AF  is 
called  the  principal  focal  distance. 

10.  Position  of  Principal  Focus. 

An  incident  ray  HB,  parallel  with  the  principal  axis, 
is  reflected  and  passes  through  the  focus  F  (Fig.  143). 


Fio.  143. 

The  angle 

FBC  =  the  angle  HBC 

=the  angle  FCB ; 

therefore, 

FB=FC. 
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When  AB  is  very  small,  FB  is  approximately  equal  to 
FA;  therefore 

AF=FC  =  i  AC,  approximately. 

Hence 

The  principal  focal  distance  for  rays  incident  on  a 
small  portion  of  the  surface  of  a  spherical  mirror 
surrounding  the  centre  of  figure  equals  half  the 
radius  of  curvature  of  the  mirror. 

11.  To  Find  Experimentally  the  Principal  Focus,  and  Hence  the 
Centre  of  Curvature  of  a  Concave  Mirror. 

Experiment  2. 

Mount  the  mirror  on  a  sliding  piece  of  an  optical  bench 
(Fig.  144),  and  cause  a  small  beam  of  light  from  a  lantern  or 
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Fig.  144. 
porte  lumiere  to  be  incident  perpendicularly  upon  the  mirror; 
attach  a  vertical  wire  to  another  sliding  piece  placed  in  front 
of  the  mirror,  burn  touch-paper  in  the  path  of  the  light,  and 
move  the  wire  up  to  the  point  where  the  raj's  are  brought  to 
a  focus.  Observe  the  distajice  on  the  scale  between  the  wire 
and  the  centre  of  figure  of  the  mirror. 

1.  What  is  the  principal  focal  distance  of  the  mirror  ? 

2.  What,  therefore,  is  the  radius  of  curvature  of  the  mirror? 
Make  a  record  of  these  numbers.  They  will  be  required  in  some 
of  the  experiments  which  follow. 
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12.  To  Locate  Experimentally  the  Position  of  the  Focus  for 
Light  Diverging  from  a  Centre  and  Incident  upon  a 
Concave  Mirror. 

Experiment  3. 

Arrange  apparatus  as  in  the  last  experiment.  Place  in  the 
path  of  the  beam  of  light  near  the  tube  of  the  lantern  or  porte 
lumiere  a  lens,  the  focal  distance  of  which  is  about  30  or 
40  cm.  (Fig.  145),  and  attach  the  mirror  to  another  sliding 
piece  placed  a  distance  beyond  the  focus  of  the  lens.  The 
light  then  which  is  incident  on  the  mirror  will  be  divergent. 


y 


Fig.  145. 

Burn  touch-paper,  and  gradually  move  the  mirror  up  toward 
the  focus  of  the  lens.  Observe  the  relative  positions  of  the 
focus  of  the  lens  and  the  focus  of  the  mirror.  They  may  be 
juarked  with  wires  as  in  Exp.  2. 

1.  Where  is  the  focus  of  the  reflected  rays  when  the  Ught  diverges 
from  (1)  a  point  beyond  the  centre  of  curvature  of  the  mirror,  (2)  the 
centre  of  curvature,  (3)  a  point  between  the  centre  of  curvature 
and  the  principal  focus,  (4)  the  principal  focus,  (5)  a  pomt  between 
the  principal  focus  and  the  mirror?  Bring  the  mirror  up  between 
the  lens  aad  its  focus,  that  is,  let  convergent  light  fall  upon  it. 
What  is  the  course  of  the  light  after  reflection  ? 

13.  Conjugate  Foci. 

Can  the  point  from  which  hght  diverges  and  the  focus  to  which 
it  is  brought  by  reflection  be  interchanged  i    Try. 
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§'wo  points  so  related  that  the  light  diverging  fronif^ 
ier  is  brought  by  reflection  from  a  mirror  to  a  | 
as  at  the  other,  are  called  the  conjugate  foci  of 
mirror.  I 

14.  To  Determine  How  a  Convex  Mirror  Disposes  of  Incident 
Light. 

Experiment  4.  | 

Repeat  Experiments  2  and  3  above,  using  a  convex  mirror 
instead  of  a  concave  one. 

1.  What  changes  in  the  direction  of  the  rays  take  place  by 
reflection  when  a  convex  mirror  is  placed  in  the  path  of  (1)  a 
beam  of  light,  (2)  in  a  divergent  pencil,  (3)  in  a  convergent  pencil  ? 


IV.— Images  Formed  by  Concave  and  Convex  Mirrors. 

15.   To  Determine  Experimentally  the  Character  of  the  Images 
Formed  by  a  Concave  Mirror. 

Experiment  1. 

Support  the  concave  mirror  at  one  end  of  the  optical  bench 
and  place  a  lighted  candle  on  a  sliding  piece  at  a  distance 


1 
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Fig.  146. 


greater  than  the  centre  of  curvature  from  the  mirror.  Support 
on  another  sliding  piece  a  small  paper  or  ground  glass  screen, 
placed  between  the  candle  and  the  mirror  (Fig.  146).     Slide 
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the  screen  backward  or  forward  until  a  sharply  defined  image 
of  the  candle  is  formed  on  it. 

1    Ts  the  image  real  or  virtual  ?     How  do  you  know? 

2.  Is  it  larger  or  smaller  than  the  candle  ? 

3.  Is  the  imaf^e  erect  or  inverted  ? 

4.  At  what  point  with  respect  to  the  centre  of  curvature  and  the 
principal  focus  is  the  image  found  ? 

Move  the  candle  gradually  toward  the  mirror,  adjusting 
the  screen  to  receive  the  image. 

1.  What  change  takes  place  in  tlie  position  and  the  size  of  the 
image  ? 

2.  Where  is  the  image  when  the  candle  is  at  the  centre  of  curva- 
ture ?     Explain. 

3.  Where  is  the  image  when  the  candle  is  between  the  centre  of 
curvature  and  the  principal  focus  ?     What  are  its  characteristics  i 

4.  Where  is  the  image  when  the  candle  is  at  the  principal  focus  ? 
Explain. 

5.  Where  is  the  image  when  the  candle  is  between  the  principal 
focus  and  the  mirror  ?  To  answer  this  question  look  in  the  mirror. 
What  are  the  characteristics  of  the  image  1 

The  above  experiments  show  that  in  concave  mirrors : — 

(1)  The  image  of  an  object  placed  beyond  the  centre  of 
curvature  is  real,  inverted,  smaller  than  the  object,  and  placed 
between  the  centre  of  curvature  and  the  principal  focus. 

(2)  The  image  of  an  object  placed  between  the  centre  of 
curvature  and  the  principal  focus  is  real,  inverted,  larger  than 
the  object,  and  placed  beyond  the  centre  of  curvature. 

(3)  The  image  of  an  object  placed  between  the  principal 
focus  and  the  mirror  is  virtual,  erect,  larger  than  the  object, 
and  placed  back  of  the  mirror. 

(4)  The  image  of  a  luminous  point  placed  at  the  centre  of 
curvature  of  the  mirror  is  coincident  with  the  point,  because 
the  rays  of  light  from  the  object  return  to  it  after  reflection. 
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(5)  No  image  of  a  luminons  point  placed  at  the  focus  is 
formed  because  the  rays  of  light  from  it  after  reflection  be- 
come parallel  with  the  principal  axis,  and  consequently  are 
not  brought  again  to  a  focus  and  an  image  formed. 

How  can  number  (4)  above  be  used  to  determine  experimentally 
the  centre  of  curvature  of  a  concave  mirror  ? 

16.  To  Determine  Experimentally  the  Character  of  the  Image 

Formed  by  a  Convex  Mirror. 

Experiment  2. 

Place  a  lighted  candle  at  different  points  in  front  of  a  convex 
mirror.  Look  in  the  mirror  for  the  image.  It  will  be  seen 
that  the  image  is  always  virtual,  erect,  smaller  than  the 
object,  and  placed  back  of  the  mirror. 

17.  Drawing  of  Images  Formed  by  Mirrors. 

In  locating  by  a  geometrical  construction  the  points 
which  determine  the  form  and  the  position  of  an  image, 
the  following  principles  should  be  observed: — 

n     1.  The  image  of  a  luminous  point  is  located  where  any 
VI  two  rays  after  reflection  intersect; 

2.  The  rays  of  which  the  direction  after  reflection  can 
usually  most  easily  be  determined  are  :  (a)  a  i-ay  parallel 
with  the  principal  axis,  and  (6)  a  ray  passing  in  the  direc- 
tion of  the  centre  of  curvature.  The  first  is  reflected 
through  the  principal  focus,  and  the  second  returns  along 
the  same  line. 

To  locate  the  image  of  any  luminous  point,  therefore, 
draw  from  the  point  a  line  parallel  to  the  principal  axis 
of  the  mirror,  and  from  the  point  where  this  line  meets 
the  mirror  draw  a  line  through  the  principal  focus.  The 
image  of  the  point  will  be  in  this  line.     Again,  draw 
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from  the  luminous  point  a  line  through  the  centre  of 
curvature  and  produce  it  to  meet  the  mirror.  Since  the 
light  is  reflected  back  along  this  line,  the  image  will  be 
in  it  also.  Hence  the  image  will  be  located  at  the  point 
where  these  two  lines  intersect. 


Fig.  147. 


Fig.  147  shows  the  position  and  the  character  of  the 
image  H^K^  of  an  object  HK  placed  beyond  the  centre  of 
curvature  of  a  concave  mirror   and  Fig.  148  shows  the 


Fig.  148. 


position  and  the  character  of  the  image  of  the  object 
placed  before  a  convex  mirror, 
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Make  drawings  showing  the  position  and  the  character  of  the 
image  of  an  object  placed  (1)  between  the  centre  of  curvature  and 
the  principal  focus,  (2)  between  the  principal  focus  and  the  mirror, 
(3)  at  the  centre  of  curvature,  (4)  at  the  principal  focus  of  a  con- 
cave mirror. 


QUESTIONS. 

1.  Show  that  when  the  mirror  (Fig.  134)  is  turned  on  its  axis, 
the  reflected  beam  describes  an  angle  which  is  twice  as  great  as  that 
described  by  the  mirror. 

2.  Explain  by  aid  of  a  diagram  how  a  person  can  see  a  complete 
image  of  himself  in  a  plane  mirror  one-half  his  height. 

3.  A  candle  stands  in  front  of  a  mirror  which  is  inclined  to  the 
vertical  at  an  angle  of  30°.  Show  by  a  diagram  the  position  of  the 
image,  and  the  path  of  the  rays  by  which  an  observer  sees  the  two 
ends  of  the  candle. 

4.  A  person  stood  beside  a  muddy  lake  with  the  sun  behind  him, 
and  his  shadow  was  thrown  distinctly  on  the  water.  He  afterwards 
stood  beside  a  clear  deep  lake  with  the  sun  likewise  behind  him, 
and  saw  no  shadow.     Explain  these  observations. 

5.  On  a  moonlight  night  when  the  surface  of  the  sea  is  covered 
with  small  ripples,  instead  of  an  image  of  the  moon  being  seen  in 
the  sea,  a  long  band  of  light  is  observed  on  its  surface,  extending 
toward  the  point  which  is  vertically  beneath  the  moon.  Explain 
this  phenomenon  by  aid  of  a  diagram. 

6.  Show  by  a  diagram  how  it  is  possible  for  a  lady  by  the  use  of 
two  mirrors  to  see  an  image  of  the  back  of  her  head. 

^C*i-  A  person  is  equidistant  from  two  plane  mirrors  which  meet 
in  the  corner  of  a  square  room.  In  what  way  does  the  image  of 
himself  whicli  he  sees  when  looking  toward  the  corner  of  the  room 
differ  from  the  image  which  he  sees  when  looking  toward  one  side 
of  the  room  ? 
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8.  A  ray  of  light  is  incident  on  one  mirror  in  a  direction  parallel 
to  a  second,  and  after  reflection  at  the  second  retraces  its  own  course. 
What  was  the  angle  between  the  mirrors  1  If  the  ray  after  reflection 
from  the  second  had  been  parallel  to  the  first,  what  would  have  been 
the  angle  between  the  mirrors  ? 

9.  If  you  look  at  yourself  in  a  convex  spherical  miiTor  you  see 
an  upright  image  of  yourself.  Under  what  circumstances  can  you 
see  an  upright  image  of  yourself  in  a  concave  spherical  mirror? 
Explain  by  means  of  a  diagram  the  directions  of  the  rays  by  which 
the  images  are  seen. 


16 


CHAPTER  XXII. 

REFRACTION   OF  LIGHT. 

I.— Laws  of  Refraction. 

1.  Refraction. 

Experiment  1. 

Arrange  apparatus  as  shown  in  Fig.  149.  The  front  and 
ends  of  the  rectangular  tank  are  glass,  and  the  remainder  is 
made  of  metal.     The  sides  are  about  30  cm.  square  and  5  cm. 


/rj 

/  Fio.  149. 

apstrt.  The  top  is  closed  hy  a  movable  metal  strip  about  10 
cm.  longer  and  4  cm.  wider  than  the  opening.  A  slit  3  cm.  long 
and  1  millimetre  wide  is  cut  crosswise  in  this  strip  at  a 
distance  of  about   10  cm.    from  the  end.     The  whole  tank, 
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except  the  glass  ends  and  a  circle  about  30  cm.  in  diameter  on 
the  glass  front,  is  painted  inside  and  out  a  dead  black. 
Horizontal  and  vertical  diameters  are  drawn  across  the  circu- 
lar opening,  and  its  margin  is  graduated  in  degrees,  the 
extremities  of  the  vertical  diameter  being  marked  zero. 

The  tank  is  filled  with  water  to  the  horizontal  diameter. 
A  cap  with  a  narrow  horizontal  slit  is  placed  on  the  tube  of 
the  lantern  or  porte  lumiere,  and  a  thin  beam  of  light  is 
reflected  by  the  mirror  M,  and  made  to  pass  through  the  slit 
in  the  movable  top  of  the  vessel  and  strike  the  water  at  O,  the 
centre  of  the  circle.  The  edge  of  the  beam  should  be  parallel 
with  the  front  of  the  tank. 

Observe  the  change  in  the  direction  of  the  beam  at  the  point 
where  it  enters  the  water. 

/  The  change  in  direction  which  takes  place  in  rays 
jof  light  in  passing  obliquely  from  a  medium  of  one 
/  jdensity  to  a  medium  of  a  different  density,  for  ex- 
ample from  the  air  to  the  water  in  the  tank,  is  called 
k-efraction. 

The  incident  ray  is  the  direction,  SO,  which  the  light 
takes  in  the  first  medium ;  and  the  refracted  ray  the 
direction,  OH,  which  it  takes  in  the  second  medium. 

The  angle,  SO  A,  which  the  incident  ray  makes  with  a 
line,  AB,  drawn  at  right  angles  to  the  surface  separating 
the  two  media  is  called  the  angle  of  incidence ;  and  the 
angle,  HOB,  which  the  refracted  ray  makes  with  this 
line  is  called  the  angle  of  refraction. 

The  ratio,  ■^,  of  the  perpendicular  SE  to  radius  SO  is 
the  sine  of  the  angle  of  incidence;    and  the  ratio, 

HF 

g^'  of  the  perpendicular  HF  to  the  radius  HO  is  the 

sine  of  the  angle  of  refraction. 
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2.  Laws  of  Refraction— Experimental  Verification. 
Experiment  2. 

Repeat  Experiment  1  several  times,  changing  each  time  the 
angle  of  incidence  by  adjusting  the  mirror  and  changing  the 
position  of  the  slit  in  the  movable  top  of  the  vessel.  For 
large  angles  this  movable  sti-ip  is  placed  along  the  glass  end  of 
the  vessel. 

1.  Observe  that  when  the  edge  of  the  incident  beam  is  parallel 
with  the  glass  face  of  the  vessel,  the  refracted  beam  is  also  in  the 
same  plane. 

2.  Read  on  the  graduated  scale  the  measure  of  the  angle  of 
incidence  and  that  of  the  angle  of  refraction  each  time  the  experi- 
ment is  made  ;  and  measure  in  each  case  the  length  of  tlie  perpen- 
diculars SE  and  HF,  and  calculate  the  value  of  the  sine  of  the 
angle  of  incidence,  and  the  sine  of  the  angle  of  refraction.  Tabulate 
your  results  as  follows  : — 


No.  of 
Experi- 
ment. 

1 

2 

3 

Etc. 

Angle  of 
Incidence. 

Sine  of  the 
Angle  of 
Incidence. 

Angle  of 
Refraction. 

Ratio  of  the  Sine  of 
Sine  of  the      the  Angle  of  Inci- 
Angle  of       dence  to  the  Sine  of 
Refraction.           the  Angle  of 
Refraction. 

In  Degrees = 

Etc 

SE 
S0° 

Etc. 

In  Degrees = 

Etc. 

HF 
HO" 

Etc. 

SE  .  HF     SE 
SOHO~HF~ 

Etc. 

SE 


the  ratio  of 


If  the  measut^ments  are  made  with  care,  -,„, 

'  HF' 

the  sine  of  the  angle  of  incidence  to  the  sine  of  the  angle  of 

refraction,  will  be   found  to  be  approximately  equal  for  all 

angles   of   incidence.      Carefully  repeated    experiments   show 

that  this  law  holds  for  other  media. 
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Hence,  from  1  and  2,  we  have  the  following  laws  : —  ^ 

Laws  of  Befraction. 

(1)  The  incident  ray  and  the  refracted  ray  are  in 
the  same  plane,  which  is  perpendicular  to  the  surface 
separating  the  two  media. 

(2)  Whatever  the  obliquity  of  the  incident  ray,  the 
ratio  which  the  sine  of  the  angle  of  incidence  bears 
to  the  sine  of  the  angle  of  refraction  is  constant  for 
the  same  media,  but  varies  with  different  media. 

3.  Index  of  Befraction. 

The  ratio  of  the  sine  of  the  angle  of  incidence 
to  the  sine  of  the  angle  of  refraction  is  called  the 
Index  of  Refraction.  It  is  generally  denoted  by  the 
letter  /x.    For  air  and  water  /*  =  f ;  for  air  and  glass  /^  =  4. 

4.  Explanation  of  the  Phenomena  of  Befraction. 

The  change  of  direction  of  a  ray  of  light  at  the  surface 
separating  two  media  is  a  result  of  a  change  of  vt^lopitv 


Fig.  150. 

at  this  surface.  A  beam  of  light  has  a  wave-front  across 
it,  that  is,  at  right  angles  to  the  direction  of  its  rays. 
Now  imagine  a  wave  whose  front  is  DF  to  be  incident 
obliquely  upon  a  refracting  surface  AB,  the  lower  medium 
being  the   denser  (Fig.  150).      When  the   ray  CD  has 
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reached  the  surface  at  D,  the  ray  EF  has  reached 
the  point  F.  The  ray  CD  is  travelling  more  slowly  in 
the  denser  medium  and,  therefore,  passing  through  a 
shorter  distance  DG,  while  the  ray  EF  is  still  travelling 
more  rapidly  in  ttie  rarer  medium  and  passing  from  F  to 
H.  Hence  the  direction  of  the  wave-front  is  changed  to 
the  direction  GH  in  the  denser  medium ;  and  normals 
to  this  line,  GK,  or  HL  will  represent  the  direction  of  the 
rays  in  this  medium. 

Again,  in  passing  out  of  this  medium  to  one  of  the 
same  density  as  the  first,  the  ray  GK  travels  more  rapidly 
in  the  rarer  medium  a  greater  distance  from  K  to  N 
while  the  ray  HL  travels  more  slowly  in  the  denser 
medium  from  L  to  M,  and  consequently  the  direction  of 
the  wave-front  is  again  changed. 


5.  Effects  Produced  by  Refraction. 
Experiment  3. 

Drop  a  small  cola  into  a  cup  and  place  the  eye  in  such  a 

position  that  it  is  just  hidden  by  the  edge  of  the  cup.  Keep- 
ing the  relative  positions  of  the  cup  and  the  eye  unaltered, 
pour  water  into  the  cup. 


Fig.  151. 


Explain  why  the  coin  is  now  visible,  and  make  a  drawing  to 
show  the  directions  of  the  rays  by  which  it  is  seen. 
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The  sun  is  visible  to  us  in  the  evening  when  it  is  in 
reality  below  the  horizon ;  because  the  light  which 
comes  from  it  is  refracted  in  passing  into  and  through 
the  atmosphere,  which  increases  in  density  as  it  nears 
the  surface  of  the  earth.  Fig.  151  shows  the  direction 
of  the  rays  by  which  it  is  seen. 

Experiment  4. 

Plunge  a  straight  stick  obliquely  into  water. 

1.  What  apparent  change  in  the  direction  of  the  stick  takes 
place  at  the  point  where  it  enters  the  water  ? 

2.  Make  a  drawing  showing  the  directions  of  the  rays  by  which 
the  submerged  part  is  seen. 

3.  Explain  by  means  of  a  diagram  why  objects  under  water 
appear  nearer  the  surface  than  they  are  in  reality. 


^  QUESTIONS. 

1.  Light  falls  at  a  given  angle  on  a  plane  refracting  surface  for 
which  the  index  of  refraction  is  f .  Show  by  a  geometrical  construc- 
tion how  to  find  the  path  of  the  refracted  ray.     (See  Fig.  149.) 

2.  A  wavy  appearance  is  observed  in  the  air  ^^|HH^^H| 
over  a  hot  iron.  Explain  the  cause.  Explain  ^^|II^^H 
also  the  streaky  appearance  of  water  in  which  HpHHIH 
sugar  is  being  dissolved.  ■  BBHB  ■ 

3.  If  lines  are  drawn  on  paper  and  a  piece  of  H  HHMH  H 
plate  glass  placed  over  a  portion  of  the  lines,  the  B  ■■HB  H 
lines  appear  broken  off  at  the  edgeof  the  glass  when  BtBBHB  ■ 
viewed  obliquely  (Fig.  152).    Explain  the  reason.     BlMM^M;B 

4.  You  look  through  a  thick  plate  of  glass  at    ^^^^^^^^^| 
a  vertical  pole,  the  glass  being  held  so  that  a  Fig.  152. 
part  of  the  pole  is  seen  directly  and  part  through  the  glass.    Describe 
and  explain  the  change  in  the  apparent  position  of  the  part  of  the 
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pole  which  is  seen  through  the  glass,  when  the  latter  is  turned 
about  a  vertical  axis. 

5.  A  thick  glass  plate  is  interposed  obliquely  between  a  lighted 
candle  and  the  observer's  eye.  Will  the  apparent  position  of  the 
candle  be  altered  by  the  glass  ?    Explain  by  means  of  a  diagram. 

6.  A  colourless  solid  is  dropped  into  a  colourless  liquid,  and  the 
solid  is  invisible  in  the  liquid.  How  are  the  refractive  indices  of 
the  liquid  and  the  solid  related  ?     Why  1 


II.— Total  Reflection. 
Experiment  1. 

Arrange  apparatus  as  shown  in  Fig.   153.     The  movable 
strip  is  placed  against  the  end  of  the  tank  used  in  Exp.  1, 


:;if 
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page  242.  By  means  of  two  mirrors  cause  a  thin  beam  of 
light  to  enter  a  slit  placed  at  the  bottom  of  the  tank,  and  to 
pass  through  the  water  to  the  centre  of  the  circle. 
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1.  What  is  the  course  of  tlie  light  after  it  reaches  the  sur^aje  of 
the  water  ?  f 

2.  What  is  the  measure  of  the  angle  which  the  incident  beam 
makes  with  the  normal  ? 

3.  The  light  is  refracted  in  passing  from  the  denser  to  the  rarer 
medium  ;  which  is  the  greater,  the  angle  of  incidence  or  the  angle  of 
refraction  ? 

Make  tb|i»angle  between  the  incident  beam  and  the  normal 
greater  by  moving  the  slit  upward  and  adjusting  the  mirrors. 

Observe  that  the  refracted  beam  approaches  nearer  and 
nearer  the  surface  of  the  water,  and  finally  passes  out  along 
the  surface  and  then  into  the  water. 

1.  Wliat  angle  does  the  incident  beam  make  with  the  normal 
when  this  takes  place  ? 

When  the  angle  of  incidence  is  made  greater  than  this  angle 
the  light  does  not  leave  the  water,  but  is  reflected  from  its 
upper  surface  as  from  a  mirror. 

6.  Explanation  of  Phenomena  of  Total  Reflection. 

To  explain  the  phenomena,  consider  Fig.  154.  Since 
the  angle  of  incidence  is  greater 
than  the  angle  of  refraction  when  a 
ray  passes  from  a  rarer  to  a  denser 
medium,  the  refracted  ray  OH  will 
still  make  an  angle  HOB,  wliich  is 
less  than  a  right  angle,  with  the 
normal,  and  will  then  be  within  the 
denser  medium  when  the  angle  of 

incidence  is  90°,  that  is,  when  the  incident  ray  just  grazes 
the  surface  separating  the  two  media.  Now  it  is  evident 
that  if  the  process  is  reversed  and  the  light  is  sent  back 
from  the  denser  to  the  rarer  medium  along  the  line  HO, 
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the  refracted  beam  will  just  graze  the  surface  separating 
the  media,  and  that,  if  the  angle  of  incidence  is  less  than 
the  angle  HOB,  it  will  pass  up  into  the  rarer  medium  ac- 
cording to  the  laws  of  refraction.  If  the  angle  of  inci- 
dence POB  becomes  greater  than  HOB  the  incident  ray 
on  reaching  the  point  O  passes  into  the  denser  medium 
again,  or  is  reflected  in  the  direction  OQ,  from  the 
surface  separating  the  media. 

The  limiting  angle  of  incidence,  HOB,  which  allows  a 
ray  travelling  in  a  denser  medium  just  to  escape  into  a 
rarer  one,  is  called  the  critical  angle. 

The  reflection  of  light  from  the  surface  of  separation 
of  two  media  when  the  incident  ray  is  in  the  dense- 
medium  and  the  angle  of  incidence  is  greater  than  the 
critical  angle,  is  called  total  reflection. 

From  water  to  air  the  critical  angle  is  48°  35' ;  from 
glass  t&  air  41°  48'. 

V  QUESTIONS. 

1.  If  a  beam  of  light  is  passed  into  a  right  angled  glass  prism, 
ABC  (Fig.  155),  in  the  direction^  OH,  it  passes  out  in  the  direction 

HI  at 'right  angles  to  OH,  and  the 
image  of  any  luminous  object 
placed  at  O  appears  at  Oi.  Ex- 
plain. If  you  have  a  prism,  place 
it  in  the  path  of  a  beam  of  light 
from  a  lantern  and  observe  the 
change  in  the  direction  of  the 
Fig.  155.  beam. 

2.  If  a  thick  rectangular  piece  of  glass  (a  paper  weight  answers 
well)  is  placed  on  a  printed  page,  the  print  can  be  read  when  the  eye 
is  directly  above  it,  but  if  the  position  of  the  eye  is  gradually  changed, 
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fr..id  the  page  is  viewed  more  and  more  obliquely,  a  point  is  reached 

when  the  print  suddenly  becomes  invisible. 

Explain. 

3.  If  an  empty  test-tube  is  thrust  into 
water  and  placed  in  an  inclined  position, 
the  immersed  part  appears,  when  viewed 
^om  above,  as  if  filled  with  mercury.  If  the 
tube  is  now  filled  with  water  the  brilliant  re- 
flection disappears.    Explain  the  phenomena. 

4.  If  you  hold  a  glass  of  water  with  a 
spoon  in  it  above  the  level  of  the  eye  and 
look  upward  at  the  under  surface  of  the 
water,  you  are  .unable  to  see  the  part  of  the 
spoon  above  water,  and  the  surface  of  the  water  appears  burnished, 
like  silver.     Explain. 

5.  If  a  lighted  candle  is  held  obliquely  before  a  piece  of  thick 
plate  glass  several  images  of  the  candle  (Fig.  156)  are  seen.  Ex- 
plain, by  means  of  a  diagram,  how  these  images  are  formed. 
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6.  If  a  pencil  of  strong  light  is  brought  to  a  focus  at  the  point 
where  water  is  issuing  in  a  thin  stream  from  a  vessel  (Fig.  157),  the 
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light  instead  of  escaping  into  the  room  remains  within  the  stream 
and  illuminates  it  intensely.     Explain. 

Try  the  experiment.  The  vessel  is  an  ordinary  receiver  used 
with  retorts.  All  its  outer  surface  except  the  circle  at  which 
the  light  enters  is  painted  black.  The  water  from  any  source  of 
supply  enters  by  the  rubber  tube,  and  passes  out  in  a  stream 
through  a  glass  tube  inserted  in  a  cork.  The  vessel  is  placed  iu 
such  a  position  before  the  lantern  or  porte  lumiere  that  the  light  is 
brought  to  a  focus  at  the  point  where  the  water  leaves  the  vessel. 


III.— Refraction  in  Media  Bounded  by  Plane  Inclined 

Surfaces— Prisms. 
Experiment  1. 

Slide  the  condensers  into  tlie  tube  of  the  lantern  or 
porte  lumiere,  and  over  the  tube  place  a  cap  with  a 
narrow  vertical  slit.  By  means  of  the  lantern  objective 
or  a  single  lens,  focus  the  slit  on  the  screen. 


Fio.  158. 


Now  support  a  glass  prism  of  60"  angle  close  to  the 
objective  lens,  between  it  and  the  screen,  and  turn  it 
around  until  the  light  is  seen  to  pass  through  it  (Fig.  158) 
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1.  What  change  in  direction  in  the  light  takes  place  in  passing 
into  and  out  of  the  prism  ? 

2.  Give  a  reason  for  this  change  in  direction  ?     To  answer  this 
question  refer  to  Fig.  159,  and  read  again  Art.  4,  page  245. 


Fig.  159. 

3.  Why  does  the  light  emerge  from  this  prism,  while  it  is  reflected 
from  a  side  of  a  right  angled  prism,  as  shown  in  Fig.  155  ? 

Experiment  2. 

Place  a  bright  object  opposite  one   face  of  the  60°  prism 
and  look  at  it  through  the  prism. 

How  must  the  eye  be  placed  to  see  the  object  ?    Why  ? 


IV. 


Refraction  in  Media  Bounded  by  Curved  Sur- 
faces— Lenses. 


>4w-leas    is   any    ^rtien   of    a^^  ^^yapaT'ant    mcdiunj-^ 
^Hjl^Pid  by  curved  surfaces.     There  are  two  classes : — 

1.  ffmivpr(n'Ti^1fTT?Pi^hnnn  t.hinkor  at  tbg  fentreJibaa, 


OOOBLE-CONVEX. 


PUNO-CONVEX. 
Fig.  160. 


at.  fl^P  fi^gt     Fig.  160  shows  the  three  forms  of  these. 
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All  these  lenses  are  usually  called  convex. 

2.  Diverging  lenses,  those  thinner  at  the  centre  than 
at  the  edge.  The  three  forms  of  these  are  shown  in  Fig. 
161.  The  term  concave  is  applied  to  all  lenses  of  this 
class. 


QOUBLE-CONCAVE 


plano-concave: 

Fio.  161. 


CONVEXO-CONCAYL 


We  have  already  observed  in  a  number  of  experiments 
that  lenses  of  the  first  class  cause  rays 
of  light  to  become  convergent.  To  un- 
derstand the  reason  for  this,  imagine 
the  section  of  the  lens  to  be  made  up  of 
a  succession  of  prisms  of  gradually  in- 
creasing angle  placed  with  their  bases 
inward  (Fig.  162).  The  rays  of  light 
in  passing  through  these  prisms  are 
bent  towards  their  bases,  the  amount 
of  deviation  increasing  with  the  angle 
of  the  prism.  The  rays,  therefore, 
which  pass  through  them  are  rendered 
more  convergent, 
o  Fig.  162.  In    the    same    way,    lenses   of    the 

'   second  class  may  be  supposed  to  be  made  up  of  a  suc- 
,v_^  cession  of  prisms  with  their  apices  inward  ;  consequently 
^  -->  their  effect  is  to  render  the  light  which  passes  through 
them  more  divergent. 
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7.  Axis,  Optical  Centre,  and  Focus  of  a  Lens. 

Fig!  163  sliows  how  a  double  convex  lens  whose  sur- 
faces are  spherical  is  formed. 


Fio.  163. 

The  points  C,  Cj  are  the  centres  of  curvature. 

The  line  MN  through  CCj  is  the  principal  axis.  The 
point  A  is  the  optical  centre. 

Any  other  line  HK  drawn  through  the  optical  centre 
is  a  secondary  axis. 

Construct  figures  to  show  how  the  other  forms  of  lenses  with 
spherical  surfaces  are  formed. 

The  point  on  the  principal  axis  of  a  convex  lens  to 
which  rays  parallel  with  the  axis  converge  after  passing 
through  the  lens,  is  called  the  principal  focus-  Since 
the  rays  actually  converge  and  are  brought  to  a  focus, 
the  focus  is  real. 

With  a  concave  lens  the  transmitted  rays  diverge  and 
appear  to  come  from  a  point  in  front  of  the  lens,  which 
is  the  principal  focus  for  a  lens  of  this  class.  Since  these 
rays  do  not  in  reality  come  from  this  point,  but  are 
parallel  before  incidence,  the  focus  is  virtual. 
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Fig.  164. 


When  any  ray  of  light  passes   through  the  optical 

centre  of  a  lens,  the  incident 
ray  is  parallel  with  the  emerg- 
ent ray,  as  shown  in  Fig.  164. 
If  the  thickness  of  the  glass 
is  not  great  the  lateral  dis- 
placement may  be  neglected 
and  any  ray  passing  through 
the  optical  centre  may  be  re 

garded  as  passing  straight  through  the  lens  without 

refraction. 

8.  To  Find  Experimentally  the  Principal  Focus  of  a  Con- 
verging Lens. 

Experiment  3. 

Mount  the  lens  on  a  sliding  piece  of  an  optical  bench  and 
cause  a  small  beam  of  light  from  a  lantern  or  porte  lumiere  to 
be  incident  perpendicularly  upon  it  (Fig.  165).     Mount   a 


Fig.  165. 

small  screen  on  another  shding  piece  placed  on  the  side  of 
the  lens  opposite  to  the  source  of  light.     1Vlr»vP  fjip.  s^^ffif^p 
up  to  the  point  where  the  spot  of  light  falling  on  the  screen  is 
thfi-finaallest^   Observe  the  distance  on  the  scale~l»tiLwoeu  Cliej^ 
screen  and  the  centre  of  the  lens.    :^\-i{.^'    ^CKV^    \<L  V-'^CA^ 
What  is  the  principal  focal  distance  of  the  lens  t  ^ 
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9.  To  Ascertain  How  a  Convex  Lens  Disposes  of  a  Pencil  of 
Light. 

Experiment  4. 

Repeat  Exp.   3,  page  235,  using  a  converging  lens  instead 


of 


a  concave  mirror. 


1.  Where  do  the  rays  focus  when  the  light  diverges  (1)  from  a 
point  beyond  twice  the  focal  distance,  (2)  at  twice  tlie  focal  distjmce, 
(3)  at  less  than  twice  the  focal  distance,  (4)  at  the  focus,  (5)  from 
a  point  between  the  focus  and  the  lens  ? 

2.  What  is  the  course  of  the  light  when  the  lens  is  placed  in  the 
path  of  convergent  light  ? 

10.  Conjugate  Foci. 

Can  the  point  from  which  light  diverges  and  the  focus  to  which  it 
is  brought  be  interchanged  1     Try. 

/Two  points   so  related  that  the   light  diverging 
\firom  either  is  brought  by  a  lens  to  a  focus  at  the 
y^her,  are  called  the  conjugate  foci  of  the  lens. 

11.  To  Find  the  Principal  Focal  Distance  of  a  Ccncave  Lens. 

Experiment  5. 

Cover  one  of  the  faces  of  the  lens  with  paper  in  which  is 
cut  a  smooth  round  hole  2  cm.  in  diameter  exactly  over  the 
optical  centre.  Mount  the  lens  on  the  sliding  piece  of  an 
optical  bench,  and  cause  a  beam  of  light  to  be  incident  perpen- 
dicularly on  the  lens,  the  covered  face  of  the  lens  being  turned 
away  from  the  light.  Mount  a  cardboard  screen  on  another 
sliding  piece,  placed  on  the  side  of  the  lens  opposite  to  the 
source  of  light.  Move  the  screen  backward  or  forward  until 
the  disc  of  light  on  the  screen  is  just  4  era.  in  diameter. 
Observe  the  distance  on  the  scale  between  the  lens  and  the 
screen.     This  will  be  equal  to  the  principal  focal  distance  of 

the  lens,  as  will  be  seen  from  the  following  considerations. 
17 
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The  rays  which  were  parallel  before  reaching  the  lens  diverge 
after  passing  through  the  circular  opening  BC  (Fig.  166),  and 
apparently  come  from  a  focus  F  in  front  of  the  lens.  The 
focus  is  therefore  virtual,  and  the  principal  focal  length  of  the 
lens  is  AF;  but  when 

BiCi=2BC 

neglecting  the  thickness  of  the  lens, 

FD=2  FA 
or  FA  =  AD. 


Fir,.  166. 


12.  To  Ascertain  How  a  Concave  Lens  Disposes  of  Incident 
Light. 


^c^Experinient  6. 
^^ihs 


Repeat  Experiments  3  and  4  above,  using  a  concave  lens 
stead  of  a  convex  one. 

What  cliange  is  produced  in  the  direction  of  the  rays  when  a  con- 
cave lens  is  placed  in  the  path  of  (1)  a  beam  of  lisht,  (2)  a  divergent 
pencil,  (3)  a  convergent  pencil  ? 

13.  Summary. 

The  above  experiments  show  that  when  rays  from  a 
luminous  point  on  the  principal  axis  of  a  lens  fall  upon 
it,  the  transmitted  rays  (1)  converge  to  another  point 
on  the  principal  axis,  or  (2)  are  rendered  parallel 
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with  the  principal  axis,  or  (3)  appear  to  diverge  from 
a  point  on  it.  When  the  rays  transmitted  actually  pass 
through  a  point  the  focus  is  real ;  when  they  only  appear 
to  diverge  from  a  point  the  focus  is  virtuaL 

With  the  convex  lens  the  focus  is  real  when  the 
source  of  light  is  beyond  the  principal  focus,  and 
virtual  when  it  is  between  the  principal  focus  and 
the  lens. 


v.— Images  Formed  by  Convex  and  Concave  Lenses. 

14.  To  Determine  Experimentally  the  Character  of  Images 
Formed  by  Convex  Lenses. 

Experiment  1. 

Support  on  a  sliding  piece  of  an  optical  bench  a  candle,  a 
convex  lens  and  a  cardboard  screen  in  the  order  shown  in 
Fig.  167,  their  centres  being  in  the  same  horizontal  line. 


Fig.  167. 

Place  the  candle  at  more  than  twice  the  focal  distance  from 
the  lens.  Move  the  screen  backward,  or  forward,  until  a 
sharply  defined  image  of  the  candle  is  formed  on  it. 

1.  Is  the  image  real  or  virtual  ? 

2.  Is  it  larger  or  smaller  than  the  candle  ?  Is  there  any  relation 
between  the  relative  sizes  of  the  candle  and  the  image  and  the 
relative  distances  from  the  lens  ? 

3.  Is  the  image  erect  or  inverted  ? 
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Move  the  candle  gradually  toward  the  lens,  adjusting  the 
screen  as  before. 

1.  What  change  takes  place  in  the  position  and  the  size  of  the 
image? 

2.  Where  is  the  image  when  the  candle  is  at  twice  the  principal 
focal  distance  ?     Where,  when  it  is  at  the  focus  of  the  lens  ? 

3.  Where  is  the  image  when  the  candle  is  between  the  principal 
focus  and  the  lens  ?  To  answer  this  question,  place  the  eye  on  the 
side  of  the  lens  opposite  to  the  candle  and  look  through  the  lens  at 
the  candle. 

The  above  experiments  show  that  with  convex  lenses 

/  1.  The  image  of  an  object  placed  more  than  twice  the  prin- 
cipal focal  distance  from  the  lens  is  real,  inverted  and  smaller 
than  the  object. 

2.  When  the  object  is  moved  up  toward  the  lens  the  image 
becomes  larger,  being  equal  in  size  to  the  object  when  it  is  at 
twice  the  focal  distance,  but  remains  real  and  inverted  until 
the  object  reaches  the  focus,  when  the  rays  are  rendered 
parallel  and  the  image  is  at  an  infinite  distance. 

3.  When  the  object  is  between  the  focus  and  the  lens,  the 
image  is  virtual,  erect  and  enlarged. 

.15.  To  Determine  Experimentally  the  Character  of  the  Image 
Formed  by  a  Concave  Lens. 

Experiment  2. 

Look  at  a  candle  through  a  concave  lens. 

It  will  be  found  that  the  image  is  always  virtual, 
erect  and  smaller  than  the  object. 

16.  Drawing  Images  Formed  by  a  Lens. 

The  images  formed  by  lenses  are  located  in  a  geome- 
trical construction  in  the  same  way  as  the  images  formed 
by  mirrors,  by  locating  the  images  of  certain  points  which 
determine  the  form  and  the  position  of  the  image.     The 


image  of  a  point  is  located  by  finding  the  point  of  inter- 
section after  refraction  of  two  rays  proceeding  from  the 
point.  The  rays  of  which  the  direction  after  refraction 
are  usually  most  easily  determined  are  (a)  a  ray  parallel 
with  the  principal  axis,  which  after  refraction  passes 
through  the  principal  focus ;  and  (6)  a  ray  through  the 
optical  centre,  which  passes  on  through  the  lens  without 
change  in  direction.     (Art.  7,  page  256.) 


Fig.  168. 


Fig.  168  shows  the  image  formed  by  a  convex  lens 
when  the  object  is  beyond  the  focus ;  and  Fig.  169 
shows  the  image  formed  by  a  concave  lens. 


Fig.  169. 

Make  a  similar  drawing  showing  the  image  formed  by  a  convex 
lens  when  the  object  is  placed  between  the  principal  focus  and  the 
lens. 
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VI. — Simple  Microscope. 

Since  the  image  formed  by  a  convex  lens  when  the 
object  is  placed  between  the  focus  and  the  lens  is  erect 
and  enlarged,  a  lens  of  this  class  may  be  used  as  a  simple 
microscope  for  magnifjdng  objects  placed  on  the  side  of 
the  lens  opposite  to  tlie  eye.  Fig.  170  shows  the  relative 
positions  of  the  eye,  the  object  BC,  and  its  image  BiCj. 


FiQ.  170. 


Is  the  image  of  the  object  seen  with  a  simple  microscope  real  or 
virtual  ? 

^  .  O^A>)ixv^/>.A>C       ^SAjk>WjuA'       /y-«^-Av«Lfi-SM^ 

•JUUi  Mj/^d'^Ajj  ~ 
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CHAPTER    XXIII. 

DISPERSION   OF   LIGHT — COLOUR. 


1.  Decomposition  of  White  Light— Spectrum. 
Experiment  1. 

Repeat  Experiment  1,  page  252,  using  a  carbon  disulphide 
bottle  prism,  if  one  is  avail- 
able, and  placing  a  screen  so 
that  the  rays  transmitted  by 
the  prism  will  fall  perpen- 
dicularly upon  it  (Fig.  171). 

Observe    the    continuous 
band  of  colours  on  the  screen. 

This  is  called  a  spectnim. 

Observe  how  one  colour 
shades  off  into  the  next, 
passing  from  red  at  one  end 
to  violet  at  the  other,  through 
all  the  gradations  of  orange, 
yellow,  green  and  blue. 


Fig.-  171. 


We  can  account  for  the  effect  observed  only  on  the  following 
suppositions : — 

1.  That  white  light  is  composite,  not  simple. 

2 .  That  the  rays  of  which  it  is  composed  differ  in  refrangihUity, 
and  consequently  are  separated  by  being  transmitted  through  the 
prism. 

3.  That  rays  of  different  degrees  of  refrangibility  give  rise,  ichen 
falling  on  the  retina  of  the  eye,  to  different  colour  sensaiions,  the 

j^   least  refrangible  being  red  and  the  most  refrangible  violet.  y 


^A.Jj^ 
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Experiment  2.  \ 

)ok  at  objects  throtigh.  a^glass  prism. 


Account  for  the  fringes  of  colour  which  appear  to  surround  them. 

2.  Recomposition  of  White  Light. 

Experiment  3. 

Project,  as  in  the  last  experiment,  a  spectrum  on  the 
screen,    and    place    a    second 
^^^^   prism  similar  to  the  first  with 
^      ^Sl  ^^^  apex  turned  in  the  direction 
of  the  base  of  the  first,  as  shown 
in  Fig.  172. 

Fio.  172.  ° 

1.  Explain  why  there  is  now  projected  on  the  screen  a  white 
image  of  the  slit  instead  of  the  spectrum. 

2.  Slide  a  piece  of  cardboard  along  gradually  between  the  prisms 
and  account  for  the  changes  in  the  image. 

Experiment  4. 

Project  a  spectrum  on  the  screen,  and  between  the  prism 
and  the  screen  hold  a  large  convex  lens  to  receive  the  spec- 
trum.    Move  it  backward  and  forward  along  the  line  of  light. 

1.  Is  it  possible  to  find  a  position  of  the  lens  where  a  white  image 
of  the  slit  is  projected  on  the  screen  ? 

2.  What  does  this  experiment  prove  the  coloured  image  to  be  ? 

Experiment  5. 

Place  in  the  slide-holder  of  the  lantern  or  porte  lumiere  a 
"Newton's  Disc"  slide,  that  is  a  slide  in  which  there  is 
mounted  a  rotating  disc  (Fig.  173),  in  which  are  mounted 
sectors  of  gelatine  giving  the  spectral  colours  in  order.  Focus 
the  slide,  and  observe  the  colours  as  projected  on  the  screen. 


fi^  ,^c^  pfeu^, 
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Now  rotate  the  disc,  at  first  slowly,  and  then  gradually  in- 
crease its  velocity. 

1.  Describe  what  you  observe,  ^ 

2.  How  do  you  account  for  the  effect  produced  ? 


Fir,.   173. 

These  experiments  show  that  not  only  can  white  light 
be  resolved  into  various  classes  of  constituted  rays, 
but  also  that  it  can  be  reproduced  oy  a  recomposition 
of  these  rays. 

3.  Colour  of  Objects  Due  to  Selective  Absorption. 
Experiment  6. 

Again  project  a  spectrum  on  the  screen.  Hold  over  the 
slit  in  succession  pieces  of  glass  of  different  colours,  red,  green, 
blue,  etc. 

Do  the  glasses  give  colour  to  the  light,  or  do  they  quench  some 
of  the  colours  existing  in  the  light  ?    How  do  you  know  ? 

To  more  fully  answer  the  latter  part  of  this  question,  per- 
form the  following  experiment. 

Experiment  7. 

Pass  a  red  ribbon  through  the  spectrum  near  the  prism. 

\j  What  colour  is  it  in  the  red,  in  the  green,  and  in  the  blue  parts 
yoN^he  spectrum  respectively  ? 

\^^     /Repeat  the  experiment,  using  (1)  a  white  ribbon,  (2)  a  green 
y'^ie,  and  (3)  a  black  one. 
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These  experiments  show  that  colour  does  not  originate 
with  the  body  which  is  said  to  possess  it,  but  that  it 
is  due  to  the  light  not  quenched,  or  absorbed,  by  the 
•body. 

A  body  is  red,  because  it  absorbs  all  the  rays  of  the 
white  light  falling  upon  it  except  those  with  which  the 
sensation  of  red  originates  ;  it  is  blue,  when  it  absorbs  all 
the  rays  except  those  with  which  this  sensation  origin- 
ates, and  so  on.  A  body  is  black  when  it  absorbs  all 
light  rays. 

What  is  a  white  body  ? 

The  character  of  the  unabsorbed  rays  determines 
the  colour  of  a  body. 

The  colour  of  a  body,  therefore,  depends  on — 

1.  Its  molecular  structure.    Differont  bodiea--on  aQ-> 

count  of  ditiereiice  in  molecular-structure  absorb  difFerer 
"classes  of  ra\s,  and  liencc  differ  in  colour. 


2  The  nature  of  the  light  which  falls  upon  it. 
The  blue  ribbon  placed  in  the  red  light  appeared  black, 
because  the  red  rays  were  absorbed  by  the  body  which 
absorbs  all  rays  except  blue.  For  similar  reasons  any 
changes  whatever  in  the  light  produce  corresponding 
changes  in  the  shades  of  colour  of  objects  viewed  by  it. 
Bodies  do  not  appear  to  have  exactly  the  same  colour  in 
the  evening  as  at  nooh-day,  because  the  evening  sun- 
light does  not  contain  as  much  of  the  violet  end  of  the 
spectrum  as  the  noon  sunlight,  a  larger  proportion  of  the 
violet  rays  being  absorbed  in  travelling  a  longer  distance 
throuofh  the  air. 


^ 
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3.  The  person  who  observes  the  body.  The  same 
rays  may  affect  the  eyes  of  different  persons  differently. 
While  one  class  of  rays  as  a  usual  thing  affects  the  eye 
of  one  person  in  about  the  same  way  as  it  affects  the  eye 
of  another,  and  hence  gives  rise  to  a  similar  sensation  of 
colour ;  yet  there  are  many  persons  who  cannot  make  the 
distinctions  in  colour  made  by  persons  in  general,  for 
example,  who  cannot  distinguish  red  from  brown,  orange 
from  green,  etc.  Such  persons  are  said  to  be  colour- 
blind. 

4.  Reflection  of  the  Rays  which  Determine  the  Colour  of  a 

Body. 

When  white  light  falls  on  a  body  the  light  which  is 
reflected  from  its  outer  surfjice  is  white,  because  none 
of  the  rays  are  que  iched.  The  light  which  determines 
its  colour  enters  the  body,  and  is  reflected  from  its  internal 
surfaces,  all  other  rays  being  absorbed  by  it. 

5.  Undulatory  Theory  of  Light. 

We  are  now  in  a  position  to  give  a  more  extended 
statement  of  the  undulatory  theory  of  light  than  that 
given  in  Chapter  xix. 

1.  Light  is  radiant  eiiergy,  or  the  eiiergy  of  ether  vibration,  which 
call,  affect  the  eye  and  produce  vision. 

2 — TH.fpreiwj>  in  r.nl/vti.r  sensation  is  th&.xe&uUijof  difference  in  the_ 
mhratioa-freqjjiencies,  or  tlie  corresponding  ivave-lengths,  of  the  ether- 
waves  which  fall  upon  the  retina  of  the  eye.  Etlier-waves  of  a  certain 
wavelength  give  rise  to  one  colour,  those  of  anotlier  length  to  another 
colour,  and  so  on. 

3.  The  vibration-frequencies  of  the  waves  which  form  the  red  end  of 
the  spectrum  are  less,  and  their  corresponding  wave-lengtlis  greater, 


268  PHYSICAL  SCIENCE. 

thait,  those  which  form  tJie  violet  end,  the  other  colours  being  caused  by 
waves  wlwse  wave-lengths  are  intermediate  between  these.  The  inter- 
m,ingling  of  ivaves  of  all  these  different  lengths  produces  the  sensation 
of  white  light. 

4.  In  a  dense  medium,  the  shorpjioaves  are  more  retarded  than  the 
long  ones,  and  consequently  are  mare  refracted.  Hence  the  dispersion 
of  light  by  a  prism. 

5.  Etiier  waves  are  absorbed,  that  is,  the  energy  of  ether  vibration  is 
changed  into  the  energy  of  molecular  vibration,  oi'  heat,  when  the 
nwlecidar  vibrations  are  not  in  synchronism  with  the  etlier  vibrations. 
Hence  the  same  body  will  transmit  one  class  of  loaves  and  gueiich 
another^  '^^^  ~'^ 

G.  While  only  those  waives  whose  vihratkni-frequejicies  lie  between 
the  limits  of  the  extreme  red  aiid  the  extreme  violet  have  the  poioer  of 
exciting  the  optic  tierves,  and  producing  tJie  sensation  of  colour,  ether- 
waves  wliose  vibration-frequencies  are  either  greater  or  less  than  tliese, 
may  prod^ice  other  effects.  Tliey  may  when  falling  on  matter  produce 
mMleodar  vibrations  or  heat.  Certain  classes  of  tliem  also  are  instru- 
mental in  bringing  aboutchemical  changes. 

To  show  these  effects  perform  th^  following  experi- 
ments. 

Experiment  8. 

Project  a  spectrum,  and  place  in  thepatb  of  thetransn^i^tted    g^ 
rays  near  the  prism  the  face  of  a  tb^—^ni^f^T^*"'^^''^'"  ^^  back-  ^>^>^ 
ward  and  forward  across  the  path  of  the  rays. 

1.  Does  the  needle  of  the  galvanometer  connected  with  tlie 
thermopile  indicate  the  presence  of  heat  on  either  side  of  the  colour 
rays? 

2.  In  what  part  of  the  spectrum  does  the  thermopile  indicate 
that  the  greatest  quantity  of  radiant  energy  is  being  transformed 
into  heat  ? 

3.  With  what  classes  of  ether  vibrations  are  the  molecular  vibra- 
tions of  matter  most  likely  to  be  in  synchronism  ? 
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Experiment  9. 

Tack  on  a  board  a  piece  of  sensitized  paper,  which  may  be 
obtained  from  any  dealer  in  photographers'  supplies.  Project 
a  spectium  and  hold  the  board  a  short  distance  from  the  prism 
in  such  a  position  that  the  colours  will  be  received  on  the  sensi 
tized  paper.  Keep  it  in  the  one  position  until  the  part  of  the 
paper  on  which  the  transmitted  rays  fall  becomes  decolorized 
by  the  chemical  changes  resulting  from  the  action  of  the 
radiant  energy. 

1.  Is  there  any  decolorization  at  either  end  beyond  the  band  of 
colours  ? 

2.  Where  is  the  change  in  colour  the  greatest  ? 

3.  What  classes   of  rays,  therefore,    are  the   most   eflfective   in 
bringing  about  chemical  changes  ? 
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HEAT  SPECTRUM 


Fia.  1^5. 


Figs.  174  and  175  show  graphically  the  relative  lighting  and 
beating  effects  of  the  different  parts  of  the  spectrum. 
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It  should  be  remembered  that  the  truth  of  the  undu- 
latory  theory  does  not  rest  on  its  power  to  explain  simply 
the  phenomena  we  have  considered.  By  this  theory,  and 
this  only,  can  all  the  phenomena  connected  with  light  and 
colour  be  satisfactorily  explained.  • 

The  explanation  of  complementary  colours,  colour  from 
interference,  polarization,  etc,  is  not  within  the  limits  of 
the  present, course. 

QUESTIONS. 

1.  What  is  a  spectrum  ?  What  apparatus  do  you  require,  and 
how  would  you  arning^t  to  produce  a  pure  spectrum  from  a  gas 
flame  ?     Give  a  figure  showing  the  path  of  the  rays. 

2.  Sunliglit  is  entering  a  darkened  room  through  a  very  narrow 
vertical  crack  in  the  shutter.  An  observer  who  can  see  the  crack 
distinctly  looks  at  it  through  a  prism  with  its  edge  vertical.  Des- 
cribe what  he  sees  and  indicate  in  a  figure  the  path  of  the  rays  to 
his  eyes.  How  could  he  produce  on  the  opposite  wall  a  real  image 
corresponding  to  the  one  which  he  sees  ? 

3.  Explain  why  a  cube  of  glass  can  never  show  any  prismatic 
separation  of  the  rays. 

4.  A  lamp  flame,  looked  at  through  a  glass  prism,  appears  to  bfe 
coloured  blue  on  one  side  and  red  on  the  other.  Draw  a  picture 
tracing  the  rays  from  the  lamp  to  the  eye,  and  showing  which  side 
of  the  coloured  image  is  red,  and  which  side  is  blue. 

5.  Explain  the  origin  of  colour  when  white  light  passes  through 
a  solution  of  copper  sulphate,  and  trace  the  effect  of  varying  the 
thickness  traversed. 

6.  One  piece  of  glass  appears  dark  green  when  held  up  to  the 
light,  and  a  second  piece  appears  dark  red ;  explain  why,  when  they 
are  put  together,  no  light  passes  through  them. 

7.  A  ribbon  purchased  by  gas-light  appeared  to  match  the  dress 
with  which  it  was  to  be  worn.  Next  morning  the  match  appeared 
to  be  very  imperfect.     Explain  this. 

8.  Light  enters  a  room  through  blue  glass ;  what  appearance 
does  a  red  coat  present  in  such  a  room  ?  , 

Why  are  sunsets  characterized  by  red  and  yellow  tints  ? 


^, 
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CHAPTER  XXIV. 


MAGNETISM. 


I.— Polarity. 

1.  Natural  and  Artificial  Magnets. 
Experiment  1. 

Procure  a  piece  of  the  mineral  magnetite  (Fe^O^),  hammer 
it  out  so  that  it  is  three  or  four  times  as 
long  as  broad,  plunge  it  into  iron  filings, 
F.a.  176.  and  lift  it  out  (Fig.  176).         .  ^     J     .        jf, 

Describe  what  you  observe.  LA/X\4.4,    i^'Vw^     L*>«>0 1'^-'>!^^^ 
Experiment  2.  '?V^,_fvU^  H^    ^^T  «^^~ 

Suspend  the  mineral  by  means  of  a  wire  stirrup  and  silk 
fibre,  as  shown  in  Fig.  177. 


1  t 


Fio.  177. 


Fia.  178. 


1.  In  what  direction  does  it  set  itself  ?    Twist  it  around  a  Uttle 

way  and  let  it  go.     ""^  X.i.'^i  LV-v.    '"\^     ui-C  '  '  '"-"  '^"*^ 

2.  Does  it  after  oscillation  again  set  itself  in  the  same  direction  ? 

[271] 
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Experiment  3. 

Stroke  repeatedly  a  piece  of  knitting-needle  from  end  to 
end  in  one  direction  with  the  magnetite.  Now  repeat  Experi- 
ments 1  and  2  above,  using  the  needle  instead  of  the  magnetite. 
In  suspending  the  needle  a  stirrup  made  of  very  fine  wire 
should  be  used  (Fig.  178). 

How  do  the  results  compare  with  those  observed  in  Experi- 
ments 1  and  2  ? 

A  body,  like  the  magnetite  or  the  needle  rubbed  with 
it,  which  possesses  .the  property  o£  attracting  small 
masses  of  iron  t,o  itself  and  or  setting  itself,  when 
poised,  in  a  definite  direction  pointing  north  and  south, 
vis  called  a  magnet.  _^  ^ 

The  magnetite  is  called  a  natural  magnet,  because  it 
usually  possesses  magnetic  properties  when  taken  from 
the  earth.  The  term  lodestone  (leading-stone)  was  ap- 
plied to  it  on  account  of  the  use  made  of  it  in  navigation. 

A  steel  bar  or  needle  which  has  acquired  the  character- 
istic properties  of  a  magnet  is  sometimes  called  an  artifi- 
cial magnet.  The  steel  is  said  to  be  magnetized,  and 
the  process  by  which  it  has  acquired  its  magnetic  pro- 
perties is  called  magnetization. 

2.  The  Poles  of  a  Magnet. 

It  is  observed  in  the  above  experiments,  that  the  iron 
filings  cling  to  a  magnet  in  two  separate  tufts,  one  near 
each  end,  thus  showing  that  the  maximum  attractive 
power  is  situated  at  these  two  points.  The  points  are 
called  the  poles  of  the  magnet,  and  the  magnet  itself  is 
said  to  possess  polarity. 
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The  filings  disappear  all  around  the  magnet  midway 
between  the  poles,  showing  that  at  tliis  line  there  is  no 
attraction.  This  is  called  the  neutral  line,  or  the  equa- 
tor of  the  magnet. 

An  imaginary  line  joining  the  poles  is  called  the  axis 
of  the  magnet. 

The  pole  which  turns  toward  the  north  is  called  the 
north-seeking  pole;  and  that  which  turns  toward  the 
south,  the  south-seeking  pole. 

3.  Two  Kinds  of  Magnetic  Poles. 
Experiment  4. 

Magnetize  two  needles,  as  described  in  Experiment  3  above, 
and  suspend  one  by  a  fibre.  Take  the  otlier  magnetized 
needle  in  your  hand,  and  hold  first  one  end  and  then  the  other 
near  the  N-seeking  pole  of  the  suspended  needle,  n  (^i        a 

1.  What  results  do  you  observe  ?  ;i..      .    Jf  ,,>[ 

Repeat  the  experiment  with  the  S-seeking  pole  of  the 
magnetic  needle. 

2.  What  evidence  have  you  that  there  are  two  kinds  of  magnetic 
poles  ? 

4.  Laws  of  Magnetic  Attraction  and  Repulsion. 
Experiment  5. 

Suspend  both  the  magnetic  needles  used  in  the  last  experi- 
ment and  place  them  (1)  so  that  the  N-seeking  pole  of  the  one 
shall  be  near  the  K-seeking  pole  of  the  other ;  (2)  that  the 
S-seeking  pole  of  the  one  shall  be  near  the  S-seeking  polo  of 
the  other;  (3)  that  the  S-seeking  pole  of  the  one  shall  be  near 
the  N-seeking  pole  of  the  other. 

What  attractions  or  repulsions  are  observed  ? 
18 
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This  experiment  verifies  the  following  law,  which  is 
generally  known  as  the  First  Law  of  Magnetism : — 

Law  I. — Like  magnetic  poles  repel  each  other,  and 
unlike  poles  attract  each  other. 

To  verify  the  second  law  with  any  degree  of  accuracy, 
expensive  instruments  are  necessary.  The  law  may  be 
stated  thus : — 

Law  II. — The  force  exerted  between  two  magnetic 
poles,  whether  attraction  or  repulsion,  is  directly 
proportional  to  the  product  of  their  strengths,  and 
inversely  proportional  to  the  square  of  the  distance 
between  them. 

5.  Magnetic  Bodies  and  Magnets. 

A  magnetic  body  is  any  body,  like  ironr<^|jj|gjy£^of 
being  magnetized.  A  magnetic  body  which  is  not  mag- 
netized may  be  readily  distinguished  from  a  magnet  in 
the  following  manner : — 

Experiment  5. 

Take  one  of  the  suspended  magnetic  needles,  used  in  Experi-r-  i 
ment  4  above,  and  bring  first  to  one  of  its  poles  and  then  to  the  (i^ 
other  (1)  the  end  of  a  needle  that  has  been  magnetized,   (2) 
any  part  of  an  unmagneti^ed  needle.  ^J^w\ 1 1  yA^tJC^ 

What  difference  do  you  observe  in  the  actions  of  the  magnetic 
needle  in  the  two  cases  ? 

If  the  end  of  a  body  repels  one  of  the  poles  of  a 
magnetic  needle  it  is  a  magnet ;  if  it  attracts  both 
poles  of  a  magnetic  needle  it  is  magnetic. 

Several  of  the  metals  are  magnetic,  but  only  nickel 
and  cobalt,  in  addition  to  iron,  possess  magnetic  properties 
in  any  marked  degree. 
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6.  Neutralization  of  Poles. 
Experiment  6. 

Suspend  a  screw,  or  other  small  piece  of  iron,  from  one  pole 
of  a  magnet  (Fig.  179),  and  move  along  over  this,  as  shown  in 


FIG.  179 

the  figure,  another  magnet  of  the  same  size  and  of  equal  pow^, 
with  the  opposite  pole  toward  the  screw. 

Wliat  liappens  when  the  two  poles  are  near  each  other  ? 

Experiment  7. 

Place  the  two  magnets  used  in  the  last  experiment  end  to 
end  with  opposite  poles  together,  as  shown  in  Fig.  180.     Now 


Fio.  180. 


pass  a  suspended,  or  poised  *,  magnetic  needle  around  the  com- 
bined magnets. 

What  evidence  have  you  that  there  is  now  no  pole  at  the  line 
where  the  two  magnets  join  ? 


'  A  cheap  form  of  compass  answers  well  for  all  such  experiments. 
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Experiment  8. 

Magnetize  a  piece  of  watch  spring  which  is  about  10  cm. 
long.  Test  the  strength  of  its  poles  by  lifting  tacks  with  it. 
Now  bend  the  spring  until  the  two  ends  are  in  contact. 

1.  Does  the  ring  thus  formed  show  polarity  at  any  point  ? 

2.  Two  magnetic  needles  connected  rigidly  by  a  wire,  as  shown  in 
Fig.  181,  are  called  an  astatic  pair.  In  what  direction  will  they 
set  themselves  when  suspended  by  a  fibre  ?  ^ 


Fio.  181. 

When  the  opposite  poles  of  two  magnets,  or  of 
the  same  magnet,  are  placed  together,  they  tend  to 
neutralize  each  other. 

7.  The  Two  Poles  of  a  Magnet  Inseparable. 
Experiment  9. 

Magnetize  a  knitting-needle,  roll  it  in  iron  filings,  and  notice 
the  positions  of  the  poles.  Break  the  needle  into  halves^  and 
roll  each  half  in  the  filings.  Continue  the  process  until  the 
needle  has  been  broken  into  small  pieces. 

1.  What  evidence  have  you  that  the  two  poles  of  a  magnet  are 
inseparable  ? 

2.  Are  the  poles  of  each  separate  piece  of  the  needle  diflferent, 
that  is,  is  one  pole  a  N-seeking  .and  the  other  a  S-seeking  pole  ? 

To  answer  this  question  present  each  end  of  one  of  the  pieces  to 
the  N-seeking  or  the  S-seeking  pole  of  a  suspended  magnetic  needle 
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Place  together  the  broken  ends  of  two  halves  which  have 
been  separated,  and  each  of  which  consequently  possesses  two 
poles. 

Do  the  adjacent  poles  neutralize  each  other,  leaving  poles  only  at 
the  ends  ? 

A  magnet  cannot  possess  one  pole  only.  Two 
poles,  one  N-seeking  and  the  other  S-seeking,  co- 
exist in  every  magnet. 

8.  Theories  of  Magnetism. 

The  co-existence  of  two  poles  in  even  the  smallest  part  of  a  magnet 
is  usually  explained  on  the  them-^y--tka:t-ihs~-'auiLecule8  e/-~a-ma^i£i4ft--* 
!iQil^^.pQSi)&sspolarity. 

When  the  body  as  a  wlwle  apparently  possesses  no  magnetic  proper- 
Hies,  the  opposite  poles  of  adjacent  molecules  tieutralize  one  another 
(Fig.  182a) ;  h\it  lohen  it  is  magtietized,  the  greater  number  of  the  mole- 
cides  are  turned  into  lines,  with  their  N-seeking  poles  turned  in  one      ■         , 
[direction  and  their  8-seeking  poles  in  the  opposite  direction.  ^"^ 


cj»C»CB>c:»a(3iC3» 


Fig.  182a.  Fig.  182&. 

When,  therefore,  the  magnet  is  broken  at  any  point, 
one  face  of  tlie  fracture  is  a  N-seeking  and  the  other  a 
S-seeking  pole. 

If  the  magnetization  were  equal  at  all  points  of  the 
magnet  and  the  molecules  were  all  arranged  in  line  witli 
their  magnetic  axes  parallel  to  the  axis  of  the  magnet  with 
like  poles  all  pointing  in  one  direction  (Fig.  1826),  free 
poles  would  be  found  only  at  the  end  surfaces ;  but  this 
is  not  the  case,  because  we  have  found  that  complete 
neutralization  takes  place   only  near  the  centre  of  the 
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magnet.  The  intensity  of  magnetization  must,  conse- 
quently, be  greatest  at  the  middle  of  a  bar  of  steel,  and 
less  toward  its  ends. 

The  theory  of  molecular  polarity  may  be  illustrated 
by  the  following  experiment : — 

Experiment  10. 

Fill  a  test-tube  nearly  full  with  steel  filings  (Fig.  183a), 
magnetize  it  by  drawing  one  pole  of  a  strong  magnet  over  the 
tube  repeatedly  in  the  same  direction.  Observe  that  the 
filings  set  themselves  end-ways  (Fig.  1836). 


"Without  disturbing  the  arrangement,  bring  one  end  of  the 
tube  near  (1)  the  N-seeking  pole,  (2)  the  S-seeking  pole  of  a 
suspended  magnetic  needle. 

What  evidence  have  you  that  the  tube  filled  with  steel  filings 
acts  as  a  bar  magnet  ? 

Disturb  the  arrangement  of  the  filings  by  shaking  the 
tube,  and  again  present  one  end  of  the  tube  to  each  pole  of  a 
magnetic  needle. 

1.  Does  the  tube  now  act  as  a  bar  magnet  ?     How  do  you  know  ? 

Tlie^jaihfi^filledwith  steel  filings  is   shown  to  be  a 

lagnet  when  the  magnetic  axes  of  "flteTudtvidual  pieces  I 

)f  steel   making   up   the   filings   are  parallel  -uath'  the  • 

ingth-oi  the'  tiibe,  ^imilar  poles  being  turned  in  the  i, 
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same  direction ;  but  when  this  arrangement  is  disturbed, 
and  these  individual  pieces  of  steel  turn  in  various  direc- 
tions, their  poles  neutralize  one  another,  and  the  tube  as 
a  whole  no  longer  acts  as  a  magnet. 

In^  a^  similar  "nianner,~%h#-iaagnetic_  actio«.  of  steeLJs — ^ 
believed  to  depend  on  the  arrangeinent  oftEelnoleciilar-^ 
magnets  of  whieh-it-is_built-upj^ 

^|C3Jnpere's  theory,  which  is  offered  as  a  possible  explan- 
/ation  of  the  polarity  of  the  molecules,  will  be  stated  at  a 
^jiater  stage. 

9.  Consequent  Poles. 

All  magnets  must  have,  as  we  have  learned,  at  least 
two  poles;  but,  on  account  of  irregular  or  imperfect  mag- 
netization, a  piece  of  steel  may  be  made  to  have  one  or 
more  poles  between  those  at  the  ends.  These  are  called 
consequent  poles.  The  magnet  in  this  case  may  be 
regarded  as  consisting  of  two  or  more  magnets  placed 
end  to  end  with  similar  poles  together. 


Fia.  184. 

Experiment  10. 

Take  two  similar  magnets  of  equal  strengths,  and  place  them 
end  to  end  with  similar  poles  together,  say  two  N-seeking- 
poles  together  (Fig.  184).  Determine  the  position  of  the  poles 
by  bringing  a  suspended  magnetic  needle  in  different  positions 
(l)near  each  end,  (2)  near  the  point  of  junction. 
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1.  What  pole  is  found  to  be  at  each  end  of  tire  joined  magnets  ? 
What  pole  at  the  middle,  or  point  of  junction  ? 

2.  If  two  S-seeking  poles  were  placed  together,  what  would  be 
your  answers  to  the  last  question  ? 

3.  If  three  magnets  were  placed  as  shown  in  Fig.  185,  what  would 
be  the  distribution  of  the  poles  ? 


Experiment  11. 

Place  like  poles  of  two  bar  magnets  at  the  middle  of  a 
piece  of  watch  spring  and  draw  them  simultaneously  to  the 
ends.  Now  lift  them  up,  place  them  at  the  centre,  and  draw 
them  to  the  ends.  Repeat  the  operation  several  times. 
Remove  the  magnets,  and  determine  the  distribution  of  the 
poles  in  the  watch  spring  by  passing  a  suspended  magnetic 
needle  around  the  spring,  and  noting  the  direction  in  which 
the  poles  of  the  needle  point  in  its  various  positions. 

What  pole  is  in  the  middle  of  the  spring  ?     What  at  each  end  1 


QUESTIONS. 

1.  You  are  provided  with  a  steel  sewing-needle  and  are  required 
to  magnetize  it  so  that  its  point  may  be  a  South-seeking  pole.  How 
will  you  do  it  ? 

2.  A  bar  magnet,  freely  suspended  horizontally,  sets  itself  north 
and  south.  If  a  second  bar  magnet  is  suspended  by  the  side  of  the 
first,  how  will  they  act  upon  each  other  ?  Make  your  answer  clear 
by  a  diagram. 

3.  You  are  doubtful  whether  a  steel  rod  is  neutral,  or  is  slightly 
magnetized  ;  how  could  you  determine  its  magnetic  condition  by 
trying  its  action  upon  a  compass -needle  ? 
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4.  A  bar  magnet  is  placed  anywhere  on  the  table  in  the  neigh- 
bourhood of  a  compass  needle,  and  is  slowly  rotated  round  a  vertical 
axis  through  its  middle  point.  Describe  the  behaviour  of  the 
needle  (1)  when  the  magnet  is  very  close,  (2)  when  it  is  a  few  feet 
distant. 

5.  Six  magnetized  sewing-needles  are  thrust  through  six  pieces 
of  cork,  and  are  then  made  to  float  near  together  on  water  with 
their  N-seeking  poles  upward.  What  will  be  the  effect  of  holding 
(1)  the  S-seeking  pole,  (2)  the  N-seeking  pole,  of  a  magnet  above 
them  ?     Try  the  experiment. 

6.  A  bar  magnet  is  placed  anywhere  on  the  table  in  the  neigh- 
bourhood of  a  magnetic  needle,  and  is  slowly  rotated  round  a  ver- 
tical axis  through  its  middle  point.  There  are  two  positions  of  the 
magnet  for  which  the  needle  points  along  the  line  of  its  undisturbed 
position.     Explain  this. 

7.  Two  bar  magnets  of  equal  length  are  set  on  end  a  few  inches 
apart.  A  small  magnetic  needle  is  carried  round  the  upper  poles 
in  a  figure-of-eight  course.  How  will  it  point  in  the  various  posi- 
tions occupied,  (1)  when  the  upper  poles  are  like  poles  ;  (2)  when 
they  are  unlik«  poles  ? 

8.  A  strong  bar  magnet  is  placed  on  a  table  with  its  north  pole 
pointing  toward  the  north.  State  in  what  direction  a  compass- 
needle  points  (1)  when  placed  immediately  over  the  centre  of  the 
bar  magnet,  (2)  when  gradually  raised  vertically  upwards. 

9.  A  compass-needle  is  suspended  at  the  centre  of  a  circle  drawn 
on  a  horizontal  table.  A  magnet  is  moved  round  the  compass  so 
that  its  centre  always  lies  in  the  circumference  of  the  circle  and  its 
length  always  points  east  and  west.  How  and  why  will  the  posi- 
tion of  the  compass-needle  change  as  the  magnet  is  carried 
round  it  ? 

10.  A  piece  of  steel  wire,  bent  so  as  to  form  two  sides  of  a  square, 
is  magnetized  in  such  a  way  that  each  of  its  free  ends  is  a  north 
pole,  and  the  bend  a  south  pole.  When  placed  upon  a  cork  floating 
in  water,  how  will  it  set  itself  ? 

11.  Arrange  three  bar  magnets  of  equal  strength  so  that  there  is 
no  magnetic  eflfect  on  a  neighbouring  magnetic  needle. 
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12.  It  is  suspected  that  a  magnetized  Imr  of  steel  has  consequent 
poles.     How  would  you  ascertain  whether  this  is  so  or  not  ? 

13.  Two  equal  and  equally  m^^uetized  bar  magnets  are  fastened 
together  at  the  centres  at  right  angles  to  each  other,  so  as  to  form 
an  equal-armed  cross.  How  will  the  cross  set  itself  when  balanced 
on  a  pivot  ?  . 

-#^ 

II.— Magnetic  Induction. 
10.  Phenomena  of  Induction. 
Experiment  1. 

Pl'ace  a  piece  of  soft  iron  with  one  of  its  ends  near  the  pole 
of  a  magnet,  as  shown  in  Fig.  186,  and  bring  a  tack,  or  other 
small  piece  of  iron,  to  the  other  end  of  the  soft  iron. 


FiQ.  ISC 


What  do  you  observe  ? 
Remove  the  magnet. 

1.  What  takes  place  ? 

2.  What  properties  did  the  soft  iron  possess  when  near  the 
magnet  ? 

3.  Did  it  permanently  retain  these  properties  1  ^       . 

^\ 
Experiment  2.  ^.  ■'"^ 

Place  the  soft  iron  again  in  the  same  position  near  the  mag- 
net, and  bring  a  suspended  magnetic  needle  near  the  end  of 
the  soft  iron  which  is  the  more  remote  from  the  magnet,  as 
shown  in  Fig.  187. 
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1.  Wh.at  is  the  pole  at  one  end  of  the  soft  iron  when  the  other 
end  is  near  (1)  the  N-seeking  pole,  (2)  the  S-seeking  pole  of  the 
magnet  ? 


Pig.  187. 

\      This  magnetizing  action  of  the  magnet  upon  the  soft/ 

\iron  placed  close  to  it  is  known  as  induction.     Undei 

unduction,  a  magnetic  pole  induces  opposite  polarityl 

in  the  end  of  a  rod  of  soft  iron  nearest  it,  and  simi-j 

Bar  polarity  in  the  end  farthest  from  it.^^~^ 

Experiment  3. 

Repeat  Experiment  2  above,  placing  two  or  more  small  soft 
iron  rods  between  the  magnet  and  the  magnetic  needle. 

Does  induction  take  place  through  a  series  of  iron  rods  1 

11.  Induction  Precedes  Attraction. 

Experiment  4. 

Place  a  strong  magnet  on  a  table  with  its  N-seeking  pole 
projecting  over  the  edge.  Bring  a  tack  to  this  pole  of  the 
magnet,  add  others  to  this  in  the  form  of  a  chain,  as  shown  in 
Fig.  188. 


1.  Explain  why  any  one  tack  is  held  to  the  one  above  it. 
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2.  What  happens  when  (1)  the  N-seeking  pole,  (2)  the  S-seeking 
pole  of  another  magnet  is  brought  near  the  lowest  tack  ?     Why  ? 

A  piece  of  unmagnetized  iron  is  drawn  to  the  pole 
of  a  magnet  because  the  pole  induces  opposite 
polarity  in  the  end  of  the  unmagnetized  iron  nearest 
it,  and  these  unlike  poles  attract  each  other. 

Experiment  5. 

Place  a  strong  magnet  on  a  table  and  suspend  by  means  of 
a  wire  stirrup  and  fibre  a  bar  of  soft  iron  over  it  (Fig.  189). 

1.  What  position  does  it  take  ?     Why  ? 


Fig.  189. 

2.  What  happens  when  (1)  the  N-seeking  pole,  (2)  the  S-seeking 
pole  of  another  magnet  is  placed,  as  shown  in  the  figure,  near  the 
end  of  the  soft  iron  over  the  S-seeking  pole  of  the  first  magnet  ? 
Explain. 

12.  Explanation  of  Induction. 

The  phenomena  of  induction  can  be  explained  on  the  theory  of 
the  polarity  of  the  molecules.  When  one  of  the  poles,  say  tlie 
N-seeking  pole,  of  a  magnet  is  brought  near  the  end  of  the  rod  of  soft 
iron,  the  attractions  and  repxdsions  between  it  and  the  magnetic  wmIc- 
cxdes  of  the  soft  iron  cause  these  molecules  to  tui-n  around  and 
arraiige    themselves  with    their   S-seeking   poles  turned  toward   the 
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N-seekhig  pole  of  the  magiiet.  The  bar,  like  the  tube  containing  the 
steel  filings  (Fig.  183),  then  shows  polaritij,  its  S-seeking  pole  being  at 
the  end  of  the  rod  nearest  the  N-seeking  pole  of  the  magnet. 

Wlien  the  magnet  is  removed,  the  mutual  attractions  and  repul- 
sions among  the  molecules  of  the  soft  iron  cause  the  poles  to  turn  again 
in  various  directions  aiid  thus  to  neutralize  one  another's  action.  The 
rod,  therefore,  no  longer  appears  a  magnet. 

In  the  case  of  BfeeL  which  possesses  greater  molecular. 
rig;iiijty.  greater  difficulty  is  found  in  causing  the  mole- 
cules to  set  themselves  with  one  class  of  poles  pointing  in 
one  direction ;  but  when  the  poles  have  once  set  them- 
selves in  this  way,  they  retain  their  relative  positions 
for  a  long  time.  For  this  reason,  the  steel  remains 
permanently  a  magnet^  while  the  soft  iron  possesses 
Tiia^Tetic properties  onlyLwliile  oinder  the^irftct  influence 
of  iy[ie  mdjacingjooagiiet. 

Steel  is  usually  magnetized  in  one  of  the  following 
ways : — 

13.  Methods  of  Magnetization. 

1.  Single  Touch. 
This  method  consists  in  rubbing 

the  bar  of  steel  to  be  magnetized 
repeatedly  in  the  same  direction 
with  one  pole  of  another  magnet 
placed  as  shown  in  Fig.  190. 

2.  Double  Touch. 

The  bar  AB  to  be  magnetized  is  usually  supported  on 
two  magnets  arranged  as  shown  in  Fig.  191,  and  is 
stroked  first  in  one  direction  and  then  in  the  other  by 
two  bar  magnets  the  opposite  poles  of  which  are  kept 


Fig.  190. 
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at  a  constant  distance  from  each  other  by  means  of  a 
piece  of  wood,  as  shown  in  the  figure. 


Fia.  19L 


3.  Separate  Toucli. 

The  bar  to  be  magnetized  is  supported  on  the  opposite 
poles  of  two  magnets  as  in  the  last  case.  The  inducing 
magnets  are  placed  as  shown  in  Fig.  192,  and  are  drawn 
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Fig.  192. 

away  from  each  other  to  the  two  ends  of  the  bar,  lifted 
up,  carried  back  in  a  wide  curve  through  the  air,  placed 
again  at  the  middle,  and  again  drawn  away  from  eacli 
other  to  the  two  ends.  This  process  is  repeated  several 
times. 

Explain  clearly  by  the  tlieory  of  the  polarity  of   the  molecules 
how  the  steel  is  magnetized  l)y  each  of  the  above  methods. 


4.  By  an  Electric  Current. 

This  will  be  considered  at  a  later  stage. 

Anything  which  tends  to  give  freedom  of   moleculac 
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movement,  such  as  hammering,  twistinp;^  'heatingf^  etc.j, 
assists  in  the  process  of  ma^Tietization  hy  in(^][jp.t.i'on. 
Why? 

14.  Retentivity. 

We  have  observed  that  the  retentivity,  or  the  power 
to  resist  demagnetization,  is  very  small  in  soft  iron  and 
very  great  in  hard  steel ;  but  even  in  steel  the  mutual 
attractions  and  repulsions  among  the  poles  of  the  mole- 
cules tend  to  cause  them  to  pair  off  again  in  such  a  way 
as  to  neutralize  each  other,  and  a  certain  amount  of 
loss  of  power  is  inevitable  if  the  steel  is  subjected  to  any 
molecular  disturbance.     This  loss  may  be  prevented  to  a 
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great  extent  by  the  use  of  "  keepers."  These  are  pieces 
of  soft  iron,  which  are  used  to  join  the  poles  of  the  mag- 
net when  not  in  use.  Each  pole  of  the  magnet  induces 
the  opposite  kind  of  polarity  in  the  end  of  the  keeper  in 
contact  with  it,  and  ihgseopposite  poles  atJii  inil  (  iiiiT  " 
«iUiSr  and  tend  to  preserve  the  arrangement  of  the  mole- 
cules necessary  for  magnetization. 

Fig.  193  shows  a  horse-shoe  magnet  with  its  keeper, 
and  Fig.  194  indicates  how  keepers  may  be  applied  to 
bar  magnets. 
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Experiment  6. 

Magnetize  a  needle  by  single  touch.  Prove  that  it  is  mag- 
netic by  rolling  it  in  iron  filings.  Heat  it  red  hot,  allow  it  to 
cool,  and  again  test  its  magnetic  power. 

1.  What  do  you  observe  ? 

2.  Explain  the  change. 

15.  Magnetic  Field. 

The  space  surrounding  a  magnet  pervaded  by  the 
magnetic  forces  is  called  the  field  of  the  magnet. 
At  every  point  in  the  field  the  magnetic  force  has  a 
definite  strength,  depending,  as  we  have  seen,  on  the 
distance  of  the  point  from  the  poles. 
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16.  Magnetic  Lines  of  Force. 
Experiment  7. 

Lay  a  sheet  of  heavy  paper  or  cardboard  on  a  short  bar 
magnet,  and  sprinkle  iron  filings  over  the  paper  by  sifting 
them  through  a  piece  of  muslin.  Gently  tap  the  paper  and 
observe  the  manner  in  which  the  filings  arrange  themselves 
under  magnetic  induction  (Fig.  195). 
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The  experiment  shows  that  magnetic  induction  takes 
place  along  certain  lines.  The  directions  in  the  field  of 
a  magfnet  along  which  magnetic  induction  takes  place 
are  called  the  lines  of  magnetic  induction,  or  lines  of 
magnetic  force.  They  are  commonly  spoken  of  simply 
as  "  lines  of  force." 

Since  each  piece  of  iron  takes  its  particular  direction 
on  account  of  the  action  of  the  two  poles  of  the  magnet 
upon  it,  the  direction  of  the  curve  of  the  filings  at  any 
point  represents  the  direction  of  the  resultant  of  the 
forces  at  that  point. 

The  lines  of  Jeree  c»a.j:egresent  not  only  by  their  posi- 
tioix  the  direction  of  the,  magneSc^iLt,  butj  tiloo  by  tlreis- 
numbei^it£Jntensiiy.  Just  as  we  speakof  fileasuring 
the  intensity  of  the  illumination  of  a  surface  by  the 
number  of  imaginary  rays  of  light  falling  upon  it,  so  we 
speak  of  estimating  the  strength  of  a  part  of  a  magnetic 
field  in  terms  of  the  number  of  imaginary  lines  of  mag- 
netic force  present  in  it.  But  it  should  be  carefully 
borne  in  mind  that,  like  the  rays  of  light,  tlie  lines  of 
force  have  no  real  existence.  The  actual  forces  do  not 
act  along  a  set  number  of  lines,  but  pervade  the  whole 
magnetic  field. 

Experiment  8. 

Repeat  Experiment  7,  placing  a  suspended  magnetic  needle 
in  different  positions  over  the  card  on  which  the  iron  filings 
are  placed. 

1.  How  does  the  magnetic  needle  in  its  different  positions 
set  itself  with  regard  to  the  direction  of  ihe  lines  of  force? 
Explain. 
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Experiment  9. 

Magnetize  a  needle  and  suspend  it,  not  by  a  stirrup,  but  by 
a  silk  fibre  tied  around  it  in  such  a  position  that  it  will  rest 
horizontally.  Now  bring  the  needle  within  the  field  of  a 
bar  magnet,  placing  it  at  various  points  around,  above,  and 
below  the  magnet.  Remembering  that  the  magnetic  needle 
always  tends  to  set  itself  parallel  with  the  lines  of  force  of  the 
magnet,  note  the  direction  of  the  lines  of  force  at  the  different 
points  at  which  the  needle  is  placed  (Kg.  196). 


1  /y- 


Fig.   196. 

1.  Do  the  lines  of  force  all  lie  within  one  plane  1 

2.  What  is  the  direction  of  the  lines  of  force  in  the  axial  line  of 
the  magnet  ? 


lio.   197. 


17.  Superposition  of  Magnetic  Fields. 
Experiment  10. 

Bring  (1)  a  N-seeking  pole  of  one  magnet  near  a  S-seeking 
pole  of  another  (Fig.  197),  (2)  a  N-seeking  pole  of  one  magne<- 
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near  the  N-seeking  pole  of  another  (Fig.  198).  Place  a  card 
over  the  ends  of  the  magnets  in  each  case,  sprinkle  iron  filings 
on  it,  and  observe  the  curves  formed  when  the  card  is  gently 
tapped. 


Experiment  11. 

Repeat  Experiment  10,  placing  the  card  over  (1)  a  horse-shoe 
magnet,  (2)  two  bar  magnets  placed  parallel  to  each  other 
with  like  poles  adjacent  and  separated  from  each  other  about 
2  cm.,  (3)  two  bar  magnets  placed  parallel  to  each  other  and 
with  unlike  poles  adjacent,  (4)  a  horse-shoe  magnet  with  its 
keeper  on,  (5)  a  bar  magnet  with  a  short  bar  of  soft  iron  near 
one  of  its  poles,  (6)  a  soft  iron  ring  with  one  pole  of  a  power- 
ful magnet  near  it. 

1.  Make  drawings  similar  to  Figs.  197  and  198,  indicating  the 
directions  of  the  lines  of  force  in  the  fields  in  each  case. 

2.  What  is  the  path  of  the  greater  number  of  the  lines  of  force 
in  (4),  (6)  and  (6),  through  the  air  surrounding  the  poles  near  the 
soft  iron  or  through  the  soft  iron  itself  ? 

18.  Permeability. 
Experiment  12. 

Interpose  between  a  magnet  and  an  iron  tack,  (1)  a  sheet  of 
cardboard,  (2)  a  pane  of  glass,  ('■))  a  thin  wooden  board,  (4) 
a  thick  iron  plate.  ^v-\'VvrC  W  ,-PnV,,..,^ 
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1.  Does   the   magnet  attract  the   tack   through    each   of  these 
bodies  ? 

The  magnetic  forces  act  across  all  bodies  "which  are 
not  themselves  magnetic. 

The  lines  of  force,  instead  of  pass- 
-,  ing  through  a  sheet  of  a  magnetic 
—1  substance  into  the  air  on  the  other 


.p* 


side,  pass  laterally  along  it  (Fig.  199), 
if  it  is  sufficiently  thick,  because   its 
permeability  is  many  times  that  of  the  air. 


Fio.  199. 


QUESTIONS. 

1.  Two  similar  rods  of  very  soft  iron  have  each  of  them  a  long 
thread  fastened  to  one  end,  by  which  they  hang  vertically  side  by 

(side.     On  bringing  near  the  iron  rods,  from  below,  one  pole  of  a 
strong  bar  magnet,  the  rods  separate  from  each  other.     Explain. 

2.  A  bar  magnet  is  held  vertically,  and  two  equal  straight  pieces 
of  soft  iron  wire  hang  downward  from  its  lower  end.  The  lower  end 
of  each  of  these  wires  can  by  itself  hold  up  a  small  scrap'  of  iron  ; 
but  if  the  lower  ends  of  both  wires  touch  the  same  scrap  of  iron  at 
the  same  time,  they  do  not  hold  it  up.     What  is  the  reason  of  this  ? 

3.  A  pole  of  a  magnet  is  brought  within  an  inch  of  one  side  of 
a  sphere  of  very  hard  steel,  suspended  from  a  string.  It  manifestly 
attracts  the  steel,  but  is  not  quite  able  to  draw  it  into  contact.  A 
sphere  of  iron  of  the  same  weight  is  now  substituted  for  the  sphere 
of  steel,  and  the  magnet  is  found  able  to  draw  this  new  sphere 
quite  up  against  itself.     Explain  this  diflference  of  action. 

4.  You  have  two  similar  rods,  one  of  steel  and  the  other  of  soft 
iron  ;  you  have  also  a  bar  magnet  and  some  small  iron  nails.  De- 
scribe some  experiments  which  would  enable  you  to  distinguish  tlie 
steel  rod  from  the  iron  one. 
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5.  If  a  compass-needle  is  deflected  when  a  steel  bar  is  brought 
near  it,  how  can  you  find  out  whether  the  deflection  is  due  to  mag- 
netism already  possessed  by  the  bar,  or  to  the  bar  becoming  mag- 
netized by  the  compass-needle  at  the  time  of  the  experiment  ? 

6.  A  bar  magnet  is  laid  upon  a  table,  and  a  soft  iron  bar  oi  about 
•    the  same  length  as  the  magnet  is  hung  horizontally  just  above  it  by 

a  flexible^  string.  What  will  be  the  effect  on  the  soft  iron  bar  if  a 
second  bar  magnet  is  laid  on  the  table  and  brought  near  the 
first,  at  riglit  angles  to  it,  and  with  its  N-seeking  pole  poijiting 
to  the  middle  of  the  first  magnet  ?  Give  a  sketch  explaining  the 
action. 

7.  Three  precisely   similar  magnets  are   placed  vertically  with 
^  their  lower  ends  on  a  horizontal  table.     Iron  filings  are  scattered 

over  a  plate  of  gla.ss  which  rests  on  their  upper  ends,  two  of  which 
are  north  poles  and  the  third  a  south  pole.     Give  a  diagram  show-   / 
ing  the  forms  of  the  lines  of  force  mapped  out  by  the  filings. 

8.  Why  is  less  force  required  to  pull  a  small  iron  rod  away  from 
the  poles  of  a  powerful  horse-shoe  magnet  than  would  be  required 
to  pull  a  thick  bar  of  iron  away  from  the  poles  of  the  same  magnet  ? 

9.  A  horse-shoe  magnet  is  placed  near  a  conipass-needle  so  as  to 
pull  the  needle  a  little  way  round.  On  laying  a  piece  of  soft  iron 
across  the  poles  of  the  horse-shoe  magnet,  the  compass-needle 
moves  back  toward  its  natiural  position.     Explajn  this. 

10.  A  piece  of  soft  iron,  placed  in  contact  with  both  poles  of  a 
horse-shoe  magnet  at  the  same  time,  is  held  on  with  more  than 
twice  the  force  with  which  it  would  be  held  if  it  were  in  contact 
with  only  one  pole  of  the  same  magnet.     Why  is  this  ? 

11.  A  magnet  is  placed  near  a  compass-needle  so  as  to  pull  the 
needle  a  little  way  round.  If  a  thick  sheet  of  soft  iron  is  put  be- 
tween the  magnet  and  the  needle,  what  happens  ?     Why  ? 

12.  You  have  three  equal  bar  magnets  without  keepers.  How 
would  you  arrange  them  so  that,  when  not  in  use,  they  might 
retain  their  magnetism  ?     Give  a  sketch. 

13.  A  compass-needle  is  suspended  inside  a  hollow  ball  of  iron, 
and  an  Qutside  magnet  will  not  aff'ect  it.     Explain. 
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14.  A  compass-needle  and  a  straight  strip  of  soft  iron  of  the  same 
length  as  the  compass-needle  are  fastened  together  so  as  to  be  in 
contact  with  each 'other  at  both  ends.  Will  the  force  which  tends 
to  make  the  combination  point  north  and  south  be  tlie  same  as  that 
which  -^ould  act  on  the  compass-needle  alone  ?  Give  reasons  for 
your  answer. 


III.— The  Earth's  Magnetism. 

19.  The  Earth  a  Magnet. 

We  have  observed  in  our  various  experiments  that  a 
magnetic  needle  suspended  freely  turns  always  in  a  defi- 
nite direction  when  not  influenced  by  any  magnetic  sub- 
stance near  it.  We  can  account  for  this  only  on  the 
theory  that  the  earth  is  a  nnagnet,  and  that  the  needle 
always  tends  to  set  itself  in  the  direction  of  the  lines  of 
force  of  the  earth's  field  which  pass  through  the  point  at 
which  it  is  situated. 

20.  Declination  of  the  Magnetic  Needle. 

The  magnetic  poles  of  the  earth  are  not  coincident 
with  the   geographical   poles,   and   hence   a  suspended 

magnetic  needle  does  not  point 
exactly  north  and  south.  The 
angle  between  the  true  north 
and  south  line  and  the  direc- 
tion of  a  compass  needle  is 
called  the  declination  of  the 
compass  (Fig.  200).  The  angle 
varies  in  different  places,  and  in 
the  same  place  is  subject  to  ^L 
diurnal,  annual  and  other  peri-  " 
odic,  as  well  as  irregular,  variations    1  -    *     '  JUJAax. 


dl 


MAGNETISM. 


295 


21.  Inclination,  or  Dip,  of  the  Magnetic  Needle. 
Experiment  1. 

Take  a  piece  of  a  knitting-needle  and  suspend  it  by  tying  a 
silk  fibre  around  it  at  such  a  point  that  it  will  rest  in  a  hori- 
zontal position.  Now  magnetize  it  by  the  method  of  double 
touch,  and  without  changing  the  position  of  the  fibre  on  the 
needle,  again  suspend  it. 

1.  Does  .the  needle  now  remain  in  a  horizontal  position  ?  If  not, 
which  pole  is  turned  downward  ? 

The  angle  between  the  horizontal  and  the  magnetic 
axis  of  a  needle  which  is  freely  suspended  about  its 
centre  of  gravity  is  called  the  inclination,  or  dip,  of 
the  needle. 


Fio.  201. 

The  dip  of  the  needle  is  due  to  the  fact  that  the  lines 
of  force  in  the  earth's  field  are  not  horizontal  at  this 
latitude. 

The  lines  of  force  of  the  earth's  field  which  pass 
outside  the  earth  run  somewhat  in  the  same  manner  as 
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the  lines  of  force  from  a  bar  magnet  placed  in  the  centre 
of  a  globe  (Fig.  201).  "N'"  here  represents  the  pole 
which  is  at  the  north  of  the  earth,  and  "  n  "  the  N-seek- 
ing  pole  of  a  magnetic  needle.        , 

1.  Is  there  any  line  on  the  earth's  surface  where  the  lines 
of  force  of  the  earth's  field  are  approximately  horizontal  ?  If  so, 
wliere  ?    ^jX'    ^iCJL  *vt^j*x<vCi'  i , 

2.  What  change  will  take  place  in  the  dip  of  the  needle  as  it  is 
carried  (I)  toward  the  north  pole,  (2)  toward  the  equator,  (3)  from 
the  equator  toward  the  south  pole  ? 

3.  What  is  the  position  of  the  needle  at  each  of  the  magnetic 
poles  ? 

To  determine  the  inclination,  a  dipping-needle  is 
used.     Its  construction  is  sliown  in  Fig.  202. 


Fia.  202. 


The  needle  is  placed  in  the  magnetic  meridian,  levelled, 
and  the  angle  of  inclination  read  from  the  graduated 
circle  placed  around  it. 
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22.  The  Action  of  the  Earth  on  the  Needle  Directive,  not 

Attractive. 

Experiment  2. 

Magnetize  a  needle  or  piece  of  watch  spring,  and  float  it  on 
a  cork  on  water. 

1.  In  what  position  does  it  set  itself  ? 

2.  Why  does  the  magnetic  attraction  not  cause  the  needle  and 
cork  to  move  in  a  northerly  direction  1 

23.  Mariner's  Compass. 

The  mariner's  compass  consists  of  a  permanent  magnet 
on  which  is  mounted  a  graduated  card,  the  magnet  being 
so  poised  on  a  pivot  that  the  card  and  magnet  remain 
always  horizontal. 


Fig.  203. 


Fig.  203  shows  a  common  form  of  the  instrument. 


y  QUESTIONS. 

fVi^  Given  a  magnet  and  the  means  of  suspending  it.  How  will 
you  determine  (1)  the  magnetic  meridian,  (2)  in  which  direction 
North  lies  ?  It  is  assumed  that  you  do  not  know  which  end  of 
your  magnet  is  a  N-seeking  and  which  a  S-seeking  pole. 

2.  AVhere   on  the  earth's  surface  does  the  N-seeking  pole  of  a 
magnetic  needle  point  in  a  generally  southerly  direction  ? 
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3.  A  tall  iron  mast  is  situated  a  little  in  front  of  the  compass  in 
a  wooden  ship.  Explain  the  nature  of  the  compass  error  when  the 
ship  is  sailing  in  an  easterly  direction  (1)  in  the  northern,  (2)  in 
the  southern  hemisphere. 

4.  If  a  compass  were  carried  round  the  equator,  would  it  point 
in  the  same  direction  at  all  places  ?  If  not,  state,  as  nearly  as  you 
can,  what  changes  would  be.  observed  in  its  behaviour  ^uring  the       / 

journey.         ^,,^^j^.     ^  -OC^   A^sELa^M^^Uu,  ^   ^^^^H^  f-*^*^<^ 

5.  The  N-seeking  >poles  of  two  equal  and  equally  m£%netized   IQ^^ 
magnets  are  attached  to  the  ends  of  a  light  bar  of  wood,  so  that  the  a   ^^j^ 
magnets  are  parallel  to  each  other  arift  at  right  angles  to  the  bar     ^^ 
with  the  S-seeking  poles  upon  opposite  sides  of  it.     If  the  whole 

is  suspended  by  a  thread  so  that  the  bar  and  the  magnets  lie  in  a 
horizontal  plane,  what  position  will  the  bar  take  up  with  respect  to 
the  magnetic  meridian  ?    Give  reasons  for  your  answer. 

6.  Describe  the  behaviour  of  a  magnetic  needle  when  a  bar 
magnet,  with  its  axis  vertical,  is  moved  up  and  down  in  its  axial 
line,  anywhere  in  the  neighbourhood  of  the  needle. 

7.  What  is  meant  by  saying  that  the  magnetic  dip  at  London  is 
67°  30'  ?  State  in  general  terms  at  w^iat  places  on  the  earth'^ 
surface  the  magnetic  dip  is  least.  (jJT  Vv^-  '  \'-^Arf-^  'j-  "^        \"  '^  ' ' 

8.  The  beam  of  a  balance  is  made  of  soft  iron.  When  it  is 
placed  at  right  angles  to  the  magnetic  meridian  two  equal  weights 
placed  in  the  opposite  pans  just  balance.  WUl  the  weights  still 
appear  to  be  equal  when  the  balance  is  turned  so  that  the  beam 
swings  in  the  magnetic  meridian  1    Give  reasons  for  your  answer. 

9.  If  you  were  required  to  make  a  model  to  illustrate  the 
magnetic  properties  of  the  earth  by  putting  a  bar  magnet  inside  a 
ball  of  clay,  show  by  a  sketch  how  you  would  place  the  magnet, 
and  explain  how  the  magnetic  properties  of  the  model  would 
answer  to  those  of  the  earth. 

10.  A  rod  of  iron,  AB,  held  in  a  vertical  position  with  the  end  B 
downward,  is  smartly  tapped  with  a  mallet.  When  turned  into  a 
horizontal  position  and  brought  near  to  a  compass-needle,  the  end 
B  repels  the  north  pole  of  the  needle  at  a  distance  of  four  inches, 
but  attracts  it  when  the  distance  is  reduced  to  one  inch.  Explain 
this. 
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11.  A  large  soft  iron  rod  lies  on  a  table  in  the  magnetic  meridian, 
and  a  dipping-needle  is  placed  at  some  distance  and  at  about  the 
same  level,  (1)  due  south,  (2)  due  north  of  it.  How  will  the 
magnitude  of  the  angle  of  dip  be  affected  in  each  case  ?  (Neglect 
any  inductive  action  between  the  needle  and  the  bar.) 

12.  Two  bars  of  soft  iron  are  so  placed  to  the  east  and  west  of 
the  N-seeking  pole  of  a  compass- needle  that  the  needle  still  points 
north  and  south.  If  the  iron  to  the  east  of  the  needle  is  replaced 
by  a  bar  of  hard  steel  of  exactly  the  same  size  and  shape  as  itself, 
will  the  direction  in  which  the  magnet  points  be  altered  ?  If  so,  in 
what  direction  wiU  it  move,  and  why  ? 

13.  Two  equal  bars  of  steel,  after  having  been  equally  magnet- 
ized, are  kept  for  some  years  in  a  vertical  position,  one  (a)  with  its 
south-seeking  pole  upward,  the  other  (6)  with  its  north-seeking 
pole  upward.  The  bars  are  so  far  apart  that  they  do  not  act  on 
each  other  ;  which  of  the  two  bars  would  you  expect  to  find  had 
kept  its  magnetism  best,  and  why  ?    J^  ,     ^^C 

14.  A  bar  of  very  soft  iron  is  set  vertically.  How  will  its  upper 
and  its  lower  ends  respectively  affect  a  compass-needle  ?  Would 
the  result  be  the  same  at  all  points  on  the  earth's  surface  as  at  this 
latitude  1  If  not,  state  generally  how  it  would  differ  at  different 
places. 

15.  Two  bars  of  very  soft  iron  are  placed  vertically,  one  east  and 
the  other  west  of  the  centre  of  a  compass-needle,  the  lower  end  of 
the  rod  on  the  east  and  the  upper  end  of  the  rod  on  the  west  being 
level  with  the  compass.  Describe  and  explain  the  effects  on  the 
compass, 

16.  A  dipping-needle  can  oscillate  in  the  magnetic  meridian.  A 
long  bar  of  soft  ii-on,  held  horizontally  in  a  north  and  south  direc- 
tion, is  brought  near  to  it  from  the  south.  How  is  the  inclination 
of  the  needle  to  the  horizon  affected  as  the  distance  between  it  and 
the  bar  is  gradually  diminished  1 

17.  Suppose  a  magnetic  needle  to  be  carried  in  a  circle  of  a  few 
miles  radius  round  the  geographical  north  pole  of  the  earth.  How 
will  the  magnetic  declination  change  during  one  complete  circuit  ? 
How  will  it  change  if  the  needle  is  similarly  carried  round  the 
magnetic  pole  ? 


CHAPTER   XXV. 

THE   ELECTRIC    CURRENT. 

I.— Potential 
1.  An  Electric  Current. 
Experiment  1.        ' 

Take  a  strip  of  zinc  about  1 0  cm.  long  and  3  cm.  wide  and 
connect  it  with  a  strip  of  copper  the  same  size  by  means  of  a 
wire*  about  50  cm.  or  more  in  length.  Fill  a  tumbler  about 
two-thirds  full  of  water  acidulated  with  about  one-twelfth  the 
quantity  of  sulphuric  acid.  Place  the  zinc  and  copper  strips 
in  the  acidulated  water,  not  allowing  them  to  touch,  and 
stretch  the  wire  connecting  them  in  a  north  and  south  direc- 
tion (1)  over,  (2)  under  a  compass-needle  (Fig.  204). 


Fig.  W4. 


1.  What  change  takes  place  in  the  direction  of  the  needle  when 
the  wire  is  placed  (1)  over,  (2)  under  the  needle  1 

2.  Does  this  change  take  place  when  the  wire  is  above  or  below 
thj  needle,  and  the  strips  are  removed  from  the  liquid  ? 


*  Copper  mag^iet  wire  No.  20  will  be  found  most  convenient  for  making  ordinarj' 
connections. 
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The  wire  evidently  possesses  new  properties  when  tlie 
strips  at  its  terminals  are  placed  in  the,  dilntft  i^^.u].  This 
result  is  said  to  be  due  to  electricity.  '^  '■^^^  ^^-^-^i' 

Just  as  bodies  possess  a  thermal  condition   calledy       ." 
temperature,    so  they   are   regarded   as   possessing   an)  '^-'rv 
electrical  condition,  which  is  called  potential ;  and  just?  U>i 
as  by  the  transference  or  the  transformation  of  energjI^^jLg] 
one  body  may  be  made  to  have  a  higher   temperature    j^^ 
than  another,  in  consequence  of   which   heat  will  pass 
from  the  one  to  the  other  when  the  two  are  connected 
by  a  thermal  conductor,  just  so  it  is  regarded  as  possible    xxz* 
to  cause  one  body  to  differ  from  another  in  electrical  con- 
dition, in  consequence  of  which  an  "electric  current" 
will  pass  from  one  to  the  other,  when  the  bodies  are  con- 
nected by  an  electrical  conductor. 

The  new  properties  of  the  wire  are  said  to  be  due 
to  a  current  of  electricity,  which  passes  through  the 
wire,  because  a  difference  in  the  electrical  condition, 
or  potential,  between  zinc  and  copper  is  maintained 
when  they  are  placed  in  the  dilute  acid. 

2.  Potential  Defined. 

Potential  may  be  provisionally  defined,  in  general 
terms,  as  that  relatively  electric  condition  of  a  con- 
ductor which  determines  the  direction  of  the  transfer 
of  electricity. 

3.  Potential,  Temperature,  and  Level. 

The  current  of  electricity  is  said  to  pass  from  a  point 
of  high  potential  to  a  point  of  low  potential,  as  lieat 
passes  from  a  point  of  high  temperature  to  one  of  low 
temperature,  or  as  a  liquid  at  a  high  level  flows  to  a  lower 
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level ;  but  the  analogy  between  electricity  and  heat,  or 
between  electricity  and  a  liquid  must  not  be  pushed  too 
far.  It  certainly  is  not  molecular  motion,  and  hence  is 
not  transferred  by  an  electrical  conductor  in  the  same 
way  that  heat  is  conducted ;  nor  is  it  matter,  as  matter 
is  usually  defined,  because  it  has  no  mass  that  can  be 
measured. 

We  are  really  ignorant  of  its  nature.  The  theory, 
probably,  which  has  most  to  recommend  it  for  acceptance 
is  that  electricity  and  ether  are  identical.  If  they  are 
not  identical,  there  is  certainly  an  intimate  connection 
between  them. 

4.  Positively  and  Negatively  Electrified  Bodies. 

For  the  purposes  of  comparison  the  earth  is  taken  as  a 
standard  of  potential,  as  the  sea  is  taken  as  a  standard 
for  the  comparison  of  levels.  The  earth's  surface  is 
regarded  as  zero  potential,  and  a  body  of  higher  potential 
is  spoken  of  as  positively  electrified,  and  a  body  of 
lower  potential  as  negatively  electrified.  The  terms 
positive  and  negative  are  also  applied  in  a  general  way 
to  any  two  related  points  in  a  conductor,  the  positive 
being  that  from  which,  and  the  negative  that  to  which, 
the  current  is  flowing. 

5.  Different  Methods  of  Causing  Bodies  to  Assume  Different 

Potentials. 

Difference  in  potential  between  bodies  may  be  brought 
about  in  many  ways.  A  vulcanite  rod  or  a  stick  of 
sealing-wax  after  being  rubbed  with  flannel  differs  in 
potential  from  the  flannel.  The  terminals  of  a  Holtz 
machine  are  made  to  differ  in  potential  when  the  glass 
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disc  is  revolved,  and  if  the  difference  is  sufficiently 
great  a  spark  passes  between  them.  Under  certain  con- 
ditions of  the  atmosphere  one  cloud  differs  from  another, 
or  from  bodies  on  the  earth,  in  potential,  and  as  a  result 
the  two  clouds,  or  the  cloud  and  some  body  on  the  earth, 
may  be  connected  by  a  flash  of  lightning. 

These  and  similar  methods  of  causing  bodies  to  assume 
different  potentials  give  rise  to  an  interesting  variety 
of  phenomena;  but  we  are  concerned  only  with  those 
methods  which  tend  to  keep  the  ends  of  a  conducting 
wire  at  a  constant  difference  of  potential,  and  thus  to 
produce  a  continuous  electric  current. 


II.— The  Voltaic  Cell 
6,- Simple  Voltaic  Cell. 

Experiment  1,  page  300,  illustrates  one  common 
method  of  -producing  an  electric  current.  We  shall  now 
repeat  the  experiment,  examining  more  carefully  the 
physical  and  chemical  conditions  accompanying  the 
generation  of  the  current. 

Experiment  1. 

Place  the  strip  of  zinc  used  in  Experiment  1,  page  300,  in 
the  dilute  sulphuric  acid,  and  observe  its  surface  for  a  few 
minutes. 

1.  What  change  takes  place  in  the  appearance  of  the  surface 
of  the  zinc  in  the  acid  ? 

2.  What  is  the  gas  given  ofi"?  (See  High  School  Chemistry,  page 
25.) 
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Place  the  copper  strip  also  in  the  dilute  acid  and  hold 
it  parallel  with  the  zinc  and  near  it,  but  not  touching  it 
(Fig.  205). 

1.  Does  the  presence  of  the  copper  in  any  way  affect  the 
jjhenomena  observed  before  ? 

2.  Does  any  change  take  place  in  the  appearance  of  the  surface 
of  the  copper  ? 


Fio.    206. 


Connect  the  upper  ends  of  the  strips  by  a  copper  wire,  or 
touch  them  together  (Fig.  206). 

1.  What  is  now  observed  at  the  surface  of  the  copper  ? 

2.  Is  there  any  change  at  the  surface  of  the  zinc  ? 

3.  Is  the  zinc  being  acted  upon  chemically  ?  To  answer  this 
question,  weigh  the  strip,  place  it  in  the  acid,  connect  it  with  the 
copper,  let  it  stand  for  a  few  minutes  and  weigh  it  again. 


This  experiment  shows  that  the  production  of  the 
electric  current  in  the  wire  connecting  the  plates  is  ac- 
companied by  chemical  action.^ 


"v- 


^"^A^ 


-^H^^ 


A 


•I 
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The  zinc  displaces  the  hydrogen  of  the  acid, 
forming-  zinc  sulphate,  which  dissolves  in  the  water ; 
and  the  liberated  hydrogen  appears  at  the  surface  of 
the  copper  plate. 

Zn  +  H,SO,  =  ZnSO,  +  H,. 

The  arrangement  described  above  is  one  form  of  a 
simple  voltaic  cell,  or  element. 

The  essential  parts  of  any  voltaic  cell  are  two  differ- 
ent conducting  plates  immersed  in  a  conducting  liquid 
which  acts  chemically  upon  one  of  them,  or  if  upon 
both,  upon  them  with  unequal  power. 

In  all  forms  of  cells  in  practical  use  the  plate  upon 
which  the  liquid  acts  most  powerfully  is  zinc. 


Cell. 


8.  Direction  of  the  Current  Given  by  a  Voltaic 

The  current  is  regarded  as  flow- 
ing from  the  surface  of  the  zinc 
through  the  liquid  to  the  copper 
plate,  and  from  it  through  the  ex- 
ternal conductor  back  to  the  zinc 
(Fig.  207). 

The  portion  of  the  zinc  plate 
immersed  in  the  dilute  acid  is  called 
the  positive  plate,  and  the  portion 
of  the  other  plate  immersed,  the 
negative  plate. 


The  portions  of  the  plates  outside  of  tlie  liquid  to 
which  the  ends  of  the  external  conductor  are  attached 
are  called  the  poles  of  the  cell,  the  external  portion  of 
the  negative  plate  being  tlie  positive  pole,  and  that  of 
the  positive  plate  the  negative  pole. 

'20 
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9.  The  Electric  Current  and  the  Chemical  Action  in  the  Cell. 

While  the  production  of  an  electric  current  by  a  voltaic 
cell  is  always  accompanied  by.  chemical  action  in  the  cell, 
no  satisfactory  evidence  is  found  to  show  that  the  electric 
current  is  the  result  of  the  chemical  action,  or  that  the 
chemical  action  is  the  result  of  the  current.  All  that  can 
be  said  is  that  the  one  accompanies  the  other,  and  that, 
since  the  zinc  enters  into  chemical  combination,  there 
is  a  transformation  between  the  energy  which  produces 
chemical  affinity  and  the  energy  of  the  electric  current. 

The  theoretical  reasof!  given  for  the  appearance  of  the 
hydrogen  on  the  copper  plate  will  be  given  when  dis- 
cussing the  chemical  effects  brought  about  by  the  current. 
(See  Art.  8.  page  335.) 

'^^^   10.  To  Detect  the  Presence  and  the  Direction  of  an  Electric 
^vS  Current— The  Galvanoscope. 


V   wi 


Experiment  2. 

Repeat    Experiment   1,  page   300,  holding   the   connecting 
wire  over  the  needle  in  such  a  way  that  the  current  passes 

)  from  north  to  south,  (2)  from  south  to  north. 

V       1.  From  your  observations  fill  up  the  proper  word,  east  or  west, 
in  the  following  rules  for  determining  the  direction  of  a  current  in 


If  a  wire  is  stretched  north  and  south  above  a  magneti 
needle  and  a  current  is  passing  from  nnrth  t^  smitb>j;h1 
N-seeking  pole  is  carried  toward  the^^X/<j:^^  >  ^ut,  if  it  is 
passing  from  south  to  north,  the  N-seeking  pole  is  deflected 
toward  the   ^<^^^ 

2.  Does  the  same  rule  apply  if  the  wire  is  stretcl^ed  below  the 
ma-netic  needle?    Try.    3^\^_iJ^^  ^q^^^sS^^ 

A  feeble  current  flowing  in  a  single  wire  either  over 
or  under   a   magnetic  needle  is  unable   to   deflect  the 
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needle;  but  if  the  wire  is  wound  into  a  coil,  and  the 
current  made  to  pass  several  times  in  the  same  direction 
either  over  or  under  the  needle,  it  may  be  deflected. 
Such  an  arrangement  for  detecting  the  presence  of  a 
current  is  called  a  galvanoscope. 


Fig.  208. 

11.  To  Construct  a  Gralvanoscope. 

To  make  a  galvanoscope  of  the  form  shown  in  Fig.  208,  pro- 
cure a  small  compass  (the  same  will  answer  for  the  experi- 
ments in  magnetism),  and  cut  from  a  piece  of  board,  about 
three-quarters  of  an  inch  thick,  a  spool  of  the  form  A  with  a 
recess  for  holding  the  compass.  The  size  of  the  spool  will  of 
course  depend  on  the  size  of  the  compass  used.  Fill  the  spool 
up  to  the  compass  by  winding  evenly  around  it  cotton  or  silk- 
covered  magnet  wire.  Wire  of  any  number  between  24  and 
30  will  answer.  Connect  the  ends  of  the  wire  with  binding 
posts.  If  these  are  not  available,  a  good  substitute  may  be 
provided  by  making  a  close  coil  of  spring  wire  as  shown  in 
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the  figure.  The  coils  are  fastened  to  the  ends  of  the  wire 
and  secured  to  the  wood  with  tacks  or  screws.  Holes  about 
one-half  inch  in  diameter  should  be  bored  in  the  spool, 
as  shown,  to  serve  as  mercury  cups  for  making  rapid  con- 
nections. Each  of  these  is  connected  with  the  corresponding 
binding  post  by  an  iron  wire. 

.  When  in  use  the  instrument  must  be  so  placed   that  the 
coils  of  wire  are  parallel  with  the  magnetic  meridian. 


III.— Resistance,  Potential-Difference,  and  Current. 
12.  Conductors  and  Non-Conductors. 


vi- 


/> 


Experiment  1.  Q, 

Arrange  a  voltaic  cell  as  in  Experiment  1,  page  300,  and 
connect  the  wires  with  the  binding  posts,  as  shown  in 
Fig.    209,    placing    in   the   circuit   at   A    (1)  a   few   feet  of 


fine  iron  wire,  (2)  the  same  length  of  copprr  Vico-bf  the  same 
size,  (3)  a  string  of  the  same  length  and  about  the  same  size, 
(4)  a  short  wooden  rod,  (5)  a  glass  rod  or  tube.  Observe  the 
deflection  of  the  needle  of  the  galvanoscope  in  each  case. 

1.  In  which  case  is  the  angle  of  deflection  the  greatest?     In 
which  cases  is  the  needle  not  deflected  ? 


V 


¥i. 
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The  results  observed  in  the  above  experiment  are  ex- 
plained on  the  theory  that  bodies  differ  in  their  2)oiver 
to  conduct  electricity,  or  in  the  resistance  which  they 
offer  to  the  flow  of  the  current.  When  a  body  is 
a  good  conductor  of  electricity,  it  offers  less  resistance  to 
the  current  than  a  poor  conductor  of  equal  cross  section 
and  length;  hence  if  the  same  difference  in  potential 
between  the  ends  is  maintained,  a  stronger  current  flows 
through  it,  and  the  needle  of  the  galvanoscope  is  conse- 
quently deflected  through  a  greater  angle. 

The  following  table  gives  a  list  of  some  of  the  more 
common  substances  classified  according  to  their  conduc- 
tivities:— 


iJ>p:^-^X^    ' 


r 


o 


(  Silver. 

Copper. 

Gold. 

Aluminium. 

Zinc. 

Platinum. 

Iron. 

Tin. 

Lead. 

Mercury. 

Charcoal. 
I    Acidulated  water. 


c 

o 


Ph 


^ 


c 
o 
o 

c 


/^. 


Tlie  body. 
Cotton. 
Dry  wood. 
Marble.     ^ 
Paper. 

Oil. 

Porcelain. 

Wool. 

Silk. 

E^sin. 

Guttapercha. 

Shellac. 

Ebonite. 

Paraffin. 

Glass. 

Air. 


Bodies  are  usually  divided  into  good  conductors,  bad 
Aov  partial  conductors,  and  non-conductors ;  but  the  dis- 
Vtinctions  are  but  relative.    Even  the  best  conductor  ofiei-s 


^: 


m 
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lOine  resistance  to  an  electric  current,  while  a  weak 
current  of  electricity  may  be  made  to  pass  through  any 
so-called  non-conductor  if  a  sufficient  difference  in  poten- 
tial is  produced. 

/  A  non-conductor  used  for  preventing  a  current  from 
/Rowing  from  one  conductor  to  another  is  called  an 
[insulator. 

13.  Potential  Series. 
Experiment  2. 

Connect  the  plates  of  a  zinc-copper  voltaic  cell  with  the 
talvanoscope.  Note  the  direction  and  the  amount  of  the 
Reflection  of  the  needle. 

\1  Replace  the  copper  plate  by  (1)  a  platinum  one,  (2)  an  iron 
pne,  (3)  a.  ^i^y^r  one  (a  silver  coin  will  answer),  (4)  a  carbon 
one  (a  piece  of  an  electric  light  carbon  will  answer). 

1.  Is  the  direction  of  the  deflection  of  the  needle  the  same  n 
each  case  ?    If  so,  what  does  this  indicate  ? 

2.  Is  the  strength  of  the  current  the  same  in  each  case  ? 

3.  If  not,  how  can  the  difference  be  accounted  for  ? 

To  answer  the  last  question,  consider  the  case  of  the  zinc-copper 
and  the  zinc-platinum  cells. 

1.  When  the  plates  are  the  same  size  and  kept  the  same  distance 
apart,  which  gives  the  stronger  current  ? 

2.  Which  circuit  do  you  believe  will  offer  the  greater  resistance 
to  the  current  1 

3.  Can  you,  therefore,  account  for  the  difference  in  current 
strength  by  difference  in  resistance  ? 

4.  If  not,  on  what  other  theory  would  it  be  possible  to  account 
for  it  ? 

Experiment  3. 

Connect  the  plates  of  a  zinc-iron  cell  with  the  galvanoscope. 
Note   the   direction  of    the  deflection   of   the   needle.     Now 
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replace  the  zinc  plate  by  a  carbon  one,  and  note  the  direction 
of  the  deflection  of  the  needle. 

1.  Does  the  current  now  flow  in  the  same  direction  as  before  ? 

2.  If  not,  how  can  you  account  for  the  difference  in  direction  ? 

The  preceding  two  experiments  show  that  the  differ- 
ence in  potential  between  different  pairs  of  plates 
immersed  in  dilute  sulphuric  acid  is  different.  The 
potential  of  zinc  is  higher  than  iron,  and  the  current  flows 
from  the  zinc  to  the  iron  through  tlie  liquid,  and  from 
the  iron  to  the  zinc  through  the  external  circuit.  When 
the  zinc  is  replaced  by  carbon,  tlie  ^rection  of  the 
current  is  reversed.  Thus  showing  thajR^^hile  zinc  w^hen 
immersed  in  dilute  sulphuric  acid  is  higher  in  potential 
than  either  iron  or  carbon,  iron  is  hi^er  in  potential 
than  carbon  under  the  same  conditions^^ 

It  is  possible  by  performing  experiments  similar  to  the 
above  to  arrange  different  substances  in  a  series  in  the 
order  of  their  potentials  when  immersed  in  the  same 
exciting  fluid.     Such.  a-S^es  is  called  a  potential,  or  ^ 

electromotive  series,  "^v^-    -^  ^^^ppKT?,  iH..-7T:«-^- 

Arrange  the  following  substances  in  order,  so  that  any  two  being 
chosen  and  connected  by  a  conductor  a  current  will  flow  from  the 
latter  to  the  former  through  the  conductor  when  they  are  partially 
immersed  in  dilute  sulphuric  acid :  carbon,  copper,  iron,  lead, 
platinum,  silver,  tm,  zinc.  ,  .jli**^-^ 

14.  Current  and  Potential-Difference. 

The  experiments  also  indicate  that  the  ^|rength  of  the. 

CUrrgjtt  passing  through  the  conductor  joining  the  plates 
''aepends  not  only  upon  the  resistance  in  the  circuit, 
-SS--aiso  upon  the  potential-difference  between  the 

plates. 
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15.  Electromotive-Force. 

The  term  electromotive-force,  or  E.M.F.,  is  applied  to       j^ 
that  which  tends  to  produce  a  transfer  of  electricity.     In      n 
the  case  of  the  battery  current,  the  E.M.F.  is  the  result 
of  the  potential-difference  between  the  plates.   Just  as  the 
difference  in  level  in  two  tanks  connected  by  a  pipe  causes 
a  pressure  which  produces  a  transfer  of  water  through 
the  pipe,  so  a  difference  in  potential  is  regarded  as  pro- 
ducing electromotive  force  which  causes  a  transfer  of 
electricity  through  a  conductor  joining  bodies  of  differ-   . 
ent  potentials;   and  just  as  pressure  can  be  estimated 
in  terms  of  difference  of  level,  for  example  when  we  say 
that  the  air  pressure  equals  30  inches  of  mercury,  so  V 
electromotive-force  may  be  measured  in  terms  of  poten- 
tial-difference, because  it  is  proportional  to  it.  >5, 

The  unit  electromotive-force  is  the  ^olt,  which  is  the 
E.M.F.  of  a  cell  of  which  the  potential-difference  between 
the  plate^Janearly-the-saaae  as  between  zinc  and  copper 
immersed  in  diluted  sulphuric  acid.  A  more  exact  defi- 
nition of  the  unit  will  be  given  at  a  later  stage. 


III. — Local  Action  and  Polarization. 

16.  Local  Action. 
Experiment  1. 

Obtain,  if  possible,  a  piece  of  chemically  pure  zinc.  Immerse 
it  in  dilute  sulphuric  acid.  Also  immerse  in  the  acid  a  piece 
of  ordinary  commercial  zinc. 

What  difference  is  observed  in  the  chemical  action  between  the 
acid  and  the  two  pieces  of  zinc  ? 
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Experiment  2. 

Amalgamate  a  piece  of  commercial  zinc  by  first  dipping  it 
in  dilute  sulphuric  acid  to  clean  it,  and  then  dropping  a  few 
drops  of  mercury  on  it,  and  spreading  the  mercury  over  its 
surface  by  rubbing  with  a  rag  or  brush. 

Immerse  the  amalgamated  zinc  in  dilute  sulphuric  acid. 

1.  Is  there  any  chemical  action  between  the  zinc  and  the  acid  ? 

2.  Can  the  amalgamated  zinc  be  used  with  copper  to  form  a  zinc- 
copper  cell  ? 

To  answer  this  question,  connect  it  and  a  copper  plate  with 
the  galvanoscope,  and  partially  immerse  the  plates  in  dilute 
sulphuric  acid.  "7     _i    \  \       JL-0 

1 .  Does  the  galvanoscope  indicate  a  current  ?  ' 

2.  Does  the  hydrogen  appear  as  usual  at  the  copper  plate  ? 

3.  Does  the  zinc  waste  away  (1)  when  not  connected  with  the 
copper  plate,  (2)  when  connected  with  the  copper  plate  ?  Find  out 
by  weighing. 

The  fact  that  the  commercial  zinc  wastes  away  in  the 
dilute  sulphuric  acid,  while  the  pure  zinc  and  the  amalga- 
mated zinc  do  not,  is  explained  on  the  theory  that  there  is 
a  difference  in  potential  between  the  zinc  and  its  im-* 
purities  in  consequence  of  which  electric  currents  are 
set  up  between  the  zinc  and  the  impurities  in  elec- 
trical contact  with  it.  The  zinc  then  enters  into  com- 
bination with  the  acid  when  unconnected  with  any  other 
plate.  Such  currents  are  called  local  currents,  and  the 
action  is  called  local  action. 

Since  a  plate  of  ordinary  zinc  wastes  away  in  a  cell 
even  when  unconnected  with  any  other  plate  without 
any  useful  work  being  done,  a  plate  of  amalgamated  zinc 
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JTHH^  commonly  used  for  this  purpose.  WV>f^y^  fho  vi»n  ia 
arna]^f\.ma.i*^.r\  fhp  lyiptonvy  rlicc/^lyo.^  f||f^  pnre  zinc  on  the 
surface,  forming  a  clean  um'fnrm  lay  or  of  pasty^_zinc 
amalgam,  and  the  zinc  is  acted  upon  by  the  acid  only" 
when  it  is  connected  by  a  conductor  with  another  plate 
whose  potential  is  different.  As  the  zinc  of  the  amalgam 
then  combines  with  the  acid,  the  mercjiry  takes  up  more 
of  the  zinc,  and  the  impurities  float  out  into  the  fluid,  s 
Thus  a  homogeneous  surface  remains  always  exposed 
to  the  acid. 

Why  is  chemically  pure  zinc  not  used  in  cells  instead  of  amalga- 
mated plates  ? 

17.  Polarization. 
Experiment  3. 

Connect  the  plates  of  a  zinc-copper  cell  with  the  galvano- 
scope,  allow  the  cell  to  stand  for  a  few  minutes  and  observe   ^ 
the  changes  in  (1)  the  appearance  of  the  surface  of  the  copper,, "" 
(2)  the  deflection  of  the  needle  of  the  galvanoscope. 

1.  What  evidence  have  you  that  the  strength  of  the  current 
becomes  weaker  the  longer  the  cell  stands  ?  ^,^_  y  ^  (  ^ij^  *   '^^  '  "''^  ^*-'-^^ 

2.  What  change  in  the  appearance  of  the  copper  plate  accom- 
panies the  weakening  of  the  current?  "^VUTyO     Ih'UJvJlVv^  A 

3.  Is  there  any  connection  between  the  change  at  the  surface  of 
the  copper  plate  and  the  weakening  of  the  current?    ^ii^:^  .  1-^-^-  tvUM 

To  answer  this  question,  removA"  the  copper  plate  from  the 
liquid,  brush  off  all  bubbles  and  replace  it. 

Is  the  current  strength  increased  ?  ^Aty^  ' 

When,  through  a  deposition  of  a  film  of  hydrogen  on 
the  negative  plate  of  a  cell,  the  current  becomes  feeble, 
the  cell  is  said  to  be  polarized. 
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18.  How  Does  the  Film  of  Hydrogen  on  the  Copper  Plate 
Cause  the  Weakening  of  the  Current  ? 

To  partially  answer  this  question  perform  the  follow- 
ing experiment : — 

Experiment  4. 

Place  three   plates   in.   dilute   sulphuric  acid,    two    copper 
plates,  Cj  and  Cg,  and  a  zinc  plate,  Z  (Fig.  210).    Connect  the 


Fie.  210. 


\^      two  copper  plates  with  the  galvanoscope,  using  the  mercury 
cups  so  that  the  connections  can  be  made  and  unmade  rapidly. 

Does  the  galvanoscope  indicate  a  current  ? 

Leaving  C^  connected  with  the  galvanoscope,  disconnect  C.2 
and  connect  the  zinc  plate  with  a  mercury  cup.  Allow  the 
cell  to  stand  for  a  few  minutes  until  Cj  becomes  covered  with 
a  film  of  hydrogen,  and  the  current  grows  weak.  Now  dis- 
connect the  zinc  plate  and  at  once  connect  the  two  copper 
plates  with  the  galvanoscope  as  at  first. 

1.  Does  the  galvanoscope  now  indicate  a  current  ? 

2.  If  so,  does  it  flow  in  the  same  direction  as  the  current  given 
by  Z  and  C^  ? 

3.  Which  is  of  the  higher  potential,  C^  or  Cg  ? 
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4.  Does  the  film  of  hydrogen  on  the  copper  plate,  therefore, 
increase  or  decrease  the  difference  in  potential  l)etween  the  copper 
and  zinc  plates  ? 

5.  What  effect  will  this  change  in  potential  have  on  the  strength 
of  the  current  ? 

The  adhesion  of  the  hydrogen  to  tlie  copper  plate 
weakens  the  current  in  two  ways. 

V  \    1.  By  decreasing  the  potential-difference  between 

\ [the  zinc  and  the*  copper  plate ;  because,  as  was  sliown 

in  Exp.  4,  the  copper  plate,  when  covered  with  the  film 

4f  hydrogen,  is  higher  in  potential  than  the  clean  copper 

|Wte. 

2.  By  increasing  the  internal  resistance  of  the  cell, 
because  the  film  of  gas  is  a  very  bad  conductor. 

19.  Methods  of  Preventing  Polarization. 

Voltaic  cells  differ  from  one  another  mainly  in  the 
remedies  provided  to  prevent  polarization.  These  are 
numerous,  but  may  be  classified  as  follows: — 

1.  By  Mechanical  means,  that  is,  by  freeing  the 
bubbles  of  gas  from  the  plate  in  some  mechanical  way. 
Various  methods  have  been  proposed,  such  as  keeping 
the  plates  in  motion,  agitating  the  fluid,  etc.;  but  the 
only  one  which  has  come  into  practical  use  is  that 
adopted  in  the  Smee  cell. 

2.  By  Chemical  means,  that  is,  by  the  use  of  some 
substance  in  the  cell  which  will  combine  chemically  with 
the  hydrogen  while  it  is  in  the  nascent  state,  and  thus 
prevent  its  appearance  on  the  negative  plate.  This  is 
usually  a  powerful  oxidizing  agent.  The  ones  most  com- 
monly employed  are  bichromate  of  potassium,  and  nitric 
acid. 
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This  method  of  preventing  j^olarization  is  adopted  in 
the  following  common  cells  : 

Grenet,  Grove's,  Bunsen's,  and  Leclanch^'s. 

3.  By  Electro-Chemical  means,  that  is,  by  employing 
such  plates  and  such  fluids  that,  not  hydrogen,  but  the 
same  substance  as  that  of  which  the  negative  plate  is 
composed,  will  be  deposited  on  this  plate  by  the  action 
of  the  current.  No  change  in  potential  in  the  plate  will 
then  be  produced.  The  negative  plate  in  cells  of  this 
class  is  "usually  copper.  The  more  common  forms  are 
the  Gravity  cell  and  Daniell's  cell. 

^ 

IV. — Common  Voltaic  Cells. 

1.  Smee's  Cell. 

Construction. 

Fig.  211  shows  the  construction  of  Smee's  cell.  It 
consists   of   a  silver   plate  covered  with   finely  divided 
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Fig.  211. 


platinum,  and  two  connected   zinc    plates    immersed   in 
dilute  sulphuric  acid. 
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Chemical  Action. 

When  the  plates  are  connected  by  a  conductor,  the 
zinc  displaces  the  hydrogen  of  the  sulphuric  acid,  forming 
zinc  sulphate.  The  liberated  hydrogen  escapes  freely 
from  the  numerous  sharp  points  on  the  platinized  silver 
plate.     Polai*ization  is  thus  prevented  for  a  time. 

Current,  Etc. 

The  E.M.F.  of  the  cell  is  at  first  nearly  one  volt,  but 
decreases  considerably  after  a  few  minutes'  use.  The 
current  is,  therefore,  not  constant. 

2.  Grenet  or  Bichromate  CelL 

Construction. 

Fig.  212  shows  the  construction  of  the  Grenet  or 
Bichromate  cell.  It  consists  of  two  connected  carbon 
plates  and  a  zinc  plate  between  them,  immersed  in  a  solu- 
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Fig.  212. 


tion  of  potassic  bichromate  in  water  mixed  with  sul- 
phuric acid.  The  zinc  plate  is  usually  attached  to  a  rod, 
so  that  it  can  be  raised  out  of  the  fluid  when  not  in  use. 
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Chemical  Action. 

The  chemical  actions  in  the  cell  are  somewhat  compli- 
cated, but  the  following  are  the  leading  ones. 

The  sulphuric  acid  acts  upon  the  potassic  bichromate, 
forming  chromic  acid.  When  the  circuit  is  completed, 
the  zinc  displaces  the  hydrogen  of  the  sulphuric  acid, 
forming  zinc  sulphate,  and  the  hydrogen  in  the  nascent 
state  reduces  the  chromic  acid.  Polarization  is  thus 
prevented. 

Current,  Etc. 

The  E.M.F.  remains  constant  at  about  2  volts  for  a 
short  time,  but  soon  decreases  rapidly.  The  cell  is  con- 
sequently capable  of  giving  a  strong  current  for  a  few 
minutes. 

20.  To  Make  a  Bichromate  Cell. 

Fig.  213  shows  how  a  simple  form  of  this  cell,  with 
which  the  greater  number  of  the  effects  of  tlie  electx'ic 

current  can  be  shown,  can  be 
constructed  at  an  expense 
of  a  few  cents.  Z  is  a  zinc 
rod,  such  as  is  used  in 
Leclanche's  cell.  It  may  be 
obtained  from  the  telephone 
company,  or  from  any  dealer 
in  electrical  supplies.  C,  C 
are  two  electric  light  carbons. 
Z  and  C,  C  are  inserted  firmly 
into  a  short  bar  of  wood  and 
connected  by  wires  as  shown 
in  the  figure.  The  fluid  may  be  prepared  by  dissolving 
2  ozs.  of  potassic  bichromate  in  a  pint  of  water  and  adding 
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carefully  2  ozs.  by  weight  of  sulphuric  acid.  The  zinc 
should  be  kept  amalgamated,  and  the  plates  should  be 
removed  from  the  fluid  when  not  in  use. 

3.  Grove's  Cell. 

Construction. 

The  construction  of  Grove's  cell  is  shown  in  Fig.  214. 
It  consists  of  a  zinc  plate  immersed  in  dilute  sulphuric 
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Fig.  214. 

acid  in  an  outer  vessel,  and  a  platinum  plate  immersed 
in  nitric  acid  placed  in  an  inner  porous  cup. 

Chemical  Action. 

The  zinc  displaces  the  hydrogen  of  the  sulphuric  acid, 
forming  zinc  sulphate,  and  the  nascent  hydrogen  reduces 
the  nitric  acid,  thus  preventing  polarization. 

Current,  Etc. 

The  E.  M.  F.  of  the  cell  is  about  1.9  volts,  and  remains 
nearly  constant  for  some  time.  One  of  these  cells  will 
furnish  an  energetic  continuous  current  for  three  or  four 
hours. 


H 
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4.  Bunsen's  CelL 

Bunsen's  cell  differs  from  Grove's  cell  in  substituting 
a  carbon  plate  for  a  platinum  one.  Fig.  215  shows  a 
common  form  of  it. 

The  chemical  action  is  the  same  as  in  the  Grove  cell. 
The  character  of  the  current  given  by  it  is  also  very 
much  the  same,  the  E.  M.  F.  being  slightly  higher. 


Fig.  215. 

5.  Leclanche's  Cell. 

Construction. 

The  construction  of  the  Leclanche  cell  is  shown  in 
Fig.  216. 

It  consists  of  a  zinc  rod  immersed  in  a  solution 
of  ammonic  chloride  in  an  outer  vessel  and  a  carbon 
plate  surrounded  by  a  mixture  of  small  pieces  of  carbon 
and  powdered  manganese  dioxide  in  an  inner  porous  cup. 

Chemical  Action. 

The  solution  of  ammonic  chloride  acts  upon  the  zinc, 
forming  a  double  chloride  of  zinc  and  ammonium,  and 
liberating  ammonia  and  hydrogen.  The  hydrogen  is 
oxidized  by  the  manganese  dioxide. 
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Current,  Etc. 

As  the  reduction  of  the  manganese  dioxide  goes  on 
very  slowly,  the  cell  soon  becomes  polarized,  but  recovers 
itself  when  allowed  to  stand  for  a  few  minutes.  The 
E.  M.  F.  is  about  1.4  volts  at  first.  As  tlie  zinc  does 
not  waste  away  when  the  circuit  is  not  complete,  it 
does  not  require  renewing  for  several  months,  when 
used  intermittently  for  a  minute  or  two  at  a  time.  It 
is,  consequently,  specially  adapted  for  use  with  electric 
bells,  telephones,  etc. 
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Fig.  216. 

6.  Gravity  CelL 

Construction.  J.':' 

Fig.  217  shows  a  common  form  of  the  celL  A  copper 
plate  is  placed  at  the  bottom  of  a  vessel,  and  a  ^inc  plate 
suspended  near  the  top.  Crystals  of  copper  sulphate  are 
placed  at  the  bottom  of  the  vessel  around  the  copper 
plate,  and  the  vessel  is  nearly  filled  with  water.  The 
liquid  at  the  lower  part  of  the  vessel  is,  therefore,  a 
saturated  solution  of  cojjper  sulphate. 


e,   a^ 
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Chemical  Action. 

When  a  little  dilute  sulphuric  acid  is  added,  the  zinc 
displaces  the  hydrogen  of  the  acid,  forming  zinc  sulphate; 
the  displaced  hydrogen  in  turn  displaces  the  copper  of 
the  copper  sulphate,  forming  more  sulphuric  acid,  and 
copper  instead  of  the  hydrogen  is  deposited  on  the 
copper  plate.  The  zinc  displaces  the  hydrogen  of  the 
sulphuric  acid  formed,  and  so  on ;  hence  the  zinc  wastes 
away,  copper  is  deposited  on  the  copper  plate  and  zinc  sul- 
phate dissolves  in  the  water.  The  zinc  sulphate  solution, 
being  much  less  dense  than  the  copper  sulphate  solution 
floats  on  the  top  of  it,  leaving  a  sharp  line  of  demarkation 
between  the  solutions  when  the  cell  is  undisturbed. 


ZINC 

2lMC  SULPHATE  SOlUTIOtI 
>Soi  UTIOH  OF  CaPPtR  SOLPHA  TC 

CRySTAlSOF  COPPER  SULPHATE 


Fi0.  217. 

Current,  Etc. 

Since  nothing  but  copper  is  deposited  on  the  copper 
plate,  the  cell  is  never  polarized ;  consequently  it  is  cap- 
able of  giving  a  continuous  current  for  an  indefinite 
period,  if  the  materials  are  renewed  at  regular  intervals. 
For  this  reason  it  is  adapted  for  use  with  telegraph 
instruments,  or  for  other  closed  circuit  work. 

The  E.  M.  F.  is  about  1.07  volts. 
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7.  Daniell's  Cell. 

Fig.  21 8  shows  the  construction  of  the  Daniell  cell.  It 
consists  of  a  copper  plate,  which  is  frequently  the  outer 
vessel,  immersed  in  a  concentrated  solution  of  copper  sul- 
phate, and  a  zinc  plate  immersed  in  dilute  sulphuric  acid 
in  an  inner  porous  vessel. 
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Chemical  Action. 

The  zinc  displaces  the  hydrogen  forming  zinc  sulphate, 
and  the  displaced  hydrogen  in  turn  displaces  the  copper 
from  the  copper  sulphate,  forming  sulphuric  acid ;  and  the 
displaced  copper,  instead  of  the  hydrogen,  is  deposited 
on  the  copper  plate.  Hence  polarization  is  altogether 
done  away  with. 

Current,  Etc. 

Since  the  cell  is  not  subject  to  polarization,  it,  like  the 
Gravity  cell,  may  be  used  for  continuous  closed  circuit 
work.    Its  E.M.F.  is  the  same  as  that  of  the  Gravity  cell. 

21.  Uses  of  Cells. 

Dynamos  and  storage  cells  have  altogether  displaced 
primary  cells  whenever  a  powerful  current  is  required 
for  commercial  purposea 
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Some  form  of  the  Gravity  or  the  Daniell  cell  is  gener- 
ally employed  for  working  telegraph  instruments,  but 
the  larger  companies  are  introducing  dynamo  and  storage 
battery  plants  for  this  purpose.  The  Leclanch^  cell  is 
used  on  telephone  circuits,  and  for  ringing  electric  call- 
bells,  gongs,  etc. 

Bichromate  or  Bunsen  cells  are  frequently  used  in  the 
laboratory  for  illustrating  the  different  effects  of  the 
electric  current,  but  storage  cells  are  much  more  con- 
venient and  reliable  for  this  purpose. 

While  a  battery  of  Bichromate  or  Bunsen  cells  may 
be  used  as  a  source  of  current  in  all  the  experiments 
which  follow,  we  strongly  advise  the  use  of  a  two 
cell  storage  battery.  It  will  be  found  to  give  less 
trouble,  even  where,  through  the  absence  of  an  electric 
light  station,  it  is  found  necessary  to  charge  it  with 
Gravity  or  Daniell  cells. 

Since  storage  cells  differ  widely  in  eflSiciency,  only  those 
made  by  reliable  companies  for  actual  commercial  work 
should  be  purchased.  Where  the  battery  has  to  be  re- 
moved to  an  electric  light  station  to  be  charged,  the 
plates  should  be  placed  in  rubber  jars,  which  should 
be  fitted  tightly  into  a  wooden  box  with  convenient 
handles  for  moving.  The  top  of  the  jar  should  not  be 
sealed.  Where  the  battery  can  remain  stationary  in  the 
laboratory,  glass  jars  are  the  best. 

The  cells  should  have  a  capacity  of  not  less  than  50 
ampere-hours.  ' 
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QUESTIONS. 


1.  Tou  have  a  Voltaic  cell  containing  a  plate  of  platinum  and  a 

plate  of   zinc  immersed  in  dilute  sulphuric  acid.     What  occurs  in  v, 

the  liquid  when  the  two  metals  are  united  ?     Does  anything  occur     »  ^ 

that  you  can  actually  see  ?     If  so,  what  ?  iX*^-^*^    -'^Xc'^  cu>>.f^'  »»A^  ^ 

2.  A  steel  fork  and  a  steel  knife  are  connected  by  wires  with  a 
galvanoscope.     The  knife  and  fork  are  used  to  cut  a  juicy  and  well-      f>^  I 
salted  beefsteak,  what  will  be  the  effect   upon  the  galvanoscope?  ^ 
What  will  be  the  effect  when  a  silver  fork  is  substituted  for  the 

steel  one,  the  steel  knife  being  retained  ?     Why  ?      MaJTo^^-'^^a'^^ 

3.  Place  silver  on  the  tongue,  and  zinc  under  it,  so  that  the  two  ^'^ 
pieces  touch  ;  what  occurs  ?     Why  ?    Ca,  COAa^a^  «<^»^JBuv>fl-'lCa^' 

4.  How  would  the  action  of  a  Daniells  cell  be  modmOTfinbhe( 
solution  of  copper  siUphate  were  replaced  by  dilute  sulphuric  \ 
acid? 

5.  The  platinum  plate  of  a  Grove's  cell  is  connected  with  the 
copper  plate  of  a  Daniell's  celL  Would  there  be  a  current  if  the 
zinc  plates  were  also  connected,  and  if  so,  in  which  direction  would 
it  flow  ?     What  reasons  have  you  for  your  answer  ? 
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I— Electrolysis. 


1.  Electrolytes. 


Experiment  1. 

Connect  by  means  of  copper  wires,  as  shown  in  Fig.  219, 
(1)  one  pole  of  a  battery  with  a  strip  of  platinum,  (2)  the 
other  pole  with  one  of  the  binding  posts  of  a  galvanoscope, 
(3)  the  other  binding  post  of  the  galvanoscope  with  another 
strip  of  platinum. 


^^rn ■ 

/Sv.  Fia.  219. 

'  Keep  the  strips  from  touching  each  other  and  dip  them 
into  (1)  mercury,  (2)  turpentine,  (3)  a  solution  of  potassic 
iodide  (KI)  to  which  has  been  added  a  little  starch  paste  to 
serve  as  a  test  for  iodine  (iodine  turns  starch  a  deep  blue 
colour). 

Observe  the  deflections  of  the  needle  of  the  galvanoscope, 
and  the  appearance  of  the  liquids  near  the  platinum  strips. 

1.  In  which  cases  is  the  current  conducted  by  the  liquids  ? 

[3-27] 
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2.  In  which  does  a  chemical  change  take  place  in  the  liquid  con- 
veying the  current  ?    What  is  the  nature  of  that  change  ? 

3.  Where  are  the  substances  resulting  from  the  chemical  changes 
liberated  ? 

This  experiment  shows  that  with  regard  to  their 
power  of  conducting  an  electric  current  there  are  three 
classes  of  liquids : — 

1.  Those  which,  like  mercury  and  molten  metals,  are 
conductors,  but  which  are  not  decomposed  by  the  current. 

2.  Those,  such  as  turpentine,  oils,  etc.,  which  are  non- 
conductors. 

3.  Those  which  conduct  an  electric  cuirent  and  are 
decomposed  by  it.  Such  liquids  are  known  as  elec- 
trolytes. 

2.  Explanation  of  Terms. 

The  plates  by  which  the  current  enters  and  leaves  the 
electrolyte  are  called  electrodes.  That  which  leads  the 
current  into  the  electrolyte  is  called  the  positive  elec- 
trode, or  anode,  and  that  which  leads  it  out  the  negative 
electrode,  or  kathode. 

The  process  of  decomposition  by  the  electric  current  is 
called  electrolysis. 

The  atoms  or  groups  of  atoms  which  are  separated  by 
electrolysis  and  appear  at  the  electrodes  are  called  ions, 
those  appearing  at  the  kathode  being  called  kations, 
and  those  at  the  anode  anions. 

The  anions  are  regarded  as  electro  negative  and  the 
kations  as  electro-positive,  because  they  appear  to  be 
attracted  to  the  positive  electrode  and  the  negative 
electrodes  respectively. 
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3.  Electrolysis  of  Water. 
Experiment  2,  K 

Arrange  apparatus  as  shown  in  Fig.  220.  The  vessel  is 
partially  filled  with  water  acidulated  with  a  few  drops  of 
sulphuric  acid.  The  test-tubes  E  and  F  are  also  filled  with 
acidulated  water  and  inverted  over  the  platinum  strips  A  and 
B  within  the  vessel.  These  strips  are  then  connected  by  wires 
C  and  D  with  a  battery  of  two  or  three  cells,  connected  as 
shown. 


Fio.   220. 

I 

1.  Describe  what  takes  place. 

2.  In  what  proportion  by  volume  are  the  gases  liberated  ? 

3.  What  are  the  gases  ?  To  answer  this  question,  allow  the  test- 
tubes  to  fill  with  gas  and  place  a  lighted  splinter  in  each. 

4.  Which  is  the  anion,  and  which  the  katione  ? 

4.  Electrolysis  of  Hydrochloric  Acid. 

Experiment  3. 

Arrange  apparatus  as  shown  in  Fig.  221. 

The  U-tube  is  filled  nearly  full  of  hydrochloric  acid.  The 
wires  are  passed  through  the  perforated  corks,  and  a  small 
pencil  or  plate  of  carbon,  to  serve  as  an  electrode,  is  attached 
to  the  end  of  each.     The  corks  are  then  inserted  and  the  other 
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ends  of  the  wires  connected  with  the  poles  of  the  battery.  If 
gases  are  liberated  at  the  electrodes  they  will  pass  up  through 
the  glass  tubes  passing  through  the  corks,  and  may  be  collected 
in  small  test-tubes  by  the  displacement  of  hot  water  or  a  satu- 
rated solution  of  common  salt, 

1.  Describe  what  takes  place  when  the  circuit  is  completed. 

Observe  the  colour  of  the  gases  liberated.     Test  each  with  a 
burning  splinter. 

2.  What  is  the  aniuii,  an  1  whnt  the  katione? 


Fio.  221. 


5.  Electrolysis  of  Salts. 

Experiment  4. 

Repeat  Experiment  3,  attaching  platinum  strips,  instead  of 
carbon  pencils,  to  the  ends  of  the  wires,  and  filling  the  U-tube 
with  a  solution  of  copper  sulphate.  Collect  the  gas  which  is 
liberated  at  one  of  the  electrodes  by  the  displacement  of  water. 

1.  What  is  deposited  on  the  kathode  1 

2.  What  gas  is  liberated  at  the  anode  ?  To  answer  this  question 
insert  a  splinter,  at  tlie  end  of  which  is  a  glowing  ember,  into  the 
test-tube  when  filled  with  the  gas. 


CHEMICAL    EFFECTS    OF    THE    KLECTRIC    CURRENT.  331 

Experiment  5. 

Repeat  Experiment  4,  allow  the  current  to  pass  until  a 
deposit  is  formed  on  the  kathode  and  then  reverse  the  direc- 
tion of  the  current  by  changing  the  wires  at  the  poles  of  the 

cell. 

1.  Upon  which  pole  is  the  deposit  now  formed  ? 

2.  Does  the  deposit  remain  on  the  plate  which  was  at  first  the 
kathode  ? 

3.  Is  gas  liberated  at  either  electrode  while  the  change  in  the 
deposit  is  taking  place  ?     If  not,  explain. 

Experiment  6.  \_y 

Weigh  two  strips  of  copper,  attach  each  to  the  pole  of  a 
voltaic  cell,  and,  without  allowing  them  to  touch,  dip  them 
into  a  solution  of  copper  sulphate. 

Is  any  change  observed  to  take  place  at  either  plate?  If  so, 
describe  it. 

When  the  strips  have  remained  a  few  minutes  in  the 
solution,  remove  them,  and,  remembering  which  was  the 
anode  and  which  the  kathode,  weigh  them  again. 

1.  What  change  has  taken  place  in  the  weight  of  (1)  the  anode, 
(2)  the  kathode  ? 

2.  How  do  you  account  for  these  changes  ? 

Experiment  7. 

Set  up  apparatus  as  for  the  electrolysis  of  water  (Fig.  220). 
Fill  the  vessel  and  test-tubes  with  a  strong  solution  of  common 
salt  (NaCl),  to  which  has  been  added  sufficient  red  litmus 
solution  to  colour  it  distinctly. 

1.  What  gases  fill  the  tubes  ? 

2.  Account  for  the  change  in  colour  around  one  of  the  electrodes. 
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Experiment  8. 

Repeat  the  last  experiment,  using  a  solution  of  sodium 
sulphate  instead  of  sodium  chloride,  and  making  the  litmus 
purple  in  colour  by  exact  neutralization. 

1.  What  gases  are  now  liberated  ?  C '' 

2.  Account  for  the  change  in  colour  around  each  electrode.  i  . 

6.  Summary.  '^  ^ 

The  preceding  experiments  show  : 

1.  That  electrolytes  are — 

(a)  Dilute  acids.  ^  ^6   \«J<Uu  V^  "^ 

(b)  Solutions  of  metallic  salts.     Certain  fused  salts 

are  also  capable  of  electrical  decomposition. 

2.  That  when  electrolysis  takes  place  the  substances 
resulting  from  the  decomposition  of  the  electrolyte  are 
found  at  the  electrodes.    .Hldrogeg_and  the  metalsLare^    • 

Jjaiigns,    while    oxygen,    chlorineT^odine,    eta,    and 
electro-negative  radicals  are  anions. 

3.  That  in  most  cases  of  electrical  decomposition, 
secondary  actions,  depending  on  the  chemical  affinities  of 
the  elements  involved,  take  place.     For  example  :— 

(a)  In    Experiment   4,  the  radical  sulphion   (SO^) 

which  is  disengaged  from  the  Cu  at  the 
anode,  combines  with  the  hydrogen  of  the 
water,  forming  sulphuric  acid  (H2SO4),  and 
liberating  oxygen. 

(b)  In  Experiment  6,  the  radical  sulphion  (SO4)  com- 

bines with  the  copper  of  the  anode,  forming 
more  of  the  copper  sulphate  (CuSO^). 
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\(c)  In  Experiment  7,  the  sodium  disengaged  at  the 
kathode  reacts  upon  the  water  forming 
sodium  hydroxide  and  liberating  hydrogen. 

(d)  Even  in  the  case  of  the  electrolysis  of  water,  it 
is  probable  that  it  is  the  acid  which  is  first 
decomposed,  and  that  the  radical  sulphion 
(SO^)  at  the  anode  combines  with  the  hydro- 
gen of  the  water,  thus  liberating  the  oxygen 
and  forming  more  of  the  acid.  The  quantity 
of  the  acid,  therefore,  remains  constant,  and 
the  water  only  is  decomposed. 

1.  What  are  the  chemical  changes  which  take  place  in  Experi- 
ment 8  ? 

2.  Write  equations  representing  the  chemical  actions  which  take 
place  in  Experiments  2-7. 

7.    Theory    of  Electrolysis— Hypotheses  of  Grotthuss    and 
Glausius. 

The  reason  for  the  appearance  of  the  ions  at  the  elec- 
trodes and  not  in  the  intervening  liquid  is  generally 
explained  by  the  hypothesis  of  Grotthuss  as  modified  by 
Glausius.     The  theory  may  be  thus  stated : 

The  atoms  which  form  the  molecvles  of  the  electrolyte  are  being  con- 
stantly separated  and  recomhi^ied  in  the  same  way,  an  atom,  of  one 
m,olecide  displacing  a  similar  one  of  the  next,  and  it  displacing 
another,  and  so  on.  When  there  is  no  difference  in  potential  bettveen 
the  electrodes,  these  atomic  changes  take  place  in  all  directions ;  bnt 
xclien  the  plates  are  of  different  potentials,  the  molecxdes  so  arrange 
tJiemselves  that  the  atoms  of  electro-positive  Sfubstances  are  turned 
toward  the  kathode  and  those  of  elect ro-negative  ones  toward  the 
anode,  and  the  excliange  of  atoms  between  the  molecides  takes  place  in 
direct  lines  between  the  electrodes,  the  atoms  of  electro-positive  substances 
moving  taivard  the  kathode,  and  those  of  electro-negative  ones  toward 
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-6^^^ 


the  anode.  If  the  electromotive  force  is  stiffi^ienUy  great,  the 
atoms  which  thus  reach  the  electrodes  remain  permanently  separated 
from  the  electrolyte,  and  they  either  combine  with  one  another,  or  with 
atoms  of  other  elements  present,  to  form,  molectdes  of  a  kind  different 
from  those  of  the  electrolyte. 

XFigs.    222  and   223   illustrate  graphically  the   above 


Fig.  222. 

Fig.  222  shows  a  row  of  molecules  of  HCl  arranged 
with  the  atoms  pointing  at  random  in  different  directions 
before  there  is  any  difference  in  potential  between  the 
plates  A  and  B.  \'  \ 


Fig.    223(1    shows    a    row    of   "  polarized   molecules ' 
with  the  atoms  of  the  electro-negative  chlorine  pointing 
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toward   the    anode,   and   those   of    the    electro-positive 
hydrogen  pointing  toward  the  kathode. 

Fig.  2236  shows  a  row  of  polarized  molecules  after  an 
exchange  of  atoms  has  taken  place,  hydrogen  being  freed 
at  the  kathode  and  chlorine  at  the  anode. 

8.  Electrolysis  in  the  Voltaic  Cell. 

According  to  this  theory  a  similar  series  of  dissocia- 
tions and  recombinations  take  place  in  the  fluids  of  the 
voltaic  cell  itself.  In  the  simple  cell,  used  in  Experi- 
ment 1,  page  300,  the  zinc  is  the  anode  and  the  copper 
the  kathode.  The  electro-negative  sulphion  group  (SO^^, 
of  the  H0SO4,  acts  as  the  chlorine.  Zn  combines  with  the 
SO4,  and  the  displaced  Hg  combines  with  the  SO4  of  the 
next  H^SO^  in  a  direct  line  toward  the  copper  plate,  and 
the  H2  thus  displaced  combines  with  the  SO4  of  the  next 
H.,S04,  and  so  on.  Thus  hydrogen  appears  at  the  copper 
plate  only,  and  zinc  sulphate  is  formed  at  the  zinc  plate. 


Fig.    224. 


These  changes  are  shown  graphically  in  Fig.  224. 

When  a  depolarizing  fluid,  for  example  copper  sul- 
phate, is  used,  the  displaced  H2  combines  the  SO^  of  the 
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CuSO^  next  it,  and  the  displaced  Cu  combines  with  the 
SO4  of  the  next  CUSO4,  and  so  on.  Thus  finally  copper 
is  deposited  on  the  copper  plate. 


Fio.  225. 

Fig.  225  represents  graphically  this  action. 

Trace  the  intermolecular  atomic  changes  which  are  supposed  to 
take  place  in  a  Bunsen  cell  when  nitric  acid  is  the  depolarizing 
fluid. 

II.— Practical  Applications  of  the  Chemical  Effect  of 
the  Current. 

1.  Electroplatingr. 

Tlie  deposition  of  a  metal  from  a  salt  by  means  of  an 
electric  current  is  taken  advantage  of  for  covering  one 
metal  with  a  thin  layer  of  another.  The  process  is 
known  as  electroplating. 

The  metallic  object  to  be  plated  is  connected  by  a 
conductor  with  the  negative  pole  of  a  battery  or  dynamo, 
and  immersed  in  a  bath  containing  a  solution  of  a  salt  of 
the  metal  with  which  it  is  to  be  plated.  A  plate  of  this 
metal  is  also  immersed  in  the  bath  and  is  connected  by 
a  conductor  with  the   positive   pole   of   the   battery  or 
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dynamo;  that  is,  the  obiect  to  be  p^»t^fi  ^s  msu\o.  fViA 
kathode,  the  metal  with  which  it  is  to  be  plat.ftfl  is  msult^. 
tKe  anode,  and  the  electrolyte  is  a  salt  of  this  mp.f.a.H 
When  the  current  passes  through  the  solution  from  the 

plate  to  the  object,  the  salt  is  decomposed  and  the  metal     , 
is  deposited  on  the  object;  but  as Jhe  radical  of  the  salt 
combines  with  the  metal  forming  thg  a^ode,  the  strength 
of  £Iie^solution   remains  constant.     The  metal  is  thus 
transferred  from  the  plate  to  the  object. 

For  copper  plating,  the  bath  is  usually  a  solution  of 
copper  sulphate ;  for  gold  and  silver  plating,  a  solution 
of  cyanides  of  these  metals  are  commonly  used. 


Um 


Fig.  226  shows  a  bath  and  the  connections  for  silver 
plating. 

2.  Electrotyping. 

Books  are  now  usually  printed  from  electrotype  plates 
instead  of  from  type.     These  are  made  as  follows : — 

An  impression  of  the  type  is  made  in  a  wax  mould. 
This  is  covered  with  |X)wdered  plumbago  to  provide  a 
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conducting  surface  upon  which  the  metal  can  be  de- 
posited. The  mould  is  flowed  with  a  solution  of  copper 
sulphate,  and  iron  filings  are  sprinkled  over  it.  The 
iron  displaces  copper  from  the  sulphate,  and  the 
plumbago  surface  is  thus  covered  with  a  thin  film  of 
copper.  The  iron  filings  are  washed  off*,  and  the  mould 
immersed  in  a  bath  of  nearly  concentrated  copper  sul- 
phate solution  slightly  acidulated  with  sulphuric  acid. 
The  copper  surface  is  then  connected  by  a  conductor  with 
the  negative  pole  of  a  battery  or  dynamo,  and  a  copper 
plate  which  is  connected  with  the  positive  pole  is  im- 
mersed in  the  bath. 

When  the  current  passes,  the  copper  sulphate  is  decom- 
posed and  a  layer  of  copper  is  deposited  uniformly  on 
the  mould,  while  the  copper  anode  combines  with  the 
sulphion  (SO4)  groups  to  form  more  of  tlie  copper  sul- 
phate. When  the  layer  of  copper  has  become  sufficiently 
thick  it  is  removed  from  the  bath,  backed  with  melted 
type-metal  and  mounted  on  a  wooden  block.  The  face 
is  an  exact  reproduction  of  the  type  or  engraving. 

3.  Reduction  of  Ores—Electricity  Applied  in 
Manufactures. 

Electrical  decomposition  is  sometimes  resorted  to  for 
reducing  metals  from  their  ores.  A  soluble  or  fusible 
salt  is  formed  by  the  action  of  chemical  reagents,  and  the 
metal  is  deposited  from  this  by  electrolysis. 

A  current  of  electricity  is  now  frequently  employed 
for  preparing  chemical  products  for  commercial  purposes. 
For  example,  white  lead  (lead  carbonate)  is  now  made  by 
causing  a  current  of  electricity  to  pass  between  two 
lead  plates  immersed  in  dilute  nitric  acid,  while  a  stream 
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of  carbon  dioxide  is  passed  through  the  solution.  A 
current  of  electricity  is  also  used  in  the  manufacture  of 
potassium  chlorate  from  potassium  chloride.  Electricity 
is  just  beginning  to  be  applied  to  such  purposes,  and 
electrical  processes  for  the  production  of  useful  com- 
pounds are  likely  to  become  much  more  general. 


K^:^ 


i.  Secondary  or  Storagre  Cells. .. 

9.  Polarization  of  Electrodes.  >b>-'>cX  J^ 

Experiment  1. 

Comaect  by  means  of  wires  two  platinum  strips  with  the 
poles  of  two  Bichromate  or  Bunsea  cells,  placing  a  galvano- 
scope  in  the  circuit.  Keep  the  strips  from  touching,  and 
immerse  them  in  water  acidulated  with  sulphuric  acid.    Observe 


Fig.  227. 

the  direction  of  the  deflection  of  the  needle  of  the  galvanoscope, 
and  as  soon  as  the  gases  are  given  off  freely  from  the  strips, 
disconnect  the  wires  from  the  poles  of  the  battery  and  at  once 
join  them  together,  as  shown  in  Fig.  227. 

1.  What  evidence  have  you  that  a  current  of  electricity  flows 
thruugh  the  wires  when  they  are  disconnected  from  the  battery 
and  joined  ?     '  j-  T' 
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^     2:  Does  the  current  flow  in  the  same  direction  as  the  battery 
current,  or  in  a  direction  opposite  to  it  ? 

3.  How  long  does  the  current  continue  to  flow  ? 

When  a  film  of  hydrogen  surrounds  one  platinum  strip 
in  the  dilute  sulphuric  acid  and  a  film  of  oxygen  the 
other,  there  is  a  difference  in  potential  between  the  strips, 
which  causes  a  current  to  flow  from  one  to  the  other 
when  they  are  joined  by  a  conductor.  The  electrodes  are 
then  said  to  be  polarized. 

As  the  hydrogeais  of  higher  potential  than  the. 
oxygen,  the  direction  of  the  current  in  the  conductor 
joining  the  electrodes  will  be  opposite  to  the  dii-ection  of 
tKe~current  which  deposited  the  oxygen  and  hydrogen. 
Hence,  in  order  to  overcome  this  difference  in  potential 
and  to  decompose  water,  the  E.M.F.  of  the  battery  used 
must  be  greater  than  the  opposite  E.M.F.  caused  by  this 
potential-difference  between  the  electrodes.  This  is 
about  1.47  volts. 

Experiment  2. 

Repeat  the  last  experiment,  using  two  lead  strips  instead  of 
platinum  ones.     They  should  be  an  inch  or  more  in  width. 

Allow  the  current  to  pass  from  one  strip  to  the  other 
through  the  dilute  acid  for  a  few  minutes.  Observe  the  direc- 
tion of  the  deflection  of  the  needle  of  the  galvanoscope  and 
any  changes  which  take  place  in  the  appearance  of  the  surface 
of  either  strip.  Disconnect  the  wires  from  the  poles  of  the 
battery,  and  join  their  ends  as  in  the  last  experiment.  Again 
observe  the  direction  of  the  deflection  of  the  needle  of  the 
galvanoscope,  and  any  changes  in  the  appearance  of  the  sur 
face  of  either  strip  of  lead. 
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1.  What  changes  are  observed  to  take  place  in  eitlier  lead  strip 
(1)  when  the  battery  is  in  the  circuit,  (2)  when  the  battery  is  discon- 
nected and  the  ends  of  the  wires  joined  ? 

2.  What  is  the  cause  of  the  current  which  flows  through  the  wires 
when  the  battery  is  disconnected  and  the  circuit  completed  ? 

3.  How  does  the  direction  of  the  battery  current  compare  with 
that  given  by  the  lead  strips  immersed  in  the  dilute  acid  ?    /^ 

4.  Can  the  latter  current  be  used  to  ring  an  electric  be! 


10.  Secondary  or  Storage  Cells. 

The  last  experiment  illustrates  the  principle  of 
of  all  secondary,  or  storage,  cells. 

Whffl    t^*^    pprrnnj-    in    pnnnnrl     f]ivr>n^|^     j^f.     djlute    acid 

froTTi  nnpi  platp.  to  the  other  the  oxygen  freed  at  the 
anode 


unites  with  the  lead,  forming  an  oxide  of  leac 
The  composition  of  the  hn^^"tT'lhiii  rii-vlr'i     1  i HTn^  f roTTT  "^ 
the  kathode,  and  in  consequence  there  is  a  difference  in 
potential  between  them,  which  causes  a  current  to  flow 
in  the  opposite  direction  when  the  plates  are  joined  by  a 
conductor. 

This  current  will_jeoatiinie"to~fl6w 
until  the  plates  become  again  alike 
jn  comp<5siti6n,'and  lience  in   poten- 


Instead  of  using  solid  lead  plates, 
perforated  plates,  or  "  grids,"  made  of 
lead  or  some  alloy  of  lead,  are  fre- 
quently employed.  The  holes  in  the 
positive  plates  are  filled  .wdth  a 
paste  made  of  red  lead  (P^JD^and 
sulphuric  acid,  and  those  in^th^  nega- 
tive plate  with  a  paste  of  litharge  (PboO.^)  and  sulphuric 
acid.    (Fig.  228.) 


Fia.  228. 
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When  the  plates  are  immersed  in  dilute  sulphuric  acid, 
and  the  current  passed  from  the  positive  to  the  negative      , 
plates,  the  pc^itive  ones  are  oxidjzed  to  a  higher  oxide*^^    * 
while   the   negative  ones^rft^  reaufl^^jDy  the  hydrogen 
liberated.     The  cell  is  then  said  to  be  j^harged.     During 
discharge  the  opposite  chemical  action  takes  place. 

1.  What  transformations  of  energy  take  place  in  (1)  charging  a 
secsarlary  p.rII,  (2)  di^harging  it    (iC^^.J^.^X  ^Jt^-vs^ 

2.  Is  anything  "  stored  up  "  in  a  storage  cell  ?    If  so,  what  ?  v'\-i«j- 

5.  Measurement  of  the  ^^^  rr^n  t  — y n1  tfiiTn  Pt rifi.       ^^     ^ 

11.  Laws  of  Electrolysis.  y    ->-■  ^"^^         <^ 

Carefully  repeated  quantitative  experiments  have 
verified  the  following  laws  of  electrolysis. 

Law  I. — TV\p  am^pnt  nf  an  ion  liberated  at  an  elec- 
trode in  a  given  time  is  proportional  to  the  strength 
of  the  current. 

Law  II. — The  weights  of  the   elements  separated 
from  an  electrolyte  by  the  same  electric  current  are       . 
in  the  proportion  of  their  chemical  equivalents.  4uil1a/1'  i 

These  laws  furnish  a  means  of  comparing  the  strength  tuj 
of  one  electric  current  with  that  of  another,  and  hence  of  f/J     | 


measuring  a  current  when  a  unit  current  is  adopted,  f;  "t" 

12.  Unit  Current.  Xj^jlaJL^    '  ^ 

The  practical  unit  of  current  commonly  adopted  is  the 
ampere,  which  may  be  defined  to  be  a  current  which 
deposits  silver  at  the  rate  of  0.001118  grams  per 
second.  The  same  current  deposits  per  second  0.000328 
grams  of  copper,  and  liberates  0.000010386  grams  or 
flll6Hj^Gm^  hydroQ-en. 
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The  weight  of  an  element  liberated  in  one  second  by  a 
irrent  of  one  ampere  is    called    the^electro^fijlfilllifi 
luivalent  of  the  element. 

An  electrolytic  cell  used  for  the  purpose  of  comparing 
the  strengths  of  different  currents  is  called  a  voltameter. 

13.  Silver  Voltameter. 

The  silver  voltameter  consists  of  a  light  platinum  bowl 
partially  filled  with  a  solution  of  silver  nitrate  in  which 
is  suspended  a  silver  disc.  When  the  voltameter  is  placed 
in  the  circuit,  the  platinum  bowl  is  made  the  kathode, 
the  silver  disc  the  anode,  and  the  current  to  be  measured  is 
passed  through  the  silver  nitrate  solution  for  a  specified 
time.  The  silver  disc  is  then  removed,  the  solution  of 
nitrate  poured  off,  and  the  silver  deposited  in  the  bottom 
of  the  bowl  washed,  dried,  and  weighed.  The  rate  in  grams 
per  second,  at  which  it  is  deposited  is  then  calculated, 
and  this  divided  by  0.001118  gives  the  measure  of  the 
current  in  amperes,  or 

when  C  is  the  measure  of  the  current  in  amperes,  and  W 
is  the  weight  of  silver  deposited  by  it  in  t  seconds. 

The  current  should  not  exceed  one  ampere  for  each 
six  square  inches  of  the  surface  of  the  electrodes. 

14.  Copper  Voltameter. 

The  copper  voltameter  consists  of  two  copper  electrodes 
immersed  in  a  solution  of  copper  sulphate.  The  plate 
made  the  kathode  is  weighed,  and  the  current  to  be 
measured  is  passed  through  the  copper  sulphate  solution 
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for  a  specified  time.  The  kathode  is  then  removed, 
washed,  dried,  and  weighed.  If  W  grams  is  the  increase 
in  weight  in  the  kathode  in  t  seconds, 


C  = 


W 


t  X  .000328 


where  C  is  the  measure  of  the  current  in  amperes.  • 

The  surface  of  each  plate  immersed  in  tlie  copper  sul- 
phate solution  should  be  at  least 
two  square  inches  for  each  am- 
pere of  current  to  be  measured. 
Fig.  229  shows  a  common  form 
of  the  instrument. 

15.  Water  Voltameter. 

The  water,  or  hydrogen,  volta- 
meter consists  of  the  apparatus 
used  for  the  decomposition  of 
water  (Experiment  2,  page  329). 
The  vessel  is  filled  with  water 
acidulated  with  a  few  drops  of 
sulphuric  acid.  A  graduated  tube 
is  also  filled  with  the  water,  and 
is  inverted  over  the  platinum  strip  made  the  kathode. 

Tlie  current  to  be  measured  is  passed  through  the 
water  until  the  liquid  in  the  tube  stands  on  a  level  with 
the  liquid  in  the  vessel,  and  the  time  during  which  the 
current  is  passing  is  noted.  The  temperature  of  the  gas 
and  the  barometric  pressure  are  also  noted.  The  volume 
of  the  hydrogen  liberated  is  read  from  the  graduated 
tube,  reduced  to  standard  temperature  and  jjressure,  and 
the  mass  corresponding  to  this  volume  calculated. 


Fio.  229. 
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Then,  if  the  current  is  passing  for  t  seconds,  and  W 
gi-ams  is  the  weight  of  the  hydrogen  liberated, 

W 
C  = 


<x. 00001 0386 
where  C  is  the  measure  of  the  current  in  amperes. 


QUEanoBts.- 

1.  Can  a  single  Gravity  cell  be  used  to  decompose  water  ?    If  not, 

/^.  Give  an  example  of  (1)  chemical  combination,  (2)  chemical  ''*'*' 
ubcomposition,  brought  about  by  the  same  voltaic  current.  ./^  ^  ^Tvvo 

3.  When  a  plate  of  zinc  and  a  plate  of  platinum  connecJ^  oy  a  ''*^ 

wire  are  both  dipped  into  the  same  vessel  of  dilute  sulphuric  acid,  ^  *  ^>%o 
an  electric  current  passes  through  the  wire.  State  and  account  ^^'^rj  .»y/L  ' 
the  eflfect  of  mo\ing  one  of  the  plates  into  a  separate  vessel  of  acid.     .    -  (f 

4  .Two  copper   wires,    one   connected  with   one  terminal  of  a  |^     A 
voltaic  battery  and  the  other  connected  with  Jihe  otlier  terminal,    U4<4u( 
dip  side  by  side,  but  without  touching  each  other,  into  a  solution  of 
sulphate  of  copper.     What  happens  to  the  immersed  part  of  each 
wire?  -  -^i^^jQ^^. 

6.  Plates  of  copper  and  platinum  are  dipped  into  a  solution  of 
copper  sulphate,  and  a  current  is  passed  through  the  cell  from  the 
copper  to  the  platinum.  Describe  the  effects  produced  ;  also  what 
happens  when  the  current  is  reversed. 

6.  A  vertical  partition  of  porous  earthenware  is  fitted  into  a 
tumbler, 'and  dilute  sulphuric  acid  is  poured  into  each  compartment 
Rods  of  common  zinc  and  copper  are  placed  respectively  in  the  two 
compartments,  and  connected  by  a  wire.  State  what  will  be 
served  with  regard  to  the  evolution  of  gas,  and  how  the  obsefved 
phenomena  will  be  modified  when  copper  sulphate  is  poured  into 
the  compartment  containing  the  copper  rod. 
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7.  A  piece  of  zinc  and  a  piece  of  copper  are  each  carefully 
weighed  ;  they  are  then  connected  by  a  copper  wire  and  dipped 
side  by  side  into  dilute  sulphuric  acid  contained  in  an  earthenware 
jar.  After,  say  half  an  hour,  the  pieces  of  zinc  and  copper  are 
taken  out  of  the  acid,  washed  and  dried,  and  weighed  again.  Would 
the  weights  be  the  same  as  at  first  ?  If  not,  how,  and  why,  would 
they  differ  ? 

8.  A  vessel  containing  a  solution  of  salt,  coloured  with  a  little 
litmus,  or  indigo,  is  divided  into  two  parts  by  a  partition  formed 
by  stitching  together  several  layers  of  blotting  paper.  The  wires 
coming  from  the  poles  of  a  Grove's  battery  are  dipped  into  the 
liquid  on  opposite  sides  of  this  partition.  On  one  side  the  colour 
is  observed  to  disappear.  Explain  its  disappearance,  and  mention 
the  pole  of  the  battery  from  which  the  wire  that  destroys  the 
colour  proceeds. 

9.  The  same  current  is  passed  through  three  electrolytic  cells,  the 
first  containing  acidulated  water,  the  second  a  solution  of  copper 
sulphate,  and  the  third  a  solution  of  silver  nitrate.  Wliat  weight 
of  hydrogen  and  oxygen  will  be  liberated  in  the  first  cell,  and  what 
weight  of  copper  deposited  on  the  kathode  of  the  second  cell  when 
11. 18  grams  of  silver  are  deposited  on  the  kathode  of  the  third  cell  ? 

10.  Is  there  polarization  of    the   electrodes  in  (1)   the   water 
voltameter^  (2)  the  copper  voltameter,  (3)  the  silver  voltameter  ?  ^ 
Give  reasons  for  your  answer. 

11.  Obtain  two  copper  plates,  make  a  copper  voltameter,  and 
measure  with  it  the  current  given  by  any  celL 
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THE  MAGNETIC  EFFECTS  OF  THE  CURRENT. 

I. —Electricity  and  Magnetism. 

Magnetic  Field  Due  to  an  Electric  Current. 
Experiment  1. 

Pass  a  strong  current  from  a  battery*  through   a  copper 
wire,  dip  the  wire  into  iron  filings,  and  lift  it  out. 

1.  What  is  observed  ? 
Break  the  circuit. 

2.  What  now  takes  place  ?    Why  ? 

Experiment  2. 

Pass  a  thick  wire  vertically 
through  a  hole  in  the  centre  of  a 
cai'd.  Sprinkle  iron  filings  from  a 
muslin  bag  over  the  card,  Fig.  230. 
Now  connect  the  ends  of  the  wire 
with  tlie  poles  of  a  battery,  and 
gently  tap  the  card. 

Fig.  230. 

1.  How  do  the  iron  filings  arrange  themselves  around  the  wire  ? 

2.  What  does  tliis  prove  ? 

*If  a  storage  battery  is  used  for  experiments  of  this  class,  care  should  be  taken  to 
keep  from  "short-circuiting"  it,  that  is,  using  it  with  a  resistance  so  low  that  the 
battery  discharges  at  too  high  a  rate.  To  prevent  this,  a  resistance  coil  should  be 
pennanently  attached  to  one  of  the  poles  of  the  battery.  A  suitable  coil  of  iron 
tele^'raph  wire  will  answer  well.  The  rate  of  discharge  will  depend  upon  the  number 
and  the  size  of  the  plates  in  the  cell.    The  rate  should  be  ascertained  from  the  maker. 

[347] 
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Experiment  3. 

Repeat  Experiment  1,  page  300. 

Tlie  above  experiments  show  that  a.  wire  *1ir<;^]]prli  , 
which  an  el©otric"cmTeifrrs  flowing  is  surrounded  by 
a  magnetic  field,  the  lines  offorce  of  which  pass^in 
circles  around  it ;  that  is,  the  wire^lhrougHout  its  whole 
length  is  surrounded  by  a  "  sort  of  enveloping  magnetic 
whirl."  The  poles  of  a  magnetic  needlejglaofiiLin— this 
field  are  apparenC^^^^ui^sd:::  A«3th^qtt^ 
site  directions  around  the  wire,  and  it  therefore  remains 
at  a  tangent  to  ^. 

Experiment  3  shows  that  the  direction  in  which  each 
pole  of  the  magnetic  needle  tends  to  turn  around  the  wire 
depends  on  the  direction  of  the  current.  If  we  imagine 
a  current  to  flow  through  a  wire  from  an  observer  to 
the  face  of  a  clock,  the  N-seeking  pole  of  a  magnetic 
needle  placed  in  its  field  tends  to  turn  in  the  direction 
of  the  hands  of  the  clock,  while  the  S-seeking  pole  is 
urged  in  the  opposite  direction.  If  there  were  but  one 
pole  to  the  magnet  it  would  apparently  revolve  around 
the  wire  continuously. 
2.  The  Magnet  and  the  Solenoid, 
y  Experiment  4. 

\   /  Make  a  helix,  or  coil,  of  wire  2  or  3  inches  long  by  winding 
-^nsulated  copper  wire  No.  20  around  a  lead  pencil.     Connect 
t\e  ends  of  the  wire  to  the  poles  of  a  battery,  and   pass  a     , 
magnetic  needle  around  the  coil. 

1.  How  does  the  magnetic  needle  set  itself  when  placed  (1)  near 
each  end  of  the  spiral,  (2)  midway  between  the  ends  ? 

2.  In  what  particulars  does  the  helix  resemble  a  bar  magnet  ? 

3.  What  pole  of  the  helix  is  the  observer  in  front  of  when  the 
current  in  the  coils  facing  him  is  passing  in  the  direction  of  the 
hands  of  a  clock  ? 
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Experiment  5. 

Solder  one  end  of  the  wire  of  a  helix  similar  to  that  used 
in  the  last  experiment  to  a  small  zinc  plate,  and  the  other  end 
to  a  similar  copper  plate,  and  pass  the  plate  through  a  large 
cork,  as  shown  in  Fig.  231.  Float  the  cork  in  dilute  sul- 
phuric acid  contained  in  a  large  glass  basin. 

In  what  direction  does  the  helix  set  itself  when  undisturbed  ? 

Present  one  pole  of  a  bar  magnet,  first  to  one  end,  and  then 
the  other,  of  the  helix. 

What  takes  place  ? 


Fio.  231. 

Pass  an  electric  current  from  a  battery  through  another 
similar  helix  of  wire,  and  present  one  end  of  this,  first  to  one 
end,  and  then  to  the  other,  of  the  helix  supported  by  the 
cork. 

1.,  What  now  takes  place  1 

2.  What  properties  does  a  hehx  of  wire  through  wliich  an  electric 
current  is  passing  possess  ? 

Experiment  6. 

Make  a  helix  of  insulated  wire,  No.  16  or  18,  about  |  inch 
ih  diameter  and  3  inches  long,  and  place  it  in  a  rectangular 
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opening  made  in  a  sheet  of  cardboard,  so  that  its  axis  will  be 
in  the  plane  of  the  cardboard  (Fig.  232).  This  can  be  done 
by  cutting  out  the  three  sides  of  a  rectangle  of  the  proper  size, 
and  then  passing  the  free  end  of  the  strip  through  the  centre 
of  the  helix,  and  replacing  the  strip  in  position.  Sprinkle 
iron  filings  from  a  muslin  bag  on  the  c'ardboard  around  the 
helix  and  within  it.  Attach  the  ends  of  the  wire  to  the  poles 
of  a  battery,  and  gently  tap  the  cardboard. 

How  do  you  account  for  the  way  in  which  the  iron  filings  arrange 
themselves  ? 


Fio.  232. 

The  above  experiments  show  that  a  helix  of  wire 
through  which  an  electric  current  is  passing  acts 
exactly  like  a  magnet,  having  two  poles  and  a  neutral 
equatorial  region.  Tlie  field  which  surrounds  it  resem- 
bles that  of  a  bar  magnet. 

Such  a  coil  is  sometimes  called  a  solenoid. 

3.  Electro-Magnets. 
Experiment  7. 

Repeat  Experiment  4,  passing  a  small  soft  iron  rod  through 
the  helix  before  the  current  is  passed  through  the  Avire. 

1.  What  effect  has  the  introduction  of  the  iron  upon  the  magnetic 
power  of  the  helix  ? 

2.  Are  the  N-seeking  and  S-seeking  poles  at  the  same  ends  of 
the  heUx  as  before  the  insertion  of  the  core  ? 
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3.  Will  the  end  of  the  rod  lift  np  a  small  piece  of  iron,  such  as  a 
tack,  (1)  when  the  current  is  passing  through  the  wire,  (2)  when 
the  circuit  is  not  completed  ? 

A  soft  iron  core  surrounded  by  a  helix  of  insulated 
^vire,  through  which  an  electric  current  can  be  passed,  is 
k  called  an  electro-magnet.  ^ 

Why  is  an  electro-magnet  a  more  powerful  magnet  than  a 
solenoid  ? 

To  answer  this  question  repeat  Experiment  6,  placing  a  soft 
iron  core  in  a  helix  of  wire. 

1.  How  does  the  arrangement  of  the  iron  filings  on  the  card  diflfer 
from  that  observed  when  the  core  was  not  inserted  ? 

When  the  helix  is  used  without  the  core  the  greater 
number  of  the  lines  of  forces  pass  in  circles  around  the 
individual  turns  of  wire,  and  but  a  few  run  through  the 
lielix  from  end  to  end,  and  back  again  outside  the  coil ; 
but  when  the  iron  core  is  inserted  the  greater  number  of 
the  lines  of  force  pass  in  this  way,  because  the  perme- 
ability of  iron  is  very  much  greater  than  that  of  air,  and 
whenever  a  coil  passes  near  the  core,  the  lines  of  force, 
instead  of  passing  in  closed  curves  around  the  wire, 
change  their  shape  and  pass  from  end  to  end  of  the  core. 
The  effect  of  the  core,  therefore,  is  to  increase  the  number 
of  lines  of  force  which  are  concentrated  at  definite 
poles,  and  consequently  to  increase  the  power  of  the 
magnet. 

4.  Polarity  of  an  Electro-Magnet  and  Direction  of  the  Current. 

Looking  at  the  S-seeking  pole  of  an  electro-magnet, 
the  magnetizing  current  is  passing  through  the  coils 
in  the  direction  of  the  hands  of  a  clock,  and,  looking 
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at  the  N-seeking  pole,  the  current  is  circulating-  in  the 
opposite  direction  (Fig.  233). 


Fio.   -233. 

6.  Use  of  Solenoid. 
Experiment  8. 

Make  a  solenoid  about  4  inches  long  by  winding  four  or  five 
layers  of  No.  20  insulated  wire  around  a  glass  or  cardboard 
tube.  Connect  the  ends  of  the  wire  with  a  battery,  hold  the 
tube  in  a  vertical  position,  and  take  a  short  soft  iron  rod  which 
will  just  slip  easily  into  the  bore  of  the  tube,  and  insert  it  part 
way  into  the  tube. 

How  does  the  rod  tend  to  set  itself  within  the  helix  1 

A  solenoid  with  a  movable  iron  plunger  is  frequently 
used  instead  of  an  electro-magnet  with  a  permanent  core, 
when  the  magnet  is  required  to  give  a  pull  through  a 
long  range. 

6.  Laws  of  Magnets. 
Experiment  9. 

Take  a  soft  iron  rod,  1  ^  inches  in  diameter  and  2  or  3  inches 
long,  and  wind  around  it  one  layer  of  insulated  wire,  No;  20. 
Connect  the  ends  of  the  wire  with  the  poles  of  a  battery,  and 
test  the  lifting  power  of  the  magnet  by  trying  to  lift  small 
pieces  of  iron  with  it.  Repeat  the  experiment,  winding  two, 
three,  foiir,  etc.,  layers  of  wire  on  the  rod. 


THE    MAGNETIC    EFFKCTS    OF    THE    CUKRENT.  353 

1.  Wliat  eflfect  has  increasing  the  number  of  layers  of  wire  upon 
the  power  of  the  magnet  ?     Why  ? 

2.  If  the  same  difference  in  potential  is  always  maintained 
between  tlie  ends  of  the  wire,  will  the  power  of  the  magnet  always 
continue  to  be  affected  in  the  same  way  by  increasing  the  number 
of  turns  of  wire  ?     If  not,  why  ? 

3.  If  the  same  current  is  maintained  in  the  wire,  will  the  power 
of  the  magnet  always  continue  to  be  affected  in  the  same  way  by 
increasing  the  number  of  turns  of  wire  ?  Give  reasons  for  your 
answer. 

Experiment  10. 

Connect  in  a  circuit  with  a  battery  an  electro-magnet  and  a 
rheostat,  or  series  of  resistance  coils.  Test  the  lifting  power  of 
the  magnet.  By  lessening  the  number  of  the  coils  of  the 
rheostat  in  the  circuit,  increase  the  current.  Again  test  the 
lifting  power  of  the  magnet. 

What  effect  has  increasing  the  current  on  the  lifting  power  of  the 
magnet  1 

Repeat  the  experiment,  decreasing  the  current  by  increasing 
the  resistance. 

1.  What  change  now  takes  place  in  the  strength  of  the  magnet  ? 

2.  What  is  the  relation  between  the  current  and  the  strength  of 
the  magnet  ?     Why  ? 

These  experiments  illustrate  the  following  laws : 
Laws  of  Magnets. 

1.  The  strength  of  an  electro-magnet  is  proportional 
to  the  strength  of  the  current. 

2.  The  strength  of  an  electro-magnet  is  proportional 

to  the  number  of  turns  of  wire,  if  the  current  is  kept 

constant.  lU)0C}ii 

23  iM  r-^.M^ 
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These  laws  are  true  only  when  the  iron  core  is  not 
near  the  point  of  being  magnetized  to  saturation. 

It  should  also  be  observed  that  when  an  electro-magnet 
is  used  with  a  battery,  or  other  source  of  current  where 
the  ends  of  the  wire  are  kept  at  a  constant  difference  in 
potential,  an  increase  in  the  number  of  turns  of  the  wire 
may  not  necessarily  add  to  the  strength  of  the  magnet, 
because  the  loss  in  power  through  loss  in  current  caused 
by  increased  resistance  may  more  than  counterbalance 
the  gain  through  the  increased  number  of  turns  of  wire. 

In  what  circuit  should  a  "long  coil  "  electro-magnet  (one  with  a 
great  number  of  turns  of  fine  wire)  be  used,  one  in  which  the 
i-emaining  resistance  is  great  or  small  as  compared  with  the  resist- 
ance of  the  magnet  ? 


Fig.  234. 

7.  Laws  of  Currents. 
Law  I. 
Experiment  11. 

Make  two  coils  of  wire,  of  the  form  shown  in  Fig.  234,  by 
winding  insulated  magnet  wire  No.  20  on  a  piece  of  cardboard 
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and   stitching  it  to  the  board. 
3  inches  in  diameter. 


Each   coil  shoidd  be  about 


When  the  coil  is  finished,  allow  the  free  wires  to  stand  out 
8  or  10  inches  from  the  coil,  bend  a  hook  in  the  end  of  each, 
and  suspend  the  coils  from  metallic  eyes  attached  to  binding 
posts  in  such  a  way  that  they  rest  facing,  and  at  a  distance  of 


V^=^] 
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not  more  than  a  quarter  of  an  inch  from  each  other  (Fig.  235). 
Connect  the  binding  posts  with  a  battery  so  that  the  current 
will  pass  (1)  in  the  same  direction  through  the  coils,  (2)  in 
opposite  directions. 

What  happens  in  each  case  ? 

Parallel  currents  in  the  same  directions  attract  each  other  ;rj^ 
parallel  currents  in  opposite  directions  repel  each  other.  ^^ 

When  the  currents  flow  in  the  same  direction,  their 
magnetic  fields  tend  to  merge,  and  the  stress  in  the 
medium  which  surrounds  the  wires  tends  to  draw  them 
together,  but  when  the  currents  flow  in  opposite  direc- 
tions the  stresses  tend  to  push  the  wires  further  apart. 
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To  show  the  directions  of  the  lines  of  force  in  the 
fields  repeat  Experiment  2,  page  347,  passing  two  wires 
through  the  card  and  causing  the  current  to  pass  (1)  in 
the  same  direction  through  each  wire  (Fig.  236),  (2)  in 
opposite  directions  (Fig.  237). 


^a-^Sx^s^ 


FiQ.  236. 
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Law  n. 


Experiment  12. 

Arrange  the  floating  battery  with  the  solenoid,  as  described 
in  Experiment  5,  page  349.  Allow  it  to  stand  undisturbed, 
and  stretch  a  wire  through  which  an  electric  current  is  flowing 
over  the  solenoid  and  parallel  with  it  (Fig.  238).  Trace  the 
direction  in  which  each  current  is  flowing,  and  observe  the 
change  in  the  position  of  the  solenoid  when  the  wire  is  held 
above  it. 


What  evidence  have  you  that  the  two  currents  tend  to  flow  in 
parallel  planes  and  in  the  same  direction  ? 


V  m     M 
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Angular  currents  tend  to  become  parallel  and  to  flow  in 
the  same  direction. 

Show  how  this  law  results  from  the  doctrine  of  stresses  in  the 
medium  surrounding  the  wires. 


8.  Ampere's  Theory  of  Magnetism. 

Ampere,  perceiving  tliat  a  solenoid  acts  in  every  way 
like  a  magnet,  offered  as  an  explanation  of  the  magneti- 
zation of  magnetic  bodies  the  theory  that  the  molecules 
had  closed  electr'ic  currents  circulating  around  them, 
thereby  causing  them  to  exhibit  polarity.  During  the 
process  of  magnetization  the  currents  are  caused  to  be- 
come parallel,  and  the  magnetic  axes  of  the  molecules 
are  thus  made  to  lie  in  one  direction. 

The  currents,  like  the  molecules  themselves,  can  neither 
be  produced  nor  destroyed,  and  their  permanence  can  be 
accounted  for  only  on  the  theory  that  they  meet  with  no 
resistance,  because  in  this  way  only  can  their  energy  be 
dissipated. 


^Mtkt(f.L.  :7^ 
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II. — Practical  Applications  of  the  Magnetic  Effects  of 
the  Current. 

1.  The  Electric  Telegrraph. 

The  telegraph  instruments  are  the  key,  the  sounder 
and  the  relay.  ^ 

The  Key. 

The  key  is  an  instrument  for  closing  and  breaking  the 
circuit.  Fig.  239  shows  its  construction.  Two  platinum 
contact  points  P,  P,  are  connected  with  the  binding  posts 
A  and  B,  the  lower  one  being  connected  by  a  bolt  C 


^^ 


Fig.  239. 

insulated  from  the  frame,  and  the  upper  being  mounted 
on  the  lever  L  which  is  connected  with  the  binding  post 
B  by  means  of  the  frame.  The  key  is  placed  in  the 
circuit  by  connecting  the  ends  of  the  wire  to  the  binding 
posts. 

When  the  lever  is  pressed  down  the  platinum  points 
are  brought  into  contact  and  the  circuit  is  completed. 
When  the  lever  is  not  depressed  a  spring  N,  keeps  the 
points  apart.  A  switch  S,  is  used  to  connect  the  binding 
posts,  and  close  the  circuit  when  the  instrument  is  not 
in  use. 


d\ 


THE  MAGNETIC  EFFECTS  OF  THE  CURRENT. 


359 


The  Sounder. 

Fig.  240  shows  the  construction  of  the  sounder.  It 
consists  of  an  electro-magnet,  E,  above  the  poles  of  which 
is  a  soft  iron  armature  A  mounted  on  a  pivoted  beam 
B,  the  beam  being  raised  and  the  armature  held  by  a 
spring  S  above  the  poles  of  the  magnet  at  a  distance 
regulated  by  the  screws  C  and  D.  The  ends  of  the  wire 
of  the  magnet  are  connected  with  the  binding  posts. 


Fig.  210. 

The  Relay. 

The  relay  is  an  instrument  for  closing  automatically  a 
local  circuit  in  an  office  when  the  current  in  the  main 
circuit,  on  account  of  the  great  resistance  in  the  line,  is 
too  weak  to  work  the  sounder.  It  is  a  key  worked  by 
an  electro-magnet  instead  of  by  hand.  Fig.  241  shows 
its  construction.  It  consists  of  a  "  long  coil "  electro- 
magnet R,  in  front  of  the  poles  of  which  is  a  pivoted 
lever  L  carrying  a  soft  iron  armature,  which  is  held  a 
little  distance  from  the  poles  by  U  spring  S.  Platinum 
contact  points  P,  P,  are  connected  with  the  lever  L  and 
the  screw  C.  The  ends  of  the  wire  of  the  electro-magnet 
are  connected  with  binding  posts  B,  B,  and  the  lever  L 
and  screw  C  are  electrically  connected  with  the  binding 
posts  B^,  Bj^. 
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Whenever  the  magnet  E  is  magnetized  the  armature  is 
drawn  toward  the  poles  and  the  contact  points  P,  P,  are 
brought  together  and  the  local  circuit  completed. 

Why  should  the  magnet  in  this  instrument  be  a  "long  coil" 
magnet  ? 


Fig.  241. 

Fig.  242  shows  a  telegraph  line  passing  through 
three  offices,  A,  B  and  C,  and  indicates  how  the  con- 
nections are  made  in  each  office. 

Action. 

When  the  line  is  not  in  use  the  switch  on  each  key  is 
closed,  and  the  current  in  the  main  circuit  flows  from  the 
copper  plate  connected  with  the  wire  at  the  main  battery 
at  A  through  the  wire,  across  the  switches  of  the  keys, 
and  through  the  electro-magnets  of  the  relays,  to  the 
first  zinc  plate  of  the  main  battery  at  C,  and  from  the 
zinc  plates  to  the  copper  plates  through  the  fluid  of  the 
battery,  and  thence  through  the  wire  to  the  ground, 
which  forms  the  return  circuit  to  the  zinc  plate  of  the 
main  battery  at  A.  The  magnets  R,  R,  R,  are  magnet- 
ized, the  local  circuits  completed  by  the  relays,  and  the 
current   from    each    local    battery    flows   through    the 
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magnet  E  of  the  sounder,  thus   holding   the   screw  D 
against  the  frame. 

When  the  line  is  to  be  used  by  an  operator  in  any 
office  A,  the  switch  of  the  key  is  opened,  the  circuit 
broken,  and  the  armature  of  the  relay  and  of  the 
sounder  in  each  of  the  offices  released. 

* 

When  he  depresses  the  key  and  completes  the  main 
circuit,  the  armature  of  the  relay  in  each  office  is  drawn 
in,  the  local  circuit  is  completed,  and  the  screw  D  of  each 
sounder  is  drawn  down  against  the  frame,  producing  a 
click.  When  he  breaks  the  circuit  at  the  key,  the  arma- 
ture of  the  relay  in  each  office  is  released,  the  local  circuit 
is  broken,  and  the  beam  of  each  sounder  is  drawn  up  by 
the  spring  against  the  screw  C,  producing  another  click. 
W^hen  the  circuit  is  completed  and  broken  quickly  by  the 
operator,  the  two  clicks  are  very  close  together,  and  a 
"dot"  is  formed;  but  when  an  interval  intervenes  between 
the  clicks  the  effect  is  called  a  "  dash."  Different  com- 
binations of  "  dots  "  and  "  dashes  "  form  different  letters. 
The  operator  is  thus  able  to  make  himself  understood  by 
the  listener. 

Tlie  following  is  the  code  of  signals  generally  adopted 
in  America : 

MoRSK  Code  of  Signals. 


A  -  — 

H 

0  -    ■ 

V 

B 

I    -- 

P 

w 

0  --    - 

J 

Q 

X 

D 

K 

Jl  -    -- 

y 

E  - 

L 

S   --- 

z 

F 

M 

T  — 

& 

G 

N  — - 

U 
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3 
4 


Period 
Comma 
Semicolon 


NUMERALS. 

_.       5 7 9 

-—       6 8 0 

PUNCTUATION, 

Interrogation  — Paragraph  - 

Exclamation Italics 

Parenthesis     -  —  -  -  — 


Fia.  213. 


Instead  of  taking  by  sound  it  was  formerly  customary 
to  read  the  dots  and  dashes  on  a  paper  strip,  as  they  were 
made  by  a  point  attached  to  the  beam  bearing  the  arma- 
ture, while  the  strip  was  kept  moving  by  clock-work. 
Fig.  243  shows  the  instrument  which  was  used,  in  the 
place  of  a  sounder,  for  this  purpose. 

2.  Electric  Bells. 

Construction. 

Electric  bells  are  of  various  kinds.  Fig.  244  shows 
the   construction   of   one    of   the  most   common   forms. 
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It  cousists  of  an  electro-magnet  E,  in  front  of  the  poles 
of  which  is  supported  an  armature  A  by  a  spring  S.  At 
the  end  of  the  armature  is  attached  a  hammer  H,  placed 
in  such  a  position  that  it  will  strike  a  bell  B  when  the 
armature  is  drawn  in  to  the  poles  of  the  magnet.  A 
current  breaker,  consisting  of  a  platinum-tipped  screw  C 
in  contact  with  a  platinum-tipped  spring  D  attached  to 
the  armature,  is  placed  in  the  circuit  as  shown  in  the 
figure.    * 


FiQ.  244. 


Action. 

When  the  circuit  is  completed  by  a  push  button  P, 
the  current  from  the  battery  passes  from  the  screw  C 
to  spring  D,  through  the  electro-magnet  and  back  to 
the  battery.  The  armature  is  drawn  in  and  the  bell 
struck  by  the  hammer;  but  by  the  movement  of  the 
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armature  the  spring  D  is  separated  from  the  screw  C, 
and  the  circuit  is  broken  at  this  point.  The  magnet 
then  releases  the  armature,  the  spring  S  causes  the 
hammer  to  fall  back  into  its  original  position,  the  circuit 
is  again  completed,  and  the  action  goes  on  as  before.  A 
continuous  ringing  is  thus  kept  up. 


3.  Measurement    of 


Current 
meters. 


Strengrth  —  Galvano- 


Since  the  magnetic  effect  of  the  current  varies  with  its 
strength,  the  strengths  of  different  currents  may  be  com- 
pared by  comparing  their  magnetic  actions.  Instruments 
for  this  purpose  are  called  galvanometers.  There  are 
many  forms  of  these  instruments,  but  the  following  are 
among  the  most  common. 


Fia.  245. 

1.  The  Astatic  Galvanometer. 
Construction. 

Fig.  245  shows   the  construction  of   this  instrument. 
It  consists  of  an  astatic  pair  of  magnetic  needles,  that  is, 
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a  pair  of  magnetic  needles  rigidly  connected  as  shown  in 
Fig.  181,  suspended  by  a  silk  fibre  in  such  a  position  that 
one  of  the  needles,  usually  the  lower  one,  is  free  to  turn 
around  within  a  coil  of  wire,  the  ends  of  which  are 
attached  to  the  binding  posts  of  the  instrument.  The 
deflection  is  read  from  a  circular  graduated  scale  placed 
above  the  coil. 

Action. 

When  the  needles  are  parallel  with  the  strands  of  the 
coil,  and  a  current  passed  through  it,  both  needles  will  be 
urged  in  the  same  direction.  If  the  deflection  of  the 
needle  is  not  more  than  15°  or  20°,  the  strength  of  the 
current  will  be  approximately  proportional  to  the  angle 
of  deflection. 

This  instrument  is  much  more  sensitive  than  the  gal- 
vanoscope  described  on  page  307;  because  (1)  the  needles 
are  independent  of  the  directive  influence  of  the  earth's 
magnetism  and  consequently  are  more  readily  turned  in 
the  magnetic  field  produced  by  the  current,  (2)  the 
current  acts  upon  both  needles  and  tends  to  turn  them 
in  the  same  direction. 

The  number  of  turns  of  wire  in  the  coil  will  depend 
on  the  character  of  the  current  to  be  measured. 

It  is  made  sensitive  to  weak  currents 

(1)  By  winding  the  coil  with  a  large  number  of  turns 
of  wire. 

(2)  By  suspending  the  needles  by  a  fibre  of  which  the 
torsion  is  very  low. 

(3)  By  magnetizing  the  needles  strongly. 


m 
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Apply  the  law  stated  on  page  348  to  explain  why  the  current  in 
the  coil  tends  to  turn  both  needles  of  the  astatic  pair  in  the  same 
direction. 


t 


2.  The  Tangent  Galvanometer. 

Construction. 

Fig.  246  shows  the  construction  of  a  tangent  galvano- 
meter. It  consists  of  a  short  magnetic  needle,  not  exceed- 
ing one  inch  in  length,  suspended,  or  poised,  at  the  centre 


[} 


«£f> 
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Fig.  246. 


of  an  open  ring  of  copper  or  circular  coil  of  copper  wire 
not  less  than  12  inches  in  diameter.  Where  a  large 
range  of  currents  is  to  be  measured,  both  the  open  ring 
and  coils  of  different  numbers  of  turns  of  wire  are  some- 
times mounted  on  the  same  instrument  as  shown  in  the 
figure.  A  light  aluminium  pointer  is  attached  to  the 
needle,  and  its  deflection  is  read  on  a  circular  graduated 
scale  placed  under  the  pointer. 
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Action. 

Since  the  coil  is  large  and  the  needle  short,  the 
magnetic  field  which  a  current  passing  through  the  ring 
produces  is  practically  uniform  at  all  points  immediately 
surrounding  the  needle,  and  the  lines  of  force  there  are  at 
right  angles  to  the  plane  of  the  coil  (Fig.  237).  On  these 
conditions,  when  the  coil  is  placed  parallel  with  the  earth's 
magnetic  meridian  and  a  current  passed  through  it,  the 
intensity  of  the  current  will  vary  as  the  tangent  of 
the  angle  of  deflection  of  the  needle.  This  may  be 
demonstrated  as  follows : — 

Let  NS  represent  the  coil  of  the 
galvanometer  (Fig.  247) ; 

and  let  ns  denote  the  direction  of  the 
^  c 

needle  and  (f>  the  angle   of   deflection 

when  a  current  C  passes  through  the 

coil. 

Two  forces  act  upon  the  needle. 

(i)  The  horijontal  component  of  the 
earth's  magnetism   (H),  acting  in  the 
Fio.  247.  direction  of  the  magnetic  meridian. 

(ii)  The  force  due  to  the  magnetic  effect  of  the  current, 
acting  at  right  angles  to  (i).  It  is  proportional  to  the  intensity 
of  the  current,  and  may,  therefore,  be  represented  by  C. 

Let  the  lines  na  and  nb  represent  these  forces  in  magnitude 
and  in  direction. 


If  the  forces  are  resolved  along  two  lines,  one  in  the  direction 
of  the  needle  and  the  other  at  right  angles  to  it,  only  the 
resolved  parts  in  a  direction  at  right  angles  to  the  needle  tend 
to  turn  it  around. 
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These  resolved  parts  are  represented  by  the  lines  nc  and  nd; 
and,  since  the  needle  is  at  rest 

nc  =  rul, 

but  nc  =  na  sin  nac 

=  na  sin  <^ 

and  nd  =  nh  cos  bnd 

—  nb  cos  (f>, 

therefore  na  sin  4>  =  **^  cos  (j>, 

nb     sin  <b      ,         . 

or  —  = T  =  tan  «^ 

na     cos  <^ 

or  nh  =  na  tan  ^. 

But  nb  represents  C,  and  na  represents  H, 

therefore  C  =  H  tan  0, 

but  H  is  constant. 

Hence 

C  varies  as  tan  ^. 

That  is,  the  intensity  of  the  cunent  varies  as  the  tangent  of 
the  angle  of  deflection  of  the  needle. 

If  the  current  corresponding  to  any  angle  of  deflec- 
tion is  known,  the  current  corresponding  to  any  other 
angle  of  deflection  can  be  determined  by  referring  to  a 
table  for  the  tangent  of  the  angle,  and  making  the  neces- 
sary calculations. 

Experiment. 

Place  in  a  circuit  with  a  constant  battery  a  tangent  galvano- 
meter and    a  copper  voltameter,  observe  the  reading  of    the 
24 
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galvanometer  and  determine,  as  described  in  Art.  14,  page 
.343,  the  current  in  amperes  passing  through  the  coil  of  the 
galvanometer.  ' 

Make  a  record  of  the  result  and  keep  it  for  future  experi- 
ments. 


QUESTIONS. 

1.  If  you  were  given  a  voltaic  cell,  wire  with  an  insulating 
covering,  and  a  bar  of  soft  iron,  one  end  of  which  was  marked, 

tate  exactly  what  arrangements  you    would  make   in   order  to 
agnetize  the  iron  so  that  the   marked   end  might  be  a  north- 
seeking  pole.     Give  a  diagram. 

2.  A  current  is  flowing  through  a  rigid  copper  rod.^  How  would 
you  place  a  small  piece  of  iron  wire  with  respect  to  it,  so  that  the 
iron  may  be  magnetized  in  the  direction  of  its  length  ?  Assuming 
the  direction  of  the  current,  state  which  end  of  the  iron  will  be  a 

orth  pole.  |kaa-^    v^  OcK     VOC  ^  "^S  n 

3.  A  strong  electric  current  flows  through  a  copper  wire,  which 
sses  through  the  centre  of  an  iron  ring,  and  is  at  riglit  angles  to 

the  plane  of  the  ring.     Describe  the  magnetic  state  of  the  ring. 

4.  A  telegraph  wire  runs  north  and  south  along  the  magnetic 
meridian.     A  magnetic   needle   free   to   turn  in   all  directions  is 

■^placed  beside  the  wire,  and  on  the  same  level  with  it.  How  will 
this  needle  act  when  a  current  is  sent  through  the  wire  from  soutli 
to  north  ?  Supposing  the  wire  to  run  east  and  west,  how  would 
you  detect  the  direction  of  a  current  passing  through  it  ? 

5.  A  guttapercha  covered  copper  wire  is  wound  round  a  wooden 
cylinder,  AB,  from  A  to  B.  How  would  you  wind  it  back  from  B 
to  A,  (1)  so  as  to  increase,  (2)  so  as  to  diminish  the  magnetic  efl'ects 
which  it  produces  when  a  current  is  passed  through  it  ?  Illustrate 
your  answer  by  a  diagram  drawn  on  the  assumption  that  you  are 
looking  at  tha  end  B. 


G.  An  insulated  copper  wire  is  wound  round  a  glass  tube,   AB, 
from  end  to  end,  and  a  current  is  sent  through  it,  which  to  an 
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observer  looking  at  the  end  A,  appears  to  go  round  in  the  same 
direction  as  the  hands  of  a  watch.  A  rod  of  soft  iron  is  held  (1) 
inside  the  tube  ;  (2)  outside  but  parallel  to  the  tube.  What  will 
be  the  magnetic  pole  at  that  end  of  the  bar  which  is  nearest  to  the 
observer  in  each  case  ?      \    ■•  ^  ..-;•£- S.---'r  •        4, 

7.  Two  parallel  covered  wires  are  traversed  by  equal  currents  in 
the  same  direction  :  what  is  the  joint  effect  of  the  currents  upon  a 
bar  of  soft  iron  (a)  laid  across  the  two  wires,  on  the  same  side  of 
both  ;  (fe)  held  between  the  wires  at  the  same  distance  from  each  % 

-8.  Two  compass  needles  are  arranged  near  each  other  so  that 
pth  point  along  the  same  straight  line.  A  wire  connecting  the 
platinum  and  zinc  ends  of  a  battery  is  stretched  vertically  half-way 
between  the  needles.  How  will  the  current  in  the  wire  affect  the 
needles,  and  how  will  the  result  depend  upon  whether  the  platinum 
terminal  is  connected  with  the  upper  or  the  lower  end  of  the  wire  ? 


9.  Two  long  wires  are  placed  parallel  to  each  other  in  the  .same 
horizontal  plane,  and  in  the  magnetic  meridian.  A  magnetic 
needle,  capable  of  turning  in  any  direction  about  its  point  of 
suspension,  is  placed  exactly  half-way  between  them.  How  will  it 
behave,  if  the  same  electric  current  flows  through  the  easterly  wire 
from  south  to  north,  and  through  the  westerly  wire  from  north  to 
south  ?  (The  action  of  the  earth  on  the  magnetic  needle  may  be 
neglected.) 

Y^  iO.  One  end  of  a  coil  of  wire,  through  which  a  current  passes,  is 

Jk^und  to  attract  the  north  pole  of  a  compass-needle,  when  placed 

at  a  certain  distance  from  it.     Will  the  action  be  the  same  (1)  in 

nature,  (2)  in  amount,  when  a  rod  of  soft  unmagnetized  iron  is 

placed  inside  the  coil  ? 

11.  A  number  of  galvanic  cells  are  connected  together  in  a  row 
to  form  a  battery.  Tliis  row  is  laid  on  a  table  so  as  to  lie  north  and 
south.  The  zinc  is  to  the  north.  The  poles  of  the  battery  are  con- 
nected together  by  a  wire,  which  passes  from  one  pole,  up  one  wall 
of  the  room,  across  the  ceiling,  and  down  the  opposite  wall  to  the 
other  pole  of  the  battery.  How  will  a  magnetic  needle  be  affected 
which  is  placed  under  the  table  and  just  below  the  battery  ? 
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12.  A  coil  of  wire  is  suspended  in  front  of  the  one  pole  of  a  bar 
magnet.  A  current  is  made  to  flow  in  the  coil.  How  will  the  coil 
move  (1)  when  its  axis  points  in  the  line  of  the  magnet,  (2)  when  it 
points  at  right  angles  to  that  line  ? 

13.  A  small  coil  is  suspended  between  the  poles  of  the  powerful 
electro-magnet  and  is  movable  about  a  vertical  axis.  How  will  it 
move  when  a  current  flows  in  it  ?  If  set  in  a  certain  position  it  will 
not  move.     What  is  this  position  ? 

14.  If  it  were  true  that  the  earth's  magnetism  is  due  to  currents 
traversing  the  earth's  surface,  show  what  would  be  their  general 
direction. 

15.  An  elastic  spiral  of  wire  hangs  so  that  its  lower  end  just  dips 
into  a  vessel  of  mercury.  Describe  and  explain  what  happens 
when  the  top  of  the  spiral  is  conhected  with  the  one  pole  and 
the  mercury  is   connected    with    the    other    pole    of    a  battery. 
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I. — Induced  Currents. 
1.  Apparatus. 

Pi'epare  two  large  coils  of  the  form  shown  in  Fig.  248,  by 
winding  double  cotton  covered  magnet  wire  No.  1 6  on  wooden 
spools  of  which  the  dimensions  are,  length  4  inches,  diameter 
of  flanges  3  inches,  diameter  of  the  opening  through  the  spool 


Fig.  248. 


thickness  of  flanges  ^  inch. 


1  inch,  thickness  of  walls  ^\-  inch, 
The  wire  should  be  carefully  wound  on  each  in  the  same  direc- 
tion, and  the  ends  attached  to  binding  posts,  as  shown  in  the 
figure. 

Also  prepare  another  coil  (Fig.  249),  made  by 
winding  magnet  wire  No.  35  on»  a  spool  of  the  fol- 
lowing dimensions :  lengtTf  ^  inches,  diameter  of 
flanges  rf  inch,  diameter  of  opening  through  the 
si)Ool  xff  inch,  with  the  thickness  of  walls  and  flanges 
as  in  the  large  spools. 

Obtain  two  soft  iron  rods,  one  10  inches  long, 
which  will  just  pass  easily  through  the  opening  in  ^^ 

[37.3] 
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the  large  spool,  and  another  5  inches  long,  which  will  just  pass 
through  the  opening  in  the  small  spool.  Also  obtain  two  soft 
iron  rods  4^  inches  long  and  1  inch  in  diameter,  to  be  con- 
nected as  shown  in  Fig.  250  by  an  iron  plate,  6  inches  long 
and  ^  inch  thick,  the  centres  of  the  rods  being  4|  inches  apart, 
and  their  upper  ends  being  bored  and  tapped  to  receive  bolts. 
The  plate  should  be  secured  to  a  wooden  stand  and  when  the 
large  coils  are  fitted  over  the  rods  the  apparatus  should  appear 
as  shown  in  Fig.  253. 


1 


:± 


if 
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2.  Production  of  Induced  Currents. 
Experiment  1. 

Connect  the  ends  of  the  wire  of  the  large  coil  with  a  sensi- 
tive galvanometer  and  thrust  (1)  slowly,  (2)  quickly,  a  power- 
ful bar  magnet  into  the  opening  of  the  spool  (Fig.  251). 

1.  Does  the  galvanometer  indicate  a  current  (1)  at  the  instant  the 
magnet  is  thrust  into  the  coil,  (2)  while  it  remains  stationary  in  the 

coil?    ,:^-   .  ^^^^.^^-^  ^^■"'"\>-  "-"^-^  A^^^ 

Withdraw  the  magnet  (1)  quickly,  (2)  slowly.  "' '^^ 

2.  Does  the  galvanometer  indicate  a  current  at  the  instant  the 
magnet  is  withdrawn  ? 

3.  If  a  current  is  produced  by  (a)  inserting,  and  (6)  withdrawing 
the  magnet  from  the  coil,  does  it  flow  in  the  same  direction  in  eacli 
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case,  and  is  there  any  relation  between  the  E.M.F.  of  these  cur- 
rents and  the  rapidity  with  which  the  magnet  is  inserted  or  with- 
drawn ? 


Fig.  251. 

4.  Does  the  inserting  of  the  magnet  increase  or  diminish  the 
number  of  magnetic  lines  of  force  which  pass  across  the  space  en- 
closed by  the  coil  ?  What  efi'ect  has  withdrawing  it  upon  the 
number  of  lines  of  force  passing  across  this  space  ? 

Experiment  2. 

Make  an  electro-magnet  by  placing  the  soft  iron  rod  within 
the  small  coil  of  fine  wire  prepared  as  described  above  and 
connecting  the  ends  of  the  wire  with  a  battery.  Place  the 
galvanometer  in  the  circuit  for  an  instant  and  observe  the 
direction  of  the  deflection  of  the  needle.  Now  remove  the 
galvanometer  from  this  circuit  and  connect  it  with  the  large 
coil,  as  shown  in  Fig.  252,  taking  care  to  connect  each  binding 
post  with  the  end  of  the  wire  of  the  large  coil  which  corres- 
ponds to  the  end  of  the  small  coil  with  which  it  was  connected. 
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When  the  small  coil  is  connected  with  the  battery,  thrust  it 
quickly  into  the  large  coil,  allow  it  to  stand  a  few  seconds  and 
then  withdraw  it  quickly.  Repeat  the  experiment  several 
times,  changing  the  rapidity  with  which  the  coil  is  inserted 
and  withdrawn. 


Fia.  252. 


1.  When  does  the  galvanometer  indicate  that  a  current  is  flowing 
through  the  coil  connected  with  it  ? 

2.  When  does  this  current  flow  in  the  same  direction  as  the 
battery  current,  when  the  coils  are  approaching  or  when  they  are 
receding  from  each  other  ? 

3.  What  is  the  relation  between  the  rapidity  with  which  the  coils 
are  brought  together,  or  separated,  and  the  E.  M.  F.  of  the  current 
produced  in  the  coil  connected  with  the  galvanometer  1 
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3.  Explanation  of  Terms. 

The  coil  connected  with  the  battery  is  called  the 
primary  coil,  and  the  current  which  flows  through  it  is 
called  the  primary  current ;  the  coil  connected  with  the 
galvanometer  is  called  the  secondary  coil,  and  the 
momentary  currents  made  to  flow  in  it,  secondary  cur- 
rents. When  the  secondary  currents  flow  in  the  same 
direction  as  the  primary,  they  are  said  to  be  "  direct," 
or  to  flow  in  a  positive  direction ;  but  when  the  second- 
ary currents  flow  in  the  opposite  direction,  they  are  said 
to  be  "  inverse,"  or  to  flow  in  a  negative  direction. 

Is  the  secondary  current  direct  or  inverse  wlien  the  number  of 
lines  of  force  passing  through  the  space  enclosed  by  the  secondary 
coil  is  (1)  increasing,  (2)  decreasing  ? 


Fig.  253. 


Experiment  3. 

Repeat  Experiment  2,  connecting  the  battery  with  the  outer 
coil  and  the  galvanometer  with  the  inner  coil. 
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Experiment  4. 

Place  the  two  large  coils  on  the  vertical  rods  shown  in  Fig. 
250,  and  connect  them  as  shown  in  Fig.  253,  thus  forming  a 
large  electro-magnet  with  opposite  poles  at  the  upper  ends  of 
the  rods.  Connect  with  the  battery  as  shown  in  the  figure. 
Place  the  iron  rod  within  the  small  coil  and  connect  the  term- 
inals with  the  galvanometer.  Hold  this  coil  over  the  poles  of 
the  electro-magnet,  and,  keeping  its  axis  in  line  with  the  poles 
of  the  magnet,  move  it  backward  and  forward  and  turn  it  end 
for  end. 

On  what  conditions  are  (1)  direct,  (2)  inverse  currents  produced 
in  the  coil  1 


Fia.  254. 
Experiment  5. 

Place  the  small  coil  within  the  large  one,  insert  the  iron 
rod,  and  connect  the  small  coil  with  the  galvanometer  and  the 
large  one  with  a  battery,  placing  a  key  in  the  latter  circuit, 
as  shown  in  Fig.  254,  Quickly  make  and  break  the  circuit 
two  or  three  times  with  the  key. 

1.  What  kind  of  current  is  produced  in  the  secondary  coil  (1) 
when  the  circuit  is  completed,  (^)  when  it  is  broken  1 


CURRENT    INDUCTION. 


379 


2.  How  does  (1)  completing  the  circuit,  (2)  breaking  it,  change 
the  number  of  lines  of  force  passing  through  the  space  enclosed  by 
the  coil  ? 

3.  In  which  case,  therefore,  is  a  direct  secondary  current  pro- 
duced in  the  secondary  coil,  when  the  number  of  lines  of  force 
passing  through  the  space  enclosed  by  the  current  is  increasing  or 
diminishing  ? 

Experiment  6. 

Repeat  the  last  experiment,  connecting  the  outer  coil  with 
the  galvanometer  and  the  inner  one  with  the  battery. 


Experiment  7, 

Repeat  Experiments  5  and  6,  placing  in  the  circuit  a 
rheostat  instead  of  the  key. 

Alternately  lessen  and  increase  the  current  given  by  the 
battery  by  increasing  and  decreasing  with  the  rheostat  the 
resistance  in  the  circuit. 

1.  Does  any  change  in  the  strength  of  the  current  passing  through 
the  coil  connected  with  the  battery  cause  a  current  in  the  other  coil? 

2.  If  so,  when  is  a  direct  current  produced,  and  when  au  inverse? 
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Experiment  8. 

Repeat  Experiments  5,  6  and  7,  using  the  two  large  coils 
instead  of  the  large  one  and  small  one,  and  (1)  placing  them 
end  to  end,  as  shown  in  Fig.  255,  with  an  iron  rod  through  the 
openings,  (2)  placing  them  on  the  upright  rods,  as  shown  in 
Fig.  256. 

Experiment  9. 

Place  the  coils  again  as  in  Experiment  5.  Connect  the 
outer  one  with  the  battery  and  the  inner  one  with  the 
galvanometer,  and  move  backward  and  forward  in  front  of 
the  iron  rod  a  plate  of  soft  iron. 


Fio.  256. 

1.  Does  the  movement  of  the  iTon  plate  cause  a  current  in  the 
inner  coil  ? 

2.  How  does  the  movement  of  the  iron  plate  cause  a  change  in 
the  magnetic  field  surrounding  the  inner  coil  1 

4.  Summary. 

These  experiments  show  that 

1.  Any  change  in  the  number  of  lines  of  forces  pass- 
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ing  through  the  spaces  enclosed  by  a  coil  of  wire 
produces  a  current  of  electricity  in  the  wire. 

When  a  current  is  set  up  in  a  coil  of  wire  in  tliis  way, 
it  is  said  to  be  produced  by  induction. 

The  following  are  the  laws : — 
Laws  of  Induction. 

1.  Whenever  a  decrease  in  the  number  of  lines  of  force  which 
pass  through  a  closed  circuit  takes  place,  a  current  is  induced 
in  this  circuit  flowing  in  the  same  direction  as  that  which 
would  be  required  to  produce  this  magnetic  field,  that  is,  a 
direct  current  is  produced. 

Whenever  an  increase  in  the  number  of  lines  of  force  takes 
place,  the  current  induced  is  such  as  would  by  itself  produce 
a  field  opposite  in  direction  to  that  acting ;  that  is,  an  inverse 
current  is  produced. 

2.  The  total  electromotive-force  induced_in_any  circuit-at  a. 
-given  instant  is  equal jtp^thgjtimerxate  of  the  variation  of  the 
flow  of  magnetic  lines  of  force  across  this  g^pnit. 

5.  Self-induction. 
Experiment. 

Place  the  large  coils  arranged  as  an  electro-magnet,  as 
shown  in  Fig.  253,  in  a  circuit  with  a  battery.  Close  and  open 
the  circuit  by  holding  the  ends  of  the  wires  in  your  hands, 
touching  them  together,  and  then««eparating  them. 

1.  WhaC  do  you  observe  at  the  ends  of  the  wires  when  they  are 
separated?    vV  X^^^*-*'V''^  '^ 

2.  Is  a  shock  felt  ?  Dampen  your  fingers  and  repeat  the  experi- 
ment, grasping  the  bare  wires. 

The  effects  observed  are  due  to  what  is  known  as 
self-induction. 

The  magnetic  lines  of  force  surrounding  a  current  in 
circulating  around  the  wire  pass,  especially  when  the 
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wire  is  coiled,  across  contiguous  parts  of  the  same  circuit, 
and  any  variation  in  the  strength  of  the  current  causes 
the  current  to  act  inductively  on  itself.  On  completing 
the  circuit,  this  current  is  inveree ;  and  on  breaking  it, 
direct. 

The  direct  induced  current  in  the  primary  wire  itself, 
which  tends  to  strengthen  the  current  when  the  circuit 
is  broken,  is  called  the  extra  current. 

This  self-induced  current  is  of  high  E.M.F.,  and  there- 
fore flows  for  an  instant  across  the  air  space  when  the 
wires  are  a  short  distance  apart ;  hence  the  spark. 

1.  Why  will  an  iron  core  placed  within  a  coil  of  wire  in  a  circuit 
increase  the  intensity  of  the  extra  current  when  the  circuit  is 
broken  ? 

2.  If  a  large  electro-magnet  is  placed  in  a  circuit  with  a  galvano- 
meter and  a  secondary  battery,  on  closing  the  circuit  the  current 
will  be  seen  to  rise  gradually  and  take  it  full  strength  only  after 
several  seconds.     Explain. 

3.  If  you  place  across  the  terminals  of  a  large  electro-magnet  an 
incandescent  lamp  of  such  resistance  that  a  battery  current  will 
bring  it  only  to  dull  redness,  and  you  break  the  connection  with 
the  battery,  you  will  observe  that  the  lamp  will  become  vividly 
incandescent  for  an  instant.     Explain.      Try  the  experiment. 


QUESTIONS. 

1.  You  have  a  metal  hoop.  Describe  (and  give  a  figure  of)  some 
arrangement  by  which,  without  touching  the  hoop,  you  could  make 
electric  currents  pass  round  it,  first  one  way  and  then  the  other. 

2.  A  bar  of  perfectly  soft  iron  is  thrust  into  the  interior  of  a  coil 
of  wire  whose  terminals  are  connected  through  a  galvanometer. 
An  induced  current  is  observed.     Could  the  coil  and  bar  be  placed 
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in  such  a  position  that  the  above  action  might  nearly  or  entirely 
disappear  ?    Explain  fully. 

3.  A  piece  of  covered  wire  is  passed  a  few  times  round  a  wooden 
hoop  ;  its  ends  are  joined  up  to  a  galvanometer.  The  ends  of 
another  piece  of  covered  wire  which  is  wrapped  round  a  similar 
hoop  are  joined  up  to  a  battery.  What  will  happen  if  the  two 
hoops  are  (1)  brought  quickly  near  to  each  other,  and  (2)  if  they 
are  quickly  separated  1 

4.  How  could  you  temporarily  stop  or  weaken  a  cuiTent  in  a 
wire  without  disconnecting  it  from  the  battery,  by  means  of  the 
motion  of  another  wire  through  which  a  current  is  passing  ? 

5.  The  poles  of  a  voltaic  battery  are  connected  with  two  mercury- 
cups.     These  cups  are  connected  successively  by 

(1)  A  long  straight  wire  ; 

(2)  The   same  wire  arranged  in  a  close  spiral,  the   wire  being 

covered  with  some  insulating  material  ; 

(3)  The  same  wire  coiled  round  a  soft  iron  core. 

Describe  and  discuss  what  happens  in  each  case  when  the 
circuit  is  broken. 

6.  Round  the  outside  of  a  deep  cylindrical  jar  are  coiled  two 
separate  pieces  of  fine  silk- covered  wire,  each  consisting  of  many 
turns.  The  ends  of  one  coil  are  fastened  to  a  battery,  those  of  the 
other  to  a  sensitive  galvanometer.  When  an  iron  bar  is  thrust  into 
the  jar  a  momentary  current  is  observed  in  the  galvanometer  coils, 
and  wlien  it  is  drawn  out  another  momentary  current,  but  in  an 
opposite  direction,  is  observed.     Explain  these  observations. 

7.  A  small  battery  was  joined  in  circuit  with  a  coil  of  fine  wire 
and  a  galvanometer,  in  which  the  current  was  found  to  produce  a 
steady  but  small  deflection.  An  unmagnetized  iron  bar  was  now 
plunged  into  the  hollow  of  the  coil  and  then  withdrawn.  The 
galvanometer  needle  was  observed  to  recede  momentarily  from  its 
first  position,  then  to  return  and  to  swing  beyond  it  with  a  wider 
arc  than  before,  and  finally  to  settle  down  to  its  original  deflection. 
Explain  these  actions,  and  state  what  was  the  source  of  the  energy 
that  moved  the  needle. 
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li. — Practical  Applications. 
1.  Ruhmkorff  Induction  Coil. 

The  Ruhmkorff  induction  coil  is  an   instrument  by 
means  of  which  currents  of  high  E.M.F.  are  produced  by 

^1 


^'k 
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the  action  of  an  electric  current  in  a  circuit  which  is 
alternately  opened  and  closed  in  rapid  succession. 


Fig.  257. 


Construction. 

Fig.  257  shows  the  essential  parts  of  the  instrument.    A| 
primary  coil,  consisting  of  a  few  turns  of  stout  insulated' 
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c6pper  wire,  is  wound  around  a  core  D  made  up  of  a  bundle 
of  soft  iron  wires.    One  end  of  this  coil  is  attached  directly 
to  one  of  the  poles  of  a  battery ;  and  the  other  end  is 
connected  to  the  other  pole  of  the  battery  by  means  of  a     ^1 
current  breaker,  which  consists  of  a  hammer  H  supported 
in  front  of  the  iron  core  by  a  spring  A  in  contact  with  a      j 
screw   B, .  the  wires  being  connected  as  shown   in  the  ^-^  ^ 
figure.     The  spring  and  screw  are  also  connected  with  a   ^ 
condenser  C,  C^  made  of  alternate  layers  of  tinfoil  and 
paraffined  paper,  in  such  a  manner  that  one  is  joined  to     ^^ 
the  even  sheets  of  foil  and  the  other  to  the  odd  ones.  r* 

A  secondary  coil,  consisting  of  a  great  number  of  turns  /-*- 

of  very  fine  insulated  wire,  is  wound  on  the  outside  of  the  "* 

primary  coil.     The  terminals  of  this  coil  are  attached  to  *^ 

binding  posts  placed  above  the  coil.  C^ 

Action.  >a^ 

When  the  primary  circuit  is  completed  and  the  battery  rt 

current  passes  through  the  coil,  the  core  is  magnetized,     -^^ 

fliA  Viflmmpr  is  rli-flwrn  in    aiirl   fVip    pirfnif.  KrnVAn  Kpf^wAPn        ^^"''^  I 


the  hammer  is  drawn  in,  and  the  circuit  broken  between 
the  spring  A  and  the  screw  B.  The  hammer  then  falls 
back,  the  circuit  is  completed,  and  the  action  goes  on  as 
before.  An  interrupted  current  is  thus  sent  through  the  '^^ 
primary  coil,  which  induces  currents  of  high  electro-  "^^ 
motive-force  in  the  secondary  coiL 

The  function  of  the  condenser  is  to  prevent  the  extra 
current  induced  in  the  primary  coil,  when  the  circuit  is 
broken,  from  paf^sing  across  the  break  in  the  form  of  a 
spark,  and  prolonging  the  time  of  fall  to  zero  of  the 
primary  current,  in  consequence  of  which  the  rate  of 
variation  of   the  flow  of    the   magnetic   lines  of    force         <;^ 
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across  the  secondary  coil  would  be  diminished  and  tlie 
electromotive-force  of  the  induced  current  lowered. 
The  extra  current  flows  by  the  shunt  circuit  into 
the  condenser,  and  causes  a  difference  in  potential 
between  the  layers  of  foil  connected  with  the  two  wir&s. 
This  immediately  gives  rise  to  a  current  in  the  op- 
posite direction  which  flows  back  through  the  primary 
coil  and  instantaneously  demagnetizes  the  soft  iron  core, 
thus  causing  the  inverse  current  induced  in  the  secondary 
coil,  when  the  primary  circuit  is  broken,  to  become 
shorter  and  more  intense. 

The  potential-difference  between  the  terminals  of  the 
secondary  coil  can  in  this  way  be  made  sufficiently  great 
to  cause  a  spark  to  pass  between  them  when  they  are 
placed  a  short  distance  apart. 

This  potential-difference  is  increased  by  increasing  the 
number  of  turns  of  wire,  by  increasing  the  current  in 
the  primary  coil,  and  by  decreasing  the  time  required  for 
it  to  fall  to  zero  each  time  the  circuit  is  broken. 

The  iron  core,  on  account  of  its  magnetic  permeability, 
increases  the  number  of  lines  of  force  passing  through 
the  coils. 

A  bundle  of  iron  wire  is  used  instead  of  a  solid  bar  of 
iron  to  produce  a  stronger  magnetization,  and  to  prevent 
the  circulation  of  induced  currents  in  the  iron  itself. 

2.  The  Transformer. 

When  the  primary  current  is  of  constantly  varying 
strength,  or  is  an  alternating  current,  the  current  breaker 
in  the  primary  circuit  is  unnecessary,  and  the  apparatus 
for  transforming  a  current  of  one  electromotive-force  to 


CURRENT    INDUCTION. 


387 


that  of  another  consists  of  but  the  two  coils  and  the  iron 

core,  as  shown  in  Fig.  258.     There  are 

many  forms  of  this  instrument,  but  the 

essential  parts  of  all  are  the  same — two 

coils  and  a  laminated  soft  iron  core,  so 

placed  that  as  many  as  possible  of  the  p,(,  253. 

lines  of  force  produced  by  the  current  in  one  coil  will 

pass  through  the  space  enclosed  by  the  other. 

When  the  current  is  alternating,  the  electromotive- 
forces  of  the  currents  generated  in  the  secondary  coil  are 
to  those  of  the  primary  currents  nearly  in  the  ratio  of 
the  number  of  turns  of  wire  in  the  secondary  coil  to  the 
number  in  the  primary. 


Fio.  259. 


3.  The  Dynamo. 

Experiment  1. 

Provide  two  cast  iron  pole-pieces  of  the  form   shown   in 
Fig.  259,  to  be  attached  by  bolts  to  the  large  electro-magnet 
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used  in  former  experiments.  The  circular  opening  between  the 
pole-pieces  should  be  about  3|  inches  in  diameter.  Provide 
also  a  soft  iron  ring,  about  2|  inches  in  diameter  and  of  the 
form  shown  in  Fig.  260.  It  is  best  made  of  soft  iron  wire, 
but  a  ring  of  solid  iron  will  answer.  Insulate  the  ring  by 
covering  it  with  the  insulating  tape  used  for  wrapping  joints, 
and  wind  a  coil  of  a  number  of  turns  of  fine  insulated  copper 
wire  around  it,  as  shown  in  the  figure.  Connect  the  ends  of 
the  wire  with  a  sensitive  galvanometer  by  means  of  flexible 
conducting  cords,  and  insert  the  coil  into  the  circular  opening 
between  the  pole-pieces.  Connect  the  electro-magnet  with  a 
battery,  as  shown  in  figure,  revolve  the  ring,  and  observe  the 
directions  of  the  current  generated  in  the  coil.  Repeat  the 
experiment  several  times. 


Fig.  260. 

1.  What  is  the  cause  of  the  currents  produced  in  the  coil  ?  (See 
Art.  4,  page  381.) 

2.  When  the  coil  is  being  turned  around,  at  what  positions  (1) 
is  the  direction  of  the  current  in  it  changed,  (2)  is  the  E.M.F. 
of  the  induced  current  at  a  maximum  ? 

3.  Does  an  increase  in  the  velocity  of  revolution  increase  the 
E.M.r.  of  the  induced  current  ?     If  so,  why  ? 


M 
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Experiment  2. 

Obtain  another  ring  similar  to  that  used  in  the  last  experi- 
ment, and,  after  insulating  it  as  before,  wind  upon  it  a 
number  of  coils  of  insulated  copper  magnet  wire  No.  20,  as 
shown  in  Fig.  261.     Fit  the  ring  over  a  wooden  hub,  on  one 


Fig.  261. 

end  of  which  is  turned  a  pulley,  and  through  the  centre  of 
which  passes  an  iron  or  brass  shaft.  Connect  the  end  of  each 
coil  with  the  beginning  of  the  next  by  fastening  the  wires  to 
small  copper  plates  screwed  to  the 
hub,  as  shown  in  the  figure.  The 
plates  are  to  be  placed  side  by  side, 
but  must  not  be  allowed  to  touch. 
Mount  the  axle  on  cross  bars  screw- 
ed to  the  pole-pieces  of  the  large 
electro-magnet,  and  attach  copper 
strips,  to  serve  as  brushes,  to  bind- 
ing posts  held  in  position  by  a  ..^  , 
vulcanite  bar  (Fig.  262).  Turn  the  fig.  261. 
brushes  so  that  they  will  just  touch  the  small  copper  plates, 
and  connect  them  with  a  galvanometer.  Now  connect  the 
electro-magnet  with  a  battery,  and,  by  means  of  a  whirling- 
machine,  revolve  the  ring  of  coils. 
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1.  What  evidence  have  you  that  the  current  which  passes  from 
one  brush  to  the  other  through  the  galvanometer  flows  always  in 
the  same  direction  ? 

2.  Why  does  this  current  flow  in  one  direction  ? 

To  answer  this  question,  consider  the  following  results  of  the 
previous  experiment : — 

1.  The  currents  in  the  single  coil  are  always  flowing  in  the  same 
direction  when  it  is  on  the  same  side  of  a  line  drawn  througli  the 
centre  of  the  ring  nearly  at  right  angles  to  the  line  joining  the 
poles  of  the  magnet. 

2.  On  opposite  sides  of  this  line  the  currents  in  the  coil  are  in 
opposite  directions. 


Fig.  2ii-I. 

3,  What,  therefore,  may  be  inferred  with  regard  to  the  directions 
in  which  the  currents  tend  to  flow  (1)  in  each  coil  on  the  same  side 
of  this  line,  (2)  in  the  connected  coils  on  opposite  sides  of  the  line  ? 

4.  If  the  brushes  are  so  placed  that  one  touches  the  wires  at  the 
point  from  which  and  the  other  at  the  point  to  which  these  currents 
tend  to  flow,  in  what  direction  will  the  current  flow  in  the  wire 
which  joins  the  brushes 
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6.  Where  should  the  brushes  be  placed  ?     Why  ? 

6.  Why  does  the  current  flow  in  the  same  direction  in  all  the 
coils  on  the  same  side  of  a  line  drawn  nearly  at  right  angles  to  the 
line  joining  the  poles  of  the  magnet,  and  in  the  opposite  direction 
on  the  opposite  side  of  the  line  ?     (See  Art.  4,  page  381.) 

Experiment  3. 

Repeat  the  last  experiment,  disconnecting  the  magnet  from 
the  battery  and  connecting  it  with  wires  from  the  brushes,  as 
shown  in  Fig.  262. 

1.  Is  a  current  produced  when  the  ring  of  coils  is  revolved  ? 

2.  If  so,  how  is  the  magnet  excited  ? 
6.  The  Direct  Current  Dynamo. 

The  preceding  experiments  illustrate  the  method  of 
generating  an  electric  current  by  a  dynamo. 

Construction. 

Fig.  263  shows  the  essential  parts  of  a  direct  current 
dynamo.  It  consists  of  a  field-magnet  between  the 
poles  N,  S  of  which  is  revolved  an  armature,  consisting 
of  a  laminated  soft  iron  core  A,  around  which  are  wound 
coils  c,  c,  c  .  .  .  of  insulated  copper  wire.  The  ends  of 
these  coils  are  joined  to  copper  commutator  plates 
P,  P,  P  .  .  .  as  shown  in  the  figure.  These  plates  are 
insulated  from  one  another  and  are  rubbed  at  points 
about  midway  between  the  poles  by  copper  or  carbon 
commutator  brushes  B  B^. 

The  wires  of  the  main  circuit  are  connected  with  the 
brushes,  and  the  field-magnet  coils  are  either  connected 
in  series,  that  is,  made  a  part  of  the  main  circuit  as 
shown  in  Fig.  264,  or  are  in  a  shunt  circuit,  as  shown  in 
Fig.  265. 
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Action. 

When  the  circuit  is  closed  and  the  aimature  revolved, 
currents  will  be  induced  in  the  connected  coils  by  the 
constant  variations  in  the  number  of  lines  of  force  pass- 


ing through  the  space  enclosed  by  each  coil.  The  direc- 
tions  of  these  currents  are  indicated  by  the  arrows  in 
Fig.  263.  A  continuous  current,  therefore,  flows  from 
the   brush  which   presses   the  commutator  plate  at  B. 
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Fig.  264. 


through  tlie  m^in  circuit  to  the  brush  which  presses  the 
plates  at  B^. 
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In  the  series  dynamo  (Fig.  264)  the  full  current 
excites  the  field  magnets,  which  are  usually  wound 
with  coarse  wire.  It  is  used  where,  as  in  arc  lighting, 
a  constant  current  is  required. 

In  the  shunt-dynamo  (Fig.  265)  a  fraction  of  the 
current  passes  directly  from  one  brush  through  the  high 
resistance  field-magnet  coils  to  the  other  brush.  Dynamos 
of  this  class  are  used  where  the  output  of  current  required 
is  continually  changing,  but  where  the  potential-differ- 
ence between  the  brushes  must  be  kept  constant.  The 
regulation  is  accomplished  by  a  suitable  rheostat  placed 
in  the  shunt  circuit  to  vary  the  amount  of  the  exciting 
current. 


Fig.  266. 

A  cylindrical  core  of  laminated  iron  is  frequently  used 
instead  of  the  ring  core  in  the  armature  of  a  dynamo. 
It  is  then  known  as  the  drum  armature.  Fig.  266  shows 
the  method  of  winding  and  the  connections  with  the 
commutator  plates. 

Fig.  267  shows  a  common  form  of  the  direct  current 
dynamo  used  for  commercial  purposes. 
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QUESTIONS. 

1.  Upon  what  is  the  potential-difference  between  the  brushes  of 
a  dynamo  dependent  ? 


Fig.  267. 


2.  To  what  is  the  internal  resistance  of  a  dynamo  due  ? 

3.  How  should  a  dynamo  for  producing  currents  at  a  high  electro- 
motive-force be  wound  ? 
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4.  How  should  a  dynamo  used  to  produce  a  current  for  electro- 
plating be  wound  ? 

5.  Wliat  would  be  the  effect  of  short-circuiting  (1)  a  series- 
dynamo,  (2)  a  shunt-dynamo  ?     Explain. 

6.  What  would  be  the  effect  upon  the  potential-difference  between 
the  brushes  of  a  dynamo  of  moving  them  backward  or  forward 
around  the  ring  of  coumiutator  plates  i     Explain. 

7.  Why  is  the  armature  core  laminated  ? 

8.  What  would  be  the  effect  upon  the  working  of  a  dynamo  of 
connecting  the  commutator  plates  by  binding  a  bare  copper  wire 
around  them,  (1)  if  the  field-magnet  coils  are  in  a  shunt  circuit, 
(2)  if  the  field-magnet  is  excited  by  a  separate  dynamo  ?  Would  a 
current  be  generated  in  either  of  these  cases  ?  If  so,  where  would 
it  flow  ? 


1.  The  Electric  Motor. 

The  direct  current  djiiamo  may  be  used  as  a  motor. 
The  armature  and  field-magnet  coils  are  wound  to  suit 
the  electromotive-force  of  the  current  used. 

Action  of  the  Dynamo  as  an  Electric  Motor. 

The  current  supplied  to  the  motor  divides  at  d,  Fig. 
268 ;  part  flows  through  the  field-magnet  coils  and  part 
enters  the  armature  coils  by  the  brush  B  at  the  point  6, 
where  it  divides,  part  passing  through  the  coils  on  one 
side  of  the  ring,  and  part  through  the  coils  on  the  other 
side.  The  currents  through  the  armature  coils  re-unite 
at  a,  pass  out  by  the  brush  B^,  and  are  joined  at  e  by 
the  part  of  the  main  current  which  flows  through  the 
field-magnet  coils. 

Both  the  field-magnet  and  the  armature  cores  are  thus 
magnetized,  and  poles  are  formed  according  to  the  law 
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stated  in  Art.  4,  page  351.  The  poles  of  the  field- 
magnet  are  as  indicated  in  the  figure.  Each  half  of  the 
iron  core  will  be  an  electro-magnet  of  the  horse-shoe 
type,  each  having  a  south  pole  at  a  and  a  north  pole 
at  b. 


Fio.  268. 


y  The  mutual  attractions  and  repulsions  between  the 
Upoles  of  the  armature  and  the  field-magnet  cause  the 
^M^mature  to  revolve. 
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Trace  as  far  as  you  can  the  transferences  and  transformations  of 
energy  in  the  following  : — 

A  printing  press  is  driven  l)y  an  electric  motor  to  which  the 
current  is  supplied  by  a  dynamo  driven  by  a  steam  engine. 


Fio.  269. 

5.  The  Telephone. 

Experiment  4. 

Arrange  apparatus  as  shown  in  Fig.  269.  The  iron  rod  has 
a  coil  of  fine  insulated  wire  wound  around  one  end  of  it,  and 
in  front  of  this  end  is  suspended  a  small  soft  iron  disc.  A 
battery  is  placed  in  the  circuit  with  the  coil,  and  the  circuit  is 
completed  by  attaching  the  wires  to  two  small  metal  plates 
separated  by  a  small  wedge-shaped  piece  of  graphite,  or  stove 
polish.  Place  the  finger  on  the  upper  plate,  and  press  upon  it 
with  different  degrees  of  force. 

Describe  and  explain  the  movements  of  the  disc. 

Experiment  4  illustrates  the  principle  of  action  of  the 
telephone. 

Construction. 

Fig.  270  shows  the  working  parts  of  the  telephone 
now  most  commonly  used. 
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The  transmitter  consists  of  a  thin  iron  diaphragm  D 
held  against  a  small  convex  platinum  button  B,  wliich  is 
pressed  by  a  highly  polished  carbon  button  A  mounted  in 
a  piece  of  brass.  The  platinum  and  carbon  buttons  are 
supported  by  springs  S,  S^. 

The  receiver  consists  of  a  magnetized  steel  rod  near 
one  end  of  which  is  wound  a  coil  of  fine  insulated  copper 
wire.  In  front  of  this  end  of  the  rod  is  supported  a  thin 
iron  diaphragm  D\ 


EARTH 


Fio.  270. 


The  receiver  coil  is  connected  by  a  wire  with  the  carbon 
button,  and  the  platinum  button  is  connected  with  a 
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battery.     The  earth  usually  forms  the  return  current,  as 
shown  in  the  figure. 

For  long  distance  lines  a  transformer,  to  increase  the 
electromotive-force  of  the  current  given  by  the  battery, 
is  placed  in  the  circuit,  as  shown  in  the  lower  figure. 

Action. 

Sound-waves  cause  the  diaphragm  of  the  transmitter 
to  vibrate.  When  it  moves  forward,  the  pressure  between 
the  platinum  and  carbon  buttons  is  increased,  and  the 
resistance  at  this  part  of  the  circuit  is  decreased.  The 
strength  of  the  current  passing  through  the  coil  of  the 
receiver  is  consequently  increased,  and,  as  a  result,  the 
diaphragm  of  the  receiver  is  drawn  inward.  When  the 
diaphragm  of  the  transmitter  moves  backward,  the 
pressure  between  the  buttons  is  decreased,  the  resistance 
is,  therefore,  increased,  and  the  current  in  the  circuit 
decreased.  Through  the  decrease  in  cuiTent  the  magnet 
in  the  receiver  loses  some  of  its  power,  and  the  diaphragm 
in  front  of  it  springs  backward. 

Hence  the  vibrations  of  the  diaphragm  of  the  trans- 
mitter are  accompanied  by  similar  vibrations  of  the 
diaphragm  of  the  receiver,  which  will  reproduce  the 
sound-waves  which  caused  the  diaphragm  of  the  trans- 
mitter to  vibrate. 

In  the  original  Bell  telephone  the  transmitter  and  receiver  were 
similar  to  the  receiver  described  above,  and  the  two  coils  were 
connected  by  wires  without  a  battery.  Explain  how  this  transmitter 
generates  a  current  and  give  the  reasons  for  the  vibration  of  the 
diaphragm  in  the  receiver.     (See  Experimertt  9,  page  380.) 


CHAPTER  XXIX. 


HEATING  AND   LIGHTING  EFFECTS  OF  THE  ELECTRIC 
CURRENT, 

I. — The  Electric  Current  and  Heat. 

Experiment  1. 

Connect  three  or  four  cells  of  a  battery  as  shown  in  Fig. 
271.  Attach  a  copper  wire  to  each  pole,  and  complete  the 
circuit  by  attaching  to  the  free  end  of  one  of  the  copper  wires 
a  piece  of  fine  platinum  or  iron  wire  four  or  five  inches  long, 


Fig.  271. 


and  touching  the  end  of  the  other  copper  wire  to  the  end  of 
the  platinum  or  iron  wire.  (The  fine  iron  wire  used  by  florists 
answers  well.)  Slide  the  copper  wire  along  the  iron  wire  up 
toward  the  other  copper  wire. 

What  evidence  have  you  of  the  production  of  heat  ? 

Experiment  2. 

Find  by  trial  the  length  of  a  fine  wire  that  your  battery 
will  heat  red-hot,  and  place  a  piece  about  one-half  this  length 
26  [401  ] 
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in  a  circuit  with  the  battery  and  a  rheostat.  Regulate  the 
current  with  the  rheostat  so  that  the  wire  will  again  be  just 
red-hot.  Increase  the  current  by  decreasing  the  resistance  in 
the  circuit. 

What  effect  has  increasing  the  current  upon  the  temperature  of 
tlie  wire  ? 

Experiment  3. 

Place  a  piece  of  wire  about  one-third  the  length  of  that 
which  your  battery  will  heat  red-hot  in  a  circuit  with  the 
battery,  a  rheostat,  and  a  tangent  galvanometer.  Regulate 
the  current  with  the  rheostat  so  that  the  wire  will  again  be 
]ust  red-hot.  Now  increase  the  length  of  the  wire  gradually, 
keeping  the  wire  as  nearly  as  possible  at  the  same  tempera- 
ture by  decreasing  the  rheostat  resistance  in  the  circuit. 
Observe  the  current  strength  required  to  heat  to  the  same 
temperature  each  length  of  wire. 

1.  Is  any  additional  current  required  to  heat  the  increased  lengtli 
of  wire  ? 

2.  How  will  the  potential-difference  between  the  two  ends  of  the 
short  wire  compare  with  that  between  tlie  two  ends  of  the  longer 
wire  when  they  are  both  heated  to  the  same  temperature  ?     Why  ? 

Whenever  an  electric  current  meets  with  resistance  in 
a  conductor  heat  results ;  and,  as  no  body  is  a  perfect 
conductor  of  electricity,  a  certain  amount  of  the  energy 
of  the  electric  current  is  always  transformed  into  the 
energy  of  molecular  motion. 

Joule,  who  has  investigated  this  subject,  found,  by  com- 
paring the  results  of  numerous  experiments,  that  the  num- 
ber of  units  of  heat  developed  in  a  conductor  varies  as 

(1)  Its  resistance. 

(2)  The  square  of  the  strength  of  the  current. 
^3)  The  time  the  current  flows. 
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1.  Practical  Applications. 

Resistance  wires  heated  by  an  electric  current  are  used 
for  a  variety  of  purposes,  such  as  performing  surgical 
operations,  igniting  fuses,  cooking,  heating  electric  cars, 
etc. 

Rods  of  metal  are  welded  by  pressing  them  together 
with  sufficient  force  while  a  strong  current  of  electricity 
is  passed  through  them.  Heat  is  developed  at  the  point 
of  junction,  where  the  resistance  is  the  greatest,  and  the 
metals  are  softened  and  become  welded  together. 


II. — The  Electric  Current  and  Light. 
There  are  two  systems  of  electric  lighting,  the  incan- 
descent and  the  arc. 


-  GH  RESISTANCE 
CARBON  riLAMEHT 


rNSULATHS  CEHEST 


Fig.  272. 

1.  The  Incandescent  Lamp. 

Construction. 

Fig.  272  shows  the  construction  of  the  incandescent 
lamp.  A  carbon  filament,  made  by  carbonizing  a  thread 
of  bamboo  or  other  fibre  at  a  very  high  temperature,  is 
attached  to  conducting   wires   and   enclosed  in  a  pear- 


404  PHYSICAL    SCIENCE. 

shaped  glass  globe,  from  which  the  air  is  then  exhausted. 
The  conducting  wires  are  of  platinum  where  they  are 
fused  into  the  glass. 

Action. 

When  a  sufficient  current  is  passed  through  the  high 
resistance  carbon  filament,  it  is  heated  to  incandescence 
and  yields  a  bright,  steady  light.  The  carbon  is  infusible, 
and  does  not  burn  for  lack  of  oxygen  to  unite  with  it. 

Grouping  of  Lamps. 

All  the  lamps  to  be  used  in  the  same  circuit  are  so 
constructed  as  to  give  their  proper  candle-power  when 
the  same  potential-difierence  is  maintained  between  their 
terminals.  This  is  generally  from  100  to  110  volts. 
The  lamps  are  connected  in  multiple,  ^r  parallel,  that  is, 
the  current  from  the  leading  wires  divides,  and  a  part 
flows  through  each  lamp,  as  shown  An  Fig.  265.  The 
dynamo  is  regulated  to  maintain  a^  constant  potential- 
difference  between  the  leading  wire/ 

If  each  lamp  (Fig.  265)  requires  one-hMf  of  an  ampere  of  current 
to  raise  it  to  its  proper  candle-power,  That  current  flows  through 
ea;ch  of  the  following  wires  :  (1)  from  the  brushes  of  the  dynamo  to 
the  first  lamp,  (2)  between  the  first  and  second  lamps,  (3)  between 
the  third  and  fourth  lamps. 

2.  The  Arc  Lamp. 

The  Arc  Light. 

When  two  carbon  rods,  or  pencils,  are  connected  by 
conductors   with   the   poles   of   a   sufficiently   powerful 
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battery  or  dynamo,  touched  together,  and  then  separated 
a  short  distance,  the  current  continues  to  flow  across  the 
gap,  developing  intense  heat  and  raising  the  terminals  to 
incandescence,  thus  producing  a  powerful  light,  generally 
known  as  the  arc  light. 

Explanation. 

When  the  carbon  points  are  separated  by  air  only, 
the  potential-difference  between 
them,  when  connected  with  the 
poles  of  an  ordinary  arc-light 
dynamo,  is  not  sufficient  to  cause  a 
spark  to  pass,  even  when  the}''  are 
very  close  together ;  but  when  they 
are  in  contact,  and  then  separated 
while  the  current  is  passing  through 
them,  the  "  extra  current"  spark, 
produced  on  separation,  volatalizes 
a  small  quantity  of  the  carbon  be- 
tween the  points,  and  a  conduct- 
ing medium,  consisting  of  carbon 
vapour  and  heated  air,  is  thus  pro-  fig.  273. 

duced,  through  which  the  current  continues  to  flow. 

Since  this  medium  has  a  high  resistance,  intense  heat 
is  developed  and  the  carbon  points  become  vividly  incan- 
descent, and  bum  away  slowly  in  the  air.  When  a  direct 
current  is  used,  the  point  of  the  positive  carbon  becomes 
hollowed  out  in  the  form  of  a  crater,  and  the  negative 
one  becomes  pointed,  as  shown  in  Fig.  273. 

The  greater  part  of  the  light  is  radiated  from  the 
carbon  points,  the  positive  one  being  the  brighter. 
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Grouping,  Regulation,  Etc. 

Arc  lamps  are  usually  counected  in  series,  that  is,  the 
negative  carbon  of  one  lamp  isconnected  with  the  positive 
carbon  of  the  next,  as  shown  in  Fig.  264,  and  a  constant 
current  flows  from  one  pole  of  the  dynamo  through  each 
of  the  lamps  to  the  other  pole. 


Fig.  274a. 


Fio.  274. 


Regulators  for  maintaining  a  constant  distance  between 
the  carbon  points  as  they  burn  away,  are  of  a  great 
variety  of  patterns.  In  most  of  them  the  regulation  is 
accomplished  by  the  action  of  two  electro-magnets,  or 
solenoids,  of  which  the  one  is  in  series  with  the  carbons 
and  the  other  in  a  shunt-circuit  between  them.  Fig.  274 
shows  a  simple  form  of  regulator.  When  the  carbons  are 
together,  and  the  circuit  closed,  the  current  passes  through 
the  coarse  wire  solenoid  R  to  the  positive  carbon  holder 
H,  and  through  the  carbon  to  the  lower  carbon  holder 
H^  and  to  the  conductor.  The  iron  plunger  A  is  drawn 
down  and  the  ring-clutch  C  attached  to  the  pivoted  beam 
B  catches  the  positive  carbon  holder  H,  lifts  it,  and  thus 
separates  the  carbons  (Fig.  274a).  A  very  small  fraction 
of  the  current  passes  through  the  fine  wire  high  resistance 
solenoid  R^  directly  to  the  lower  holder.     As  the  carbons 
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barn  away  and  the  resistance  of  the  arc  increases,  sufficient 
current  is  shunted  through  this  fine  wire  solenoid  to 
draw  the  plunger  up  and  thus  to  release  the  grip  of 
the  clutch  on  the  holder,  which  then  falls  by  its  own 
weight  and  shortens  the  length  of  the  arc.  The  dis- 
tance between  the  points  is  thus  kept  fairly  constant. 

A  potential-diff3rence  between  the  carbons  of  about 
50  volts  is  required  to  maintain  an  arc  light,  and  a 
current  of  from  9  to  10  amperes  is  usually  employed. 

If  a  current  of  10  amperes  passes  through  each  lamp  (Fig.  264), 
where  there  are  four  lamps  in  series,  wliat  current  passes  from  the 
one  brush  of  the  dynamo  to  the  other  1 
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CHAPTER  XXX. 

ELECTRICAL  MEASUREMENTS. 

I. — Ohm's  Law. 
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We  have  learned  (Art.  14,  page  311)  that  the  Strength 
of  a  current,  or  the  quantity  of  electricity  which  flows 
past  a  point  in  a  circuit  in  one  second,  is  dependent  on 
the  E.  M.  F.  of  the  current  and  the  resistance  of  the  cir- 
cuit.   The  exact  relation  among  these  quantities  was  first 

undated  by  Ohm.     It  may  be  thus  stated  : 

Ohm's  Law. 

The  current  varies  directly  as  the  electromotive- 
force  and  inversely  as  the  resistance  of  the  circuit. 

Practical  Unit. 

The  unit  resistance  is  the  ohm,  which  may  be  de- 
fined as  the  resistance  of  a  uniform  column  of  mercury 
/  ^1^^  cm.  long  and  1  square  millimetre  in  section,  at  0°.    ^ 

The  unit  current  is  the  ampere,  which  may  be  de- 
fined as  a  current  which  deposits  silver  at  the  rate  of 
0.001118  grams  per  second. 

The  unit  electromotive-force  is  the  volt,  which  is 
that  E.  M.  F.  that  will  cause  a  current  of  one  ampere  to 
flow  in  a  circuit  whose  resistance  is  one  ohm. 

If  C  is  the  measure  of  a  current  in  amperes,  R,  the 
resistance  of  the  circuit  in  ohms,  and  E,  the  electro- 
motive-force. 

G  [408] 
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Ohm's  Law  may  be  expressed  as  follows: — 

E 
R. 


C=| 
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QUESTIONS. 

1.  The  electrJfnotive-force  of  a  battery  is  10  volts,  the  resistance 
of  the  cells  10  ohms,  and  the  resistance  of  the  external  circuit  20 
ohms.     What  is  the  current  ?       C  »  i^       X<iu/^Xi^A.-t_ 

lo   '    3        ^_  .        / 

2.  The  diflference  in  potential  between  a  trolley  wire  and  the  rail       '^ 

is  500  volts.     What  current  will  flow  through  a  conductor  which 
joins  them  if  the  total  resistance  is  1,000  ohma  ?  •^-'OL-c-tjfe-*-''^-^ 

3.  The  potential-diflerence  between  the  terminals  of  an  incandes- 
cent lamp  is  104  volts  when  one-half  an  ampere  of  current  is  pass- 
ing through  the  filament.     What  is  the  resistance  ?    i,oB  g^^ccyO'^^^o 

4.  A  dynamo,  the  E.  M.  F.  of  which  is  4  volts,  is  used  for  the 
purpose  of  copper- plating.     If  the  resistance  of  the  dynamo  is  y^  — 
of  an  ohm,  what  is  the  resistance  of  the  bath  and  its  connections 
when  a  current  of  20  amperes  is  passing  through  it  ?      '  f  '-  -'    .  \  o 

5.  What  must  be  the  E.  M.  F.  of  a  battery  to  ring  an  electric  bell 
which  required  a  current  of  j'^j  ampere,  if  the  resistance  of  the  bell 
and  connection  is  200  ohms,  and  the  resistance  of  the  battery  20 
ohms?      9^"       ; 

1 6.  What  must  be  the  E.  M.  F.  of  a  battery  required  to  send  a 
ciirrent  of  y^  of  an  ampere  through  a  telegraph  line  100  miles  long 
if  ithe  resistance  of  the  wires  is  10  ohms  to  the  mile,  the  resistance 
ofithe  instruments  being  300  ohms,  and  of  the  battery  50  ohms,  if 
th^  return  current  tl^uo^hthe  earth  ijieets  with  no  appreciable 
resistance  ?      j  S  '  ^~  ^f^^/^jB"^^^ 

7  The  potential-difference  between  the  carbons  of  an  arc  lamp  is 
50  volts,  and  the  resistance  of  the  arc  2  ohms.  If  the  arc  exerts  an 
opposing  E.  M.  F.  of  its  own  of  30  volts,  what  is  the  current  pass- 
ing through  the  carbons  ?     /        .,L-L''^'^*~-  '"■'''      ' 
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8.  A  dynamo,  of  which  the  E.  M.  F.  is  3  volts,  is  used  to  deconl- 

pose  water.     What  is  the  total  resistance  in  the  circuit  when  a 

current  of  ^  ampere  passes  through  it,  if  the  counter  electromotive- 

\  force  of  polarization  of  tlie  electrodes  is  1.5  volts  ?  ^  ^~^i4y0(^  , 

^  9.  On  adding  3  ohms  to  the  resistance  of  a  certain  circuit  the 
current  is  diminished  in  the  ratio  of  6  ta-5.  AVhat  was  the  original 
resistance,  and  how  much  should  be  added  to  this  in  order  to  bring 

>the  current  down  to  half  its  original  value  ?     /  ^  OV-^-v^^^ 
10.  The  current  along  a  telegraph  line  is  tested  at  two  stations 
whose  respective  distances  from  the  sending  battery  are  50  and  150 
\L  miles.     The  current  in  the  latter  case  is  one-half  that  in  the  former. 

1^  I  If  the  galvanometer  has  a  resistance  equal  to  that  of  15  miles  of  the 
line  wire,  prove  that  the  battery  resistance  is  equal  to  that  of  35 
miles  of  wire. 

/^  11.  A  dynamo  gives  an  E.  M.  F.  of  840  volts  when  running  at  the 
rate  of  750  revolutions  per  minute,  and  its  internal  resistance  is  12 
ohms.  Show  that  such  a  machine  can  supply  16  arc  lamps  in  series, 
each  lamp  offering  a  resistance  of  4.5  ohms,  and  requiring  a  current 
of  10  amperes.  \ 

-:-  V 

2.  Fall  of  Potential  in  a  Circuit. 

If  a  battery  or  dynamo  is  generating  a  current  in  a 
circuit,  it  is  evident  that  the  E.M.F.  required  to  maintain 
this  current  in  the  whole  circuit  is  greater  than  that  re- 
quii'ed  to  overcome  the  resistance  of  a  part  of  the  circuit. 
For  example,  if  the  total  resistance  is  100  ohms,  and  the 
E.  M.  F.  is  1000  volts,  the  current  in  the  circuit  is  10  am- 
peres. Here  an  E.M.F.  of  1000  volts  is  required  to  main- 
tain a  current  of  10  amperes  against  a  total  resistance  of 
100  ohms,  and  it  is  manifest  that  to  maintain  this  current 
in  the  part  of  the  circuit  of  which  the  resistance  is,  say 
50  or  75  ohms,  an  E.M.F.  of  but  500  or  750  volts  will  be 
required.     This  is  usually  expressed  by  saying  that  there 
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is  a  fall  ill  potential  in  the  part  of  the  circuit  whose  resist- 
ance is  50  ohms  of  500  volts,  and  in  the  part  of  the 
circuit  whose  resistance  Ls  75  ohms  of  750  volts. 

In  general,  if  there  is  a  closed  circuit  through  which  a 
cuiTent  is  flowing,  the  fall  in  potential  in  any  portion 
of  the  circuit  is  proportional  to  the  resistance  of  that 
portion  of  the  circuit. 

Experiment. 

If  your  laboratory  is  supplied  with  a  voltmeter,  that  is,  a 
galvanometer  wound  and  graduated  to  indicate  directly  in 
volts  the  difference  in  potential  between  two  points  of  a 
circuit,  measure  the  differences  in  potential  between  different 
parts  of  any  circuit  in  which  a  current  is  flowing,  and  compare  Jj^ 

them  with  one  another.  x^';     ,/ '  '^v''/"^ 

^  QUESTIONS.  VX' 

I 
1.   The  end.  A,  of  the  wire  ABC  is  connected  with  the  earth, 

and  the  difference  in  potential  between  the  other  end,  C,  and  the        Q  ,  U 

earth  is  100  volts.     If  the  resistance  of  the  portion  AB  is  9.6 

olniis  and  that  of  BC  2.4,  what  current  will  flow  along  the  wire, 

and  what  will  be  the  potential-difference  between  the  point  B  and  I  * 

thLearth  ? 


Jz.  The  poles  of  a  battery  are  connected  by  a  wire  8  meti-es  long, 
'ffaving  a  resistance  of  one-half  an  ohm  per  metre.  If  the  E.M.F. 
of  the  battery  is  7  volts  and  the  internal  resistance  10  ohms,  find 
the  distance  between  two  points  on  the  wire  such  that  the  poten- 
tial-difference between  them  is  1  volt.  What  is  the  current  in  the 
wii-e  ? , 

^p.  The  potential-difference  between  the  brushes  of  a  dynamo 
eupplying  current  to  an  incandescent  lamp  is  104  volts.  If  the 
resistance  in  the  wires  on  the  street  leading  from  the  dynamo  to 
the  house  is  2  ohms,  that  of  the  wires  in  the  house  2  ohms,  and 
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that  of  the  lamp  204  ohms,  what  is  the  fall  in  potential  in  the  (1) 
wires  on  the  street,  (2)  the  wires  in  the  house,  and  what  is  th« 
potential-difference  between  the  terminals  of  the  lamp  ?   L    L  jLO^ 

\/^.  The  potential-difference  between  the  brushes  of  a  dynamo 
supplying  a  current  of  10  amperes  to  38  arc  lamps  connected  in 
series  is  2000  volts.  If  the  fall  in  potential  in  the  connecting  wires 
in  the  circuit  is  equal  to  the  fall  in  two  lamps,  what  is  the  fall  in 
potential  in  a  single  lamp,  and  what  tlie  resistance  in  the  connect- 
ing wires?  y^-j;^<ij4.   /  0'-^'-fLA..<4.A 

\   A>.  A  cell  has  an  internal  resistance  of  0.3  ohm,  and  its  E.M.F. 

,  Am.  open  circuit  is  1.8  volt.     If  the  poles  are  connected  by  a  con- 

\  y_uctof^hose  resistance  is  1.2  ohm,  what  is  the  cnrrent  produced, 

and  what  is  the  potential-difference  between  the  poles  of  the  cell  ? 

6.  The  E.M.F.  of  a  battery  on  open  circuit  is  15  volts.  When 
the  poles  are  connected  by  a  copper  wire  a  current  of  1.5  amperes 
is  produced,  and  the  potential-difference  between  the  battery  poles 
falls  to  9  volts.  Find  the  resistance  of  the  wire  andythe  internal 
resistance  of  the  battery.    (^   r  K,.<  i  i.    ^      ^  ^~-^.4^i^ 


H. — Measurement  of  Resistance. 
3.  Wheatstone  Bridge. 

The  resistance  of  a  conductor  is  usually  measured  by 
an  instrument  called  a  Wheatstone  Bridge.  It  consists 
of  a  series  of  resistance  coils  made  of  German  silver 
wire  connected  by  conductors  arranged  in  three  sets  A, 
B,  and  C,  with  connections  for  a  battery,  a  galvanometer, 
and  the  resistance  to  be  measured,  as  shown  in  Fig.  275. 

The  coils  are  mounted  in  a  box,  and  the  changes  in  hJI 
the  resistance   are  made   by   inserting  or  withdrawing 
conducting  plugs,  as  shown  in  Fig.  276,  or  by  turning 
switches  as  shown  in  Fig.  277 
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The  branches  A  and  C  usually  have  three  coils  each,  the 
resistances  of  which  are  respectively  10,  100  and  1000 
ohms,  ahd  the  branch  B  has  a  combination  of  coils  which 


Fio.  275. 


will  give  any  number  of  units  of  resistance  from  1  to 
11,110  ohms.     The  conductor  whose  resistance  (X)  is  to 


Fig.  276. 


be  measured  is  inserted  in  tlie  fourth  branch  of  the  bridge 
(Fig.  275),  and  the  resistances  A,  B,  and  C  adjusted  until 
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the  galvanometer  connecting  M  and  N  stands  at  zero 
when  the  keys  are  closed. 

Then  the  current  in  the  battery  is  flowing  from  P 
partly  through  X  and  C,  and  partly  through  B  and  A,  to 
Q,  and  since  no  current  flows  from  M  to  N,  the  potential 
of  M  must  be  the  same  as  that  of  N,  therefore  the 
fall  in  potential  from  P  to  M  in  the  circuit  PMQ  must 
equal  the  fall  in  potential  from  P  to  N  in  the  circuit 
PNQ ;  but  the  fall  in  potential  in  a  part  of  a  circuit  is 
proportional  to  the  resistance  of  that  portion  of  the  cir- 
cuit (Art.  2,  page  411). 


Hence 


or 


X 

c  ~ 

x  = 


B 
'  A 

B  X  C 


The  resistances  A,  B  and  C  are  read  from  the  coils, 
and  the  calculations  made. 

Experiment  1. 

Measure  with  a  wheatstoue  bridge,  the  resistance  of  your 
galvanoscope,  the  coils  used  in  Experiment  2,  page  375,  an 
incandescent  lamp,  etc. 
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Experiment  2. 

Place  two  copper  electrodes  a  distance  apart  in  a  solution  of 
copper  sulphate,  and  measure  with  the  wheatstone  bridge  the 
resistance  between  them. 

Would  the  result  of  the  experiment  be  the  same  if  platinum 
electrodes  of  the  same  size  were  used  ?     If  not,  why  ?  \ 

4.  Laws  of  Resistance.  ■« 

Experiment  3.  '  ^ 

Measure  with  the  wheatstone  bridgfe  the  resistances  of  pieces 
of  the  same  wire  whose  lengths  are  proportional  to  1,  2,  3,  etc. 

1.  In  what  proportions  are  the  resistances  ? 

2.  What  is  the  relation  between  the  length  of  a  wire  and  its 
resistance  ? 

Experiment  4. 

Repeat  Experiment  2,  keeping  the  areas  of  the  part  of  the 
electrodes  immersed  constant,  •  and  varying  the  distance 
between  them. 

How  does  an  increase  in  the  distance  between  the  electrodes 
aflfect  the  resistance  of  the  liquid  conductor  between  them  ? 

Experiment  5. 

Measure  with  screw  calipera,  or  obtain  from  a  table,  the 
diameters  of  several  copper  wires  of  different  sizes,  and  calcu- 
late the  area  of  the  cross-section  of  each.  Measure  the  resist- 
ances of  the  wires. 

What  is  the  relation  between  the  area  of  the  cross-section  of  a 
wire  and  its  resistance  ? 

Experiment  6. 

Repeat  Experiment  2,  keeping  the  distance  between  the 
electrodes  constant,  and  varying  tlie  areas  of  the  parts  im- 
mersed. 

How  does  increasing  the  areas  of  the  parts  of  the  electrotles  im- 
mersed aflfect  the  resistance  of  the  liquid  conductor  between  them  1 
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Experiment  7. 

Obtain  two  wires,  one  of  iron  and  one  of  copper,  of  the 
same  size  and  length,  and  measure  the  resistance  of  each. 

How  many  times  as  great  is  the  resistance  of  the  iron  as  the 
copper  ?  . 

/  •  . 

Tl^  above  experiments  and  others  of  a  similar  nature 

veri^  the  foUowin^laws  : — 

Laws  of  Resistance. 

1.  The  resistance  of  a  conductor  varies  directly  as 
its  length. 

2.  The  resistance  of  a  conductor  varies  inversely  as 
the  area  of  its  cross-section.  In  a  round  conductor, 
therefore,  the  resistance  varies  inversely  as  the  square 
of  the  diameter. 

3.  The  resistance  of  a  conductor  of  given  length  and 
cross-section  depends  upon  the  material  of  which  it  is 
made. 

5.  Specific  Resistance. 

The  resistance  of  a  prism  of  length  1  cm.  and  cross - 
section  1  sq.  cm.  of  any  substance  is  the  resistivity,  or 
specific  resistance,  of  that  substance.  It  is  generally 
estimated  in  microhms,  or  millionths  of  an  ohm. 

If  I  denotes  the  length  of  a  conductor  in  centimetres, 
A  the  area  of  its  cross-section  in  square  centimetres, 
p  its  specific  resistance,  and  R  its  resistance,  by  the 
laws  of  resistance  > 

What  will  I  and  A  represent  iu  the  case  of  a  liquid  conductor  ? 
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6.  Resistance  and  Temperature. 

Experiment  8. 

Place  in  the  circuit  with  a  battery  a  galvanoscope  and  a 
short  piece  of  fine  platinum  wire.  Observe  the  deflection  of 
the  needle  of  the  galvanoscope,  and  heat  the  platinum  wire 
with  a  spirit  lamp  or  a  Bunsen  burner. 

1.  What  change  takes  place  in  the  current  ? 

2.  How  can  you  account  for  it  ?  •  ^ 

The  resistance  of  nearly  all  pure  metals  increases 
about  0.4  per  cent,  for  each  increase  in  temperature  of 
l^C.  The  resistance  of  carbon  diminishes  on  heating. 
The  resistance  of  an  electrolyte  also  decreases  with 
increase  in  temperature. 


|[^  QUESTIONS.  '^'^'  ^  \jji 

If    1.  Copper  wire  one-twelfth  of  an  inch  in  diameter  has  a  resist- 
'  lance  of  8  ohms  per  mile.      What  is  the  resistance  of  a  mile  of  copper 
wire  the  diameter  of  which  is  ^\  in.  ? 

,     2.  If  the  resistance  of  a  yard  of  iron  wire,  0.03  inch  in  diameter, 
^i&i).197  ohms,  what  is  the  resistance  of  15  mUes  of  iron  wire,  0.3  inch 
i^  diameter  ? 

S^.  What  is  the  resistance  of  a  column  of  mercury  2  metres  long 
ind  0.6  of  a  square  millimetre  in  cross-section  at  O'C.  ? 
v\4.  The  resistance  at  0°  of  a  column  of  mercury  1  metre  in  length 
airo  1  sq.  mm.  in  cross-section  is  called  a  "  Siemen's  Unit."     Find 
the  value  of  this  unit  in  terms  of  the  ohm. 

y\5.  A  mile  of  telegraph  wire  2  mm.  in  diameter  oflFers  a  resistance 

of  13  ohms.      What  is  the  resistance  of  440  yards  of  wire  0.8  nmi.  in 

diameter  made  of  the  same  material  ? 

'  6.  If  the  resistance  at  0°C.  of  an  iron  wire  1  foot  long  and  weigh- 

ig  1  grain  he  1.08  ohms,  find  the  resistance  of  0°C.  of  1  mile  cf 

1'  yr'iron  wire  weighing  300  lbs,  . 
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/Jf.  What  length  of  copper  wire,  having  a  diameter  of  3  millimetres, 
has  the  same  resistance  as  10  metres  of  copper  wire,  having  a  dia- 
meter of  2  millimetres  ? 

>;&  On  measuring  the  resistance  of  a  piece  of  No.  30  B.  W.  G. 
(covered)  copper  wire,  18.12  yards  long,  I  found  it  to  have  a 
resistance  of  3.02  ohms.  Another  coil  of  the  same  wire  had  a 
resistance  of  22.65  ohms  ;  what  length  of  wire  was  there  in  the  coil  ? 

9.  The  resistance  of  a  bobbin  of  wire  is  measured  and  found  to  be 
68  ohms  ;  a  portion  of  the  wire  2  metres  in  length  is  now  cut  off, 
and  its  resistance  is  found  to  be  0,75  ohms.  What  was  the  total 
length  of  wire  on  the  bobbin  ? 

>l^  10.  Two  wires  of  the  same  length  and  material  are  found  to  have 
■Resistances  of  4  and  9  ohms  respectively.     If  the  diameter  of  the 
first  is  1  mm.,  what  is  the  diameter  of  the  second  ^       *      /I 

yC^ll.  What  must  be  the  thickness  of  copper  wire  which,  taking 
equal  lengths,  gives  the  same  resistance  as  iron  wire  6.5  millimetres 
in  diameter,  the  specific  resistance  of  iron  being  six  times  that  jjf 


(vr 


in  diameter,  tne  specinc  resistance  oi  iron  oemg  six  times  tnat  ^t  _ 
J       Copper?  A        \^  ^Ut^ 

?  12.  Two  separate  pounds  of  copper  of  the  same  quality  are  drawn 

out  into  uniform  wires,  the  one  twice  the  length  of  the  other.    Find 

the  ratio  between  their  resistances,      i-l      *     j 

'>^13.  Two  exactly  equal  pieces  of  copper  are  drawn  into  wire,  one 
into  a  wire  10  feet  long,  and  the  other  into  a  wire  20  feet  long.  If 
the  resistance  of  the  shorter  wire  is  0.5  ohm,  what  is  the  resistance 
oi  the  longer  wire  ?     ^    (>W...v^  ' 

14.  A  piece  of  copper  wire  100  yards  long  weighs  1  lb. ;  another 
piece  of  copper  wire  500  yards  long  weighs  ^  lb.  What  are  the 
relative  resistances  of  the  two  wires  ? ,      j    i      |  (y(^ 

vCL5.  Find  the  length  of  an  iron  wire  one-twentieth  of  an  inch  in 
diameter  which  will  have  the  same  resistance  as  a  copper  wire  one- 
sixtieth  of  an  inch  in  diameter  and  720  yards  long,  the  conducting 
power  of  copper  being  six  times  that  of  iron.  |  6  <2  t)  l^iAxs  ' 
V/l6.  A  wire  made  of  platinoid  is  found  to  have  a  re^stance  of 
yi)T203  ohm  per  metre.  The  cross-section  of  the  wire  is  0.016  sq. 
qm.     Express  the  specific  resistance  of  platinoid  in  microhms. 
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y'l?.  Taking  the  specific  resistance  of  copper  as  1.642,  calculate  (1) 
the  resistance  of  a  kilometre  of  copper  wire  whose  diameter  is  1 
millimetre  ;  (2)  the  resistance  of  a  copper  conductor  one  square 
centimetre  in  area  of  cross-section,  and  long  enough  to  reach  from 
Niagara  to  New  York,  reckoning  this  distance  as  480  kilometres. 

""^18.  Two  Grove  cells,  alike  in  all  respects  except  that  in  one  the 
plates  are  twice  as  far  apart  as  in  the  other,  are  arranged  in  series, 
and  the  poles  of  the  battery  so  constituted  are  united  by  a  copper 
wire.  The  liquid  in  both  cells  becomes  heated.  In  which  is  the 
rise  in  temperature  the  greater,  and  why  ? 

>^  19.  A  current  flows  through  a  copper  wire,  which  is  thicker  at  one 

end  than  the  othefT  If  there  is  any  difference  either  (1)  in  the 
strength  of  the  current  at,  or  (2)  in  the  temperature  of,  the  two 
ends  of  the  wire,  state  how  they  differ  from  each  other,  and  why. 


III.— Grouping  of  Cells  or  Dynamos. 

Cells  or  dynamos  may  be  combined  in  various  ways  to 
give  a  current.  The  methods  may  be  classified  as 
follows : — 

1.  Series  Arrangement. 

7.  Series  Arrangement  Defined. 

Electrical  generators  are  connected  in  series,  or  tandem, 
when  the  negative  pole  of  the  one  is  connected  directly 
with  the  positive  pole  of  the  next  (Fig.  278). 

8.  Effect  of  Series  Arrangement  on  the  Internal  Resistance. 

If  n  cells  are  arranged  in  series,  and  r  is  the  internal 
resistance  of  each  cell,  it  is  evident  that  the  resistance 
of  the  group  =  nr,  because  the  current  has  to  pass 
through  a  liquid  conductor  n  times  as  long  as  that  be- 
tween the  plates  of  a  single  ceJL 
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9.  Effect  of  Series  Arrangement  on  E.M.P. 

If  the  potential-difference  between  the  plates  of  a 
single  cell  (Fig.  278)  is  e,  the  potential-difference  between 
Zj  and  Cj  is  e  ;  but* when  C^  and  Z^  are  connected  by  a 
short  thick  conductor  there  is  practically  no  fall  in 
potential  between  them,  therefore  the  potential-difference 
between  Z^  and  Zo  is  e.  Again,  the  potential-difference 
between  Z2  and  C2  is  e,  therefore  the  potential-difference 
between  Z^  and  Cg  is  1e.  Similarly,  for  3,  4,  etc., 
cells  the  potential-differences  are  respectively  3e,  4e,  etc. 
Hence  the  E.M.F.  of  n  cell  in  series  is  n  e. 

-»'>'Vy^U»rV-VV-|    -■»-|-,-.r-^|-y  V   ,-,     )|- ■T-t-<"rN. 

FlQ.278. 

10.  The  Current  Given  by  Series  Arrangement. 
By  Ohm's  Law 

°=1 


but  E  =  ne,  and  R  =  w  r  +  Ri  where  n  is  the  number  of 
cells,  e  the  E.M.F.  and  r  the  internal  resistance  of  each,  and 
Rj  the  external  resistance  in  the  circuit. 

Hence 

C= 


«  r-j-Rj 


2.  Multiple  Arrangement. 

11.  Multiple  Arrangement  Defined. 

Generators  are  connected  in  multiple,  or  parallel,  when 
all  the  positive  poles  are  connected  to  one  conductor,  and 
all  the  negative  poles  to  another,  as  shown  in  Fig.  279. 


ELECTRICAL   MKASUREMENTS.  421 

12.  Effect  of  Multiple  Arrangement  on  the  Internal  Resist- 
ance. 

If  n  cells  are  arranged  in  multiple,  and  r  is  the  internal 
resistance  of  a  single  cell, 

the  internal  resistance  of  the  group =- 

n 

because  the  current  in  passing  through  the  liquid  from 
one  set  of  plates  to  the  other  has  n  paths  opened  up  to 
it,  and  therefore  the  sectional  area  of  the  column  of 
liquid  traversed  is  n  times  that  of  one  cell,  hence  the  re- 
sistance is  only  —  of  that  of  one  cell.  (Law  2,  page  416.) 
n 


13.  Effect  of  Multiple  Arrangement  on  E.M.F. 

When  all  the  positive  plates  are  connected  they  are  of 
the  same  potential ;  for  a  similar  reason  all  the  negative 
plates  are  the  same  potential,  hence  the  E.M.F.  of  n  cells 
in  multiple  is  the  same  as  that  of  one  cell. 

This  method  of  grouping  has  the  effect  of  transform- 
ing a  number  of  single  cells  into  one  large  cell,  the  Z 
plates  being  united  to  form  one  large  Z  plate,  and  the  C 
plates  to  form  one  large  C  plate.  It  must  be  remembered 
that  the  potential-difference  between  the  plates  of  a 
cell  is  independent  of  the  size  of  the  plates. 

Upon  what  is  this  potential -'lifference  dependent? 
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14.  The  Current  Given  by  Multiple  Arrangement. 

but  E  =  e  and  R=  ^+R,,  ^ 

n 


where  n  is  the  number  of  cells,  e  the  E.  M.  F.  and  r 
the  internal  resistance  of  each,  and  R^  the  external 
resistance. 

Hence 


i\ 


3.  Multiple-Series  Arrang-ement. 

Sometimes  both  methods  of   arrangement  are   simul- 


Fio.  280. 

taneously  employed,  as  shown  in  Figs.  280,  281. 


/        \ 


\l— Ht 


FlQ.  281. 

15.  Current  Given  by  Multiple-Series  Arrangement. 

To  determine  the  current  given  by  a  number  of  cells 
grouped  in  multiple-series,  consider  each  group  in  mul 
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tiple  as  a  single  cell,  and  determine  the  current  given  by 
these  groups  when  connected  in  series. 

Thus,  if  n  is  the  total  number  of  cells,  r  is  the  internal 
resistance  and  e  the  E.M.F.  of  each  cell,  and  m  the  number 
grouped  in  multiple, 

the  E.M.F.  of  each  group  in  multiple  =  e 

and  the  internal  resistance  =  — 

m 

but  there  are  _   such  groups  connected  in  series. 
m 

Hence 


n 
— e 


C  = 


nr  '     ^ 


/[      "^ 


+  /»  R, 


Where  Rj  is  the  external  resistance  in  the  circuit.     The 
internal  resistance  of  all  the  cells  when  grouped  in  this  way  is 
nr 


m 


16.  Best  Arrangement  of  Cells. 

It  is  manifest  that  when  the  external  resistance  is\ 
very  great  as  compared  with  the  internal  resistance,  to  \ 
overcome  the  resistance,  the  electromotive-force  must  be 
increased,  even  at  the  expense  of  increasing  the  internal 
resistance,  and  the  series  arrangement  of  cells  is  the  best. 
When  the  external  resistance  is  very  low  as  compared 
with  the  internal  resistance,  the  object  of  the  grouping 
is  to  lower  as  far  as  possible  the  internal  resistance,  and 
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the  multiple  arrangement  is  the  best.  Between  these 
extremes  of  high  and  low  external  resistance  some  form 
of  multiple-series  grouping  gives  the  strongest  current. 

A  general  rule  for  determining  the  best  method  of 
grouping  in  any  case  may  be  found  as  follows: — 

Let  n  denote  the  number  of  cells, 

r,  the  internal  resistance  of  each  cell, 
e,  the  E.M.F.  of  each  cell, 
Rj,  the  external  resistance, 
m,  the  number  of  cells  in  a   multiple  group  when  the 


current  is  a  maximum. 
Then  ^ft 


^ 


-+7»Il, 


.J^  -  1/  »iK,        -I-  2  1/'  nrR,' 
C  is  a  maximum  when  the  denominator 


\m   "■^^"'^'  J    +2i/rnB, 


is  a  minimum,  but  this  quantity  is  a  minimum  when 


( 


is  a  minimum  because  2  ]  ^2  rnR,  is  constant,  since  r,  n  and 
Rj  remain  always  the  same. 


Now    r    /.!^-v/"^ 


2    .  . 

is  a  minimum  when  it  equals  zero, 


because  a  square  cannot  b»4ess  than  zero. 
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Therefore  the  current  is  at  a  maximum  when 


=  0 

_l/?/tK,  =0 


nr 

=7ftK, 


— T  — U, 


but  — J-  is  the  internal  resistance  of  the  cells.      (Art.  15.) 

Hence 

For  a  given  external  resistance  the  maximum  current  is  ob- 
tained when  the  internal  resistance  is  equal  to  the  external 
resistance. 

When  —  =  Ri, 


Or 


Vnr 


The  current  is  a  maximum  when  the  cells  are  so  arranged  that 
the  number  in  each  group  in  multiple 

_    /internal  resistance  of  one  cell  x  total  number  of  cells, 
~  \'  external  resistance 

17.  Example. 

What  is  the  best  way  of  arranging^  a  battery  of  18  cells,  each 
having  a  resistance  of  1.8  ohm,  so  as  to  send  the  strongest  current 
through  an  external  resistance  of  1  ohm  ;  and  what  is  the  current  ? 


The  number  in  each  group  in  multiple 

_     jnr  /l8xl.8 


69. 
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Since  6  is  the  factor  of  18  nearest  5.69,  the  cells  are  to  be 
arranged  in  3  groups,  in  each  of  which  6  cells  are  joined  in 
multiple,  the  groups  being  joined  in  series. 

The  E.M.r.  of  each  group  =  1  volt 

and  the  internal  resistance  =  -^  =  .3 

o 

^  E     3x1  *y^r^ 


2VESTI«NS. 

1.  50  Grove's  cells  (E.  M.  F.  of  a  Grove  cell  =  1.8  volt)  are  united 
in  series,  and  the  circuit  is  completed  by  a  wire  whose  resistance  is 
15  ohms.  Supposing  the  internal  resistance  of  each  cell  to  be  0.3 
ohm,  calculate  the  strength  of  the  current. 

2.  Eight  cells,  each  wijth  half  an  ohm  internal  resistance,  and  1.1  y 
volts  E.  M.  F.,  are  connected  (a)  all  in  sgries,  (6)  all  in  parallel,  (c)^ 
in  two  parallel  sets  of  four  cells  each.    Calculate  the  current  sent  in 
each  case  through  a  wire  of  resistance  0.8  ohm. 

3.  Ten  voltaic  cells,  each  of  internal  resistance  2  ohms  and  electro- 
motive-force 1.5  volts,  are  connected  (a)  in  a  single  series,  (6)  in  two 
series  of  five  each,  the  like  ends  of  the  two  series  being  joined 
together.     If  the  terminals  are  in  each  case  connected  by  a  wire  of 

esistance  10,  show  what  is  the  strength  of  the  current  in  the  wire 
i\i  each  case. 

4.  You  have  2^  large  Leclanch^  cells  (E.  M.  F.=l.o  volt,  r=0.5 
'ohm  each)  in  a  circuit  in  which  the  external  resistance  is  10  ohms. 

Find  the  strength  of  current  which  flows  (o)  when  the  cells  are 
joined  in  pimple  series  ;  (6)  all  the  zincs  are  united,  and  all  the  car- 
bons united,  in  paralleParc  ;  (c)  when  the  cells  are  arranged  in 
groups  of  2  in  multiple  ;  (d)  when  the  ceUs  are  arranged  in  groups 
of  4  in  multiple. 

41L.5.  The  current  from  a  battery  of  4  equal  cells  is  sent  through  a 


I 
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attached  wires,  is  exactly  equai  £0  that  of  a  single  cell.  Show  that 
the  galvanometer  deflection  will  be  the  same  whether  the  cells  are 
arranged  aU  in  multiple  or  all  in  seri.^s. 

6.  You  are  required  to  send  a  current  of  2  amperes  through  an 
electro-magnet  of  3.5  ohms  resistance,  ami  tje  supplied  with  a  num- 
ber of  Grove  cells  each  of  1.9  volt  E.  M.  F,,  jind  0.25  ohm  internal 
resistance.     How  many  cells  are  required  ? 

Calculate  the  number  of  cells  required  to  produce  a  current  of 

milli-amperes  (one  one-thousandth  of  aix  ampere),  through  a  line 

miles  long,  whose  resistance  is  12|  ohms  per  mile,  the  available 

of  the  battery  having  each  an  internal  resistance  of  1.5  ohm, 

an  E.  M.  F.  of  1.5  volt. 

8.  A  current  of  not  less  than  0.016  ampere  is  to  be  sent  through 

^y    an  external  resistance  of  360  ohms.     What  is  the  smallest  number 

■    of  Leclanch^  cells,  each  with  E.  M.  F.  1.4  volts  and  resistance  15 

ohms,  by  which  this  can  be  eflFected  1     What  would  be  the  maximum 

strength  of  current  obtainable  if  double  this  number  of  cells  were 

The  wire  used  oh.  Indian  telegraph  lines  is  iron  wire  of  No.  2 
.W.G.,  having  a  resistance  of  4.6  ohms  per  mile.  The  batteries 
jnsist  of  cells  of  1.04  volt  E.M.F.  and  30  ohms  resistance  per  cell. 
Assuming  that  the  resistance  of/ the  jpstraments  is  80  ohms,  and 
that  a  current  of  8  milli-amperes  is  required  to  work  them,  find 
how  many  cells  should  be  employed  on  a  line  200  miles  in  length.^ 

10.  How  would  you  arrange  a  battery  of  12  cells,  each  of  0.6  ohm 
internal  resistance,  so  as  to  send  the  strongest  current  through  an 
electro-magnet  of  resistance  0. 7  ohm  ? 

*  11,  Find  the  best  arrangements  of  24  cells  having  an  external 
resistance  of  3  ohms,  and  each  cell  having  an  internal  resistance  of 
2  ohms.  -,  ,  ,  y  ( ^ 

^^E.  You  have  a  ba,ttery  of  48  Daniell  cells,  each  of  6  ohms  internal 
^^^resistance,  and  are  required  to  send  the  strongest  possible  current 
through  an  external  resistance  of  15  ohms  :  how  would  you  group 
the  cells  ?  Find  also  the  current  produced  and  the  difference  of 
potential  between  the  poles  of  the  battery,  assuming  that  the 
E.M.F.  of  a  Daniell  cell  is  1.07  volt. 


\ 
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13.  You  are  supplied  with  12  exactly  similar  cells,  the  internal 
resistance  of  each  of  which  is  one-fourth  of  the  external  resistance 
of  the  circuit :  how  would  you  group  the  cells  so  as  to  obtain  tlie 
maximum  current  ? 

14.  If  you  wish  to  heat  a  platinum  wire,  at  a  distance  from  the 
battery,  to  as  high  a  temperature  as  possible,  what  sort  of  connect- 
ing wires  will  you  use,  and  why  ?  And  what  arrangement  of 
battery-cells  will  you  adopt  ? 

If  in  the  last  case  the  insulation  of  the  conducting  wires'tJ^as 
very  imperfect,  show  whether  it  would  be  better  to  increase  the 
number  of  cells  arranged  in  series,  or  the  number  arranged  in 
parallel ;  supposing  that  you  have  some  additional  cells  at  your 
disposal. 

15.  A  circuit  is  formed  of  six  similar  cells  in  series  and  a  wire  of 
0  ohms  resistance.     The  E.M.F.  of  each  cell  is  1   volt  and  its 

resistance  5  ohm.  Determine  the  difference  of  potential  between 
the  positive  and  negative  poles  of  any  one  of  the  cells -^^ ^— . 

16.  The  internal  resistance  of  a  Darnell's  cell  is  1  ohm  ;  its  termi- 
als  are  connected  (a)  by  a  wire  whose  resistance  is  4  ohms,  (6)  by 

two  wires  in  parallel,  one  of  the  wires  having  a  resistance  of  4  ohms, 
the  resistance  of  the  other  wire  being  1  ohm.  Compare  the  currents 
through  the  cell  in  the  two  cases. 

17.  Six  Daniell  cells,  for  each  of  which  E  =  1.05  volts,  r  =  0.5 
,i)hm,  are  joined  in  series.  Three  wires,  X,  Y,  and  Z,  whose  resist- 
ances are  severally  3,  30,  and  300  ohms,  can  be  inserted  between 
the  poles  of  the  battery.  Determine  the  current  which  flows  when 
each  wire  is  inserted  separately  ;  also  determine  that  which  flows 
wlien  they  are  all  inserted  at  once  in  parallel. 

[8.  The  poles  of  a  battery  consisting  of  40  Daniell  cells  in  series 

^e  connected  by  a  resistance  of  280  ohms,  and  the  current  pro- 

luced  is  0.0535  ampere  ;  when  the  external  resistance  is  increased 

/to  1080  ohms  the  current  is  reduced  to  one  half  :  find  the  average 

I  resistance  and  E.M.F.  of  each  cell  of  the  battery,  and  determine 

the  difference  of  potential  existing  between  the  poles  of  the  battery 

when  the  external  resistance  is  280  ohms. 

\ 
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19.  A  Daniell  cell,  the  internal  resistance  of  which  is  0.3  ohm, 
w^ks  through  an  external  resistance  of  1  ohm.  What  must  be  the 
y^sistance  of  another  DanieU  cell  so  that  when  it  is  joined  up  in 
/  series  with  the  first  and  working  through  the  same  external  resist- 
ance the  current  shall  be  the  same  as  before?  If  the  cells  are  joined 
up  in  parallel  how  will  the  current  be  modified  ? 


C(tf^ 
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EXERCISE  I.     Page  5. 


1. 

27A ;  3^. 

11. 

(1)  3520,  (2)  58|,  (3)  7040, 

u. 

48|. 

(4)29^-. 

3. 

2:1;  11:6. 

12. 

60  miles. 

4. 

5:56. 

13. 

7200. 

5. 

T1J5TT- 

14. 

l^ab. 

6. 

¥*• 

ch 

7. 

10. 

15. 

36 -^m. 

8. 

(1)  400,  (2)  800,    (3)  200, 

s 

(4)  200,  (5)  800. 

16. 

(1)A,(2)1,V 

9. 

10. 

be 

LO. 

0.98. 

17. 

»v 

EXERCISE  II 

.    Page  8. 

1. 

4^  ft.  per  sec. 

9. 

90  cm.  per  sec. 

2. 

(1)  10.5  cm.  per  sec,  (2)  10 

10. 

(1)   435  ft.    per  sec,    (2) 

cm.  per  sec,  (3)  11  cm. 

44,250  ft.,  (3)  126,750  ft. 

per  sec. 

11. 

In  10  sees,  from   the  in- 

3. 

(1)  1  cm.  per  sec,  (2)  3  cm. 

stant  its  velocity  was  20 

per  sec,  (3)  1  cm.  per 

ft.  per  sec. ;  1  ft. 

sec. ,  (4)  1  cm.  per  sec. 

12. 

(1)  4  sees,  from  the  instant 

5. 

(1)  15  ft.  per  sec,  (2)  75  ft. 

it  was  8  ft.  per  sec,  (2) 

6. 

(1)  35  cm.  per  sec,  (2)  350 

10  sees,  from  the  instant 

cm. 

it  was  8  ft.  per  sec. 

7. 

(1)  18  cm.  per  sec,  (2)  14 

13. 

(1)  50  ft.  per  sec,  (2)  250 

cm.  per  sec,  (3)  56  cm. 

ft. 

8. 

175  ft.  per  sec. ;  150  ft.  per 

14. 

20  sees.;  800  cm. 

sec  ;    125  ft.  per  sec. ; 

15. 

(1)  5  cm.  per  sec.  per  sec, 

100ft.  per  sec;  540,000 

(2)  1750  cm. 

ft. 

16. 

55t. 

EXERCISE  m.     Page  12. 


1.  600  units  of  velocity  ;  600. 

2.  600  ft.  per  sec. ;  600. 

3.  (1)  300  cm.   per  sec,  (2) 

18,000  cm.  per  sec. 


4. 
5. 

6. 
7. 
[431] 


(l)ift.  persec,  (2)^. 
(1)  0.5  ft.  per  sec,  (2)  ji^. 
10  minutes. 
1  sec. 


432 


ANSWERS. 


8.  (1)  6,  (2)  2,  (3)  ^,  (4)  i^.  13.  38,400. 

9.  (1)  50,  (2)  5000,  (3)  f,  (4)  14.  35,280. 

83 J.  15.  2:1. 

10.  (1)  1,  (2)  3600,  (3)  3600,  16.  1000. 

(4)60.  17.  1000. 

11.  (1)1200,(2)72,000,(3)720,  18.  1:2. 

(4)  12,  (5)  i.  19.  i. 

12.  (1)  30,  (2)  108,000. 

EXERCISE  IV.    Page  17. 


1.  100  cm.  per  sec. 

2.  20. 

3.  — 185  cm.  per  sec. 

4.  (1)  5,  (2)  165  cm.  per  sec, 

(3)  20  sec.  before  its 
velocity  was  100  cm. 
per  sec. 

5.  (1)  10  sec,  (2)  3J  sec. 

6.  (1)  550  cm.,  (2)  1  sec. 

7.  (1)1.5  sec,  (2)  11.25  cm. 

from  starting  point. 

8.  (1)  160  ft.,  (2)  250  ft.,  (3) 

90  ft. 

9.  156  ft. 

10.  20  ft.  per  sec.  per  sec. 

11.  (1)  12,  (2)  78  ft. 

12.  (1)  8  ft.  per  sec.  per  sec, 

(2)  10  ft.  per  sec,  (3) 
62  feet. 

13.  (1)  20  cm.    per  sec,    (2) 

—  5  cm.  per  sec.  per  sec. 

14.  6  ft.  per  sec.  per  sec. 


15.  -  32  ft.  per  sec.  per  sec. 

16.  2  sec.  ;  f  sec. 

17.  16.12  sec  or  81.88  sec 

18.  40  ft.  per  sec. ;  5  sec. 

19.  (1)  20  cm.  per  sec,  (2)  4 

sec. 
(1)  20  ft.  per  sec.  per  sec, 

(2)  200  ft.  per  sec. 
(1)6  sec,  (2)  144  cm. 
44  ft. 
(1)  40  ft.  per  sec,  (2)  35  ; 

25  ;  15  ;  5  ft.  per  sec. 
2:1. 

23|  ft.  per  sec. 
20  cm.   per  sec.  ;  20  cm. 

per  sec.  per  sec. 
27.  Yes,   if    the    body    starts 

from  rest. 
18  sec.  fi'om  the  time  the 

first  particle  was  at  the 

given  point ;  72  m.  from 

the  given  point. 


20. 

21. 
22. 
23. 

24. 

25. 
26. 


28. 


EXERCISE  V.     Page  26. 


(1)160  ft.  per  sec,  (2)320 

ft.  per  sec. 
(l)420ft.  per  sec,  (2)260 

ft.  per  sec. 
(1)  1960  cm.  per  sec,  (2) 

980  cm.  per  sec 
(1)256  ft.,  (2)  112  ft.,  (3) 

156J  ft. 
49  m. 
156J  ft^ 
(1)  400  ft.,  (2)  16  ft. 


8.  25  feet. 


9.  100  m. 

10.  (1)  U  sec.  and  4|  sec,  (2) 

3  sec. 

11.  (l)2|sec,  (2)  4^  sec 

12.  (1)6  sec,  (2)  5  sec 

13.  (1)  96  feet  per  sec.  (2)  126 

ft.  per  sec,  (3)  80  ft. 
per  sec. 

14.  (1)  36  ft.  per  sec,  (2)  20 

ft.  per  sec. 

15.  (1)  393V  ft.,  (2)  116.49  ft, 

per  sec, 


.ANSWERS. 
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16.  7  m.  per  sec. 

17.  (1)  29.4  m.  per  sec,  (2)  44.1 

m.  per  sec. 

18.  64  ft.  per  sec.  ;  5  sec. 

19.  (1)  50  ft.  per  sec,  (2)  150 

ft. 

20.  6sec. ;  176.4  m.  from  point 

of  projection. 

21.  6±3v/3sec 

22.  12  sec 

23.  (1)  204  ft.,  (2)  3  sec. 

24.  1.547  sec;  38.28  ft. 

25.  4  sec.  more. 


26.  In  1  sec.  from  instant  of 

projection. 

27.  (1)114  ft.,  (2)  144  ft. 

28.  67iffc- 

29.  522  ft. 

30.  224  ft. 

31.  160  ft. 

32.  2  sec 

34.  1936  ft. 

35.  1200  ft.  per  sec. 

36.  -i-it. 
4(1 

37.  n+Y  n'^  —  2n  sec. ;  gyiC^  —  ^n. 


EXERCISE  VII.      Page  36. 


1.  35  gm. ;  5  gm. 

2.  2  P  ;  2  Q. 

3.  39pds. 

4.  37  kgni. 

5.  18pds. 
0.  12  P. 

5.  12  pds.  and  16  pds. 


8.  20  gm.  and  48  gm. 

9.  6  pds.  and  3y'5  pds. 
IQ.  15  pds.  and  20  pds. 

11.  10  gni.  and  24  gm. 

12.  13  pds. 

13.  15  pds. 

14.  400  pds. 


EXERCISE   VIII.      Page  39. 


«^ 

(l)84pds.,(2)18.477pd.s.. 

11. 

2:1. 

(3)  5.176    pds.,    (4)   70 

12. 

v/6  pds. 

pds.,  (5)  8.789  pds.,  (6) 

13. 

50  pds.  acting  toward  the 

2.125   pds.,    (7)   18.915 

centre. 

pds.,  (8)  12.64  pds.,  (9) 

14. 

5^2   kgm.    at   135°   with 

?  pds.  north. 

first  force. 

3. 

17  pds. 

15. 

5:4. 

4. 

20  pds. 

16. 

10  and  26  pds. 

5. 

Forces  are  equal. 

17. 

|v''7  times  the  side  of  the 

6. 

8  gm. 

triangle. 

7. 

12  pds. 

26. 

Resultant    is   represented 

8. 

12  pds.  and  20  pds. 

byOD  =  2V3pds. 

9. 

JO  pds.  and  10^2  pds. 

31. 

(1)  V3  pds.,  (2)  Resulfcmt 

10. 

3  gm. ;  1  gm. 

is  represented  by  AD. 

EXERCISE 

IX. 

Page  45. 

1. 

(1)5/3  pds.,  (2)  5^2  pds., 

5. 

8^/3  and  8  pds. 

(3)  2.58  pds. 

6. 

#V3  pds. 

2. 

10^/3  and  10  pds. 

7. 

199.23  pds. 

3. 

6^/2  pds. 

8. 

98.48  pds. 

4. 

50^2  pds. 

11. 

(1)6  pds.,  (2)6  pds. 

28 


iM 

I                                                      ANSWERS. 

EXERCISE   X.      Page  49. 

1. 

3i/3  pds. 

7.  7.464  pds. 

2. 

22.2  or  10.56  pds. ;  makes 

8.  5.477  pds. 

with  the  first  force  an 

9.  10  P  toward  opposite  an- 

angle whose  tangent  is 

gular  point. 

§v/3or^^/3. 

10.  Equals  one  of  the  forces  in 

3. 

14  pds. 

the  direction  of  the  sixth 

4. 

28  pds.  nearly. 

side. 

5. 

3v/3  pds.  at  30°  with  third 
force. 

EXERCISE  XI.      Page  54. 

1. 

40  and  20^/3  pds. 

9.  4/3  pds. 

3. 

1  :  1  :  i/3. 

10.  3  p/ 2  pds. 

4. 

5  and  5i/3  pds. 

11.  100  pds. 

5. 

10  and  20  pds. 

12.  10/3  and  10  pds. 

6. 

2:1. 

.13.  (1)20/3  pds.,  (2)40  pds. 

7. 

10^2  ,„d      20 
1  +  1/3         1+1/3  *^ 

100            100       200 
14.  ^pds.  ;^3or^3pd8. 

2 

15.  (1)  /3  pds.,  (2)  1  and  /3 

8. 

73  P*^- 

pds.,  (3)  45°. 

EXERCISE 

XII       Page  62. 

4. 

120°  between  any  two  for- 

13. 60  pds  ;  25  pds. 

ces. 

14.  74  pds. 

6. 

(1)  120°,  (2)  90°. 

15.  6|  pds. 

7. 

1 :  1 :  V3. 

16.  6  pds. 

8. 

6  gm.,  6/3  gm. 
54^pds.  ;  6f  pds. 
7|  pds. ;  12|  pds. 

17.  6  pds.  ;  8  pds. 

9. 

18.  5  pds.  ;  13  pds. 

10. 

19.  12  pds. 

20 

20.  V3pds. 

11. 

v/3  P*^^- 

28.  X  lies  in  EH  produced  so 

12. 

38.4  pds.  ;  28.8  pds. 

that  AX=AE. 

EXERCISE 

XIII.      Page  67. 

1. 

6  pds. 

6.  (1)  8  pda,  (2)  32  pds. 

2. 

10/3  pds. 

7.  60  pds. 

3. 

5gm. 

8.  (I)    (50/3-5)    pds.,    (2) 

4. 

13  pds. 

(50/3  +  5)  pds. 

5. 

(l)30pds.,(2)30i/2pds., 

9.  (1)  2h  pds.,  (2)  7*  pds.,  (3) 

(3)  30/3  pds. 

(f/15-2i)pds. 

ANSWERS. 
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EXERCISE 

XIV.     Page  76. 

1,  2pd8.;  10.198  pds. 

8.  36  pds. 

2.  tV 

9.  10  pds. 

3.  4.714. 

10.  .732. 

4.  v/3.             /o 

5.  1/3;  1;    ^J- 

11.  24|pd8. 

12.  fv/3pds. 

1                3 

13.  .268. 

'V3- 

14.  30°. 

7.  11.732  pds. 

EXERCISE 

XV.     Page  Sa 

1.  (1)  4,  (2)  576. 

8.  20  kgm. 

2.  (1)  6,  (2)  54. 

9.  3lTVgm. 

3.  (1)  50,  (2)  500,000. 

10.  1.5  sq.  m. 

4.  (1)  0.2,  (2)  0.8. 

11.  U  in. 

5.  80  pds. 

12.  35437.5  gm. 

6.  ^a. 

13.  19191  pds. 

7.  SOjpds. 

14.  7  kgm 

EXERCISE 

XVI.      Page  89. 

1.  9.122  pds. 

10.  9  m. 

2.  0.0375  gm. 

11.  31i. 

3.  11.5  pds. 

12.  9  kgm. 

4.  2.3  gm.  per  sq.  mm. 

13.  (1)  230|  ft.,  (2)  1|  a 

5.  8:9. 

14.  30  ft. 

6.  1:100. 

15.  1360. 

7.  5:2:3. 

16.  73.53  cm. 

8.  4:6. 

17.  4100. 

9.  60  ft. 

18.  125  pds. 

EXERCISE  XVII.     Page  95. 

\.  5000  pds. 

10.  (1)  42,000  pds.,   (2)  3600 

2.  30.000  kgm. 

pds.,  (3)  24,000  pds. 

3.  3750  pds. 

U.  (1)  24,000  kgm.,  (2)  6000 

4.   107.500  kgm. 

kgm.,  (3)  10,500  kgm. 

5.  77,000  pds. 

12.  182,000  kgm. 

6.  37,500  pds. 

13.  On  each  vertical  face  187.5 

7.  72,000  kgm. 

pds.  ;     on    upper    face 

8.  (1)  250,000  pds.,  (2)  62,500 

156.25   pds.  ;  on  lower 

pds.,  (3)  187,500  pds. 

face  218.75  pds. 

9.  (1)  147,000  pds.,   (2)  48,- 

14.  (1)  212,500  pds.,  (2)  137, 

562*    pds.,    (3)    84,000 

500  pds.,  (3)  87,500  pds. 

pdsr,  (4)  63,000  pds. 

15.  27  kgm. 

43( 
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16. 

1500  pds. 

30. 

(1)9000 pds.,  (2)  2500 pds., 

17. 

31.25  pds. 

(3)  3000  pds. 

18. 

100  ft. 

31. 

(l)905|gm.,(2)1005fgm., 

19. 

8  m. 

(3)  son  gm. 

20. 

288  ft. 

32. 

193,526  gm. 

21. 

Upper  side  2^  in.   below 

33. 

(1)  1848  kgm.,  (2)  792  kgm., 

surface. 

(3)  1760  kgm. 

22. 

7.25  ft. 

34. 

817|  kgm. 

23. 

15  in. ;  top,  4.88  pds. ;  ver- 

35. 

8. 

tical   side,    6.37    pds.  ; 

36. 

18  in. 

bottom.  5.859  pds. 

37. 

400  gm. 

24. 

2:1. 

38. 

(1)  416  kgm.,  (2)  1104  kgm., 

25. 

(l)2.4gm.,(2)0.64gm.,(3) 

(3)  276  kgm.,  (4)  319.8 

0.48  gm. 

kgm.,  (5)  96.2  kgm. 

26. 

2:1. 

39. 

16:39. 

27. 

4:13. 

40. 

(1)  14  in.,  (2)  64  in. 

28. 

(1)  3080  kgm,,    (2)  8800 

41. 

2^/2  in.  from  the  surface 

kgm. 

of  the  liquid. 

29. 

(1)  11,160  gm.,  (2)  92,342f 
gm. 

EXERCISE  XVin.    Page  101. 

1. 

10  in. 

8. 

^f  Tj  of  height  of  one  arm. 

2. 

68  cm. ;  170  cm.;  255  cm. 

9. 

Water  6.047  in.  ;    alcohol 

3. 

2.427  ft. 

5.953  in. 

4. 

13.619. 

10. 

4|in. 

5. 

11:7. 

11. 

At  the  bottom  of  the  ver- 

6. 

15  cm. 

tical  tube  containing  th» 

7. 

1496  cu.  in. 

oU. 

EXERCISE 

XIX 

.      Page  105. 

1. 

(1)62.5  pds.,  (2) 237.5  pds. 

13. 

2  c.dcm. 

2. 

4.96  pds. 

14. 

6  cu.  ft. 

3. 

2.5  kgm. 

15. 

20  cm. 

4. 

5  gm.. 

16. 

16  oz.  ;  12  cu.  in. 

5. 

295  pds. 

17. 

(1)  100.078  gm.,  (2)  60  c. 

6. 

7  kgm. 

cm. 

7. 

6.5  kgm. ;  19993.5  kgm. 

18. 

159.14  gm. 

8. 

968.75  pds. 

19. 

311.9  gm. 

9. 

10  kgm. 

20. 

28.5  gm. 

10. 

n  + 108  pin. 

22. 

1.5  gm.   placed   with   tha 

11. 

14,000  kam. 

weights. 

12. 

100  pds. 

24. 

(1)  IJ  c.cm.,  (2)  1  c.cm. 
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EXERCISE  XX.    Page  107. 

^-  ^-^^^  *'^-  20.  Forces  are  equal, 

o    'L:^  „jn  21.  40f  lbs. 

"■       »i      ^    ■  22.  13^  lbs. 

?•  ?-^'^,l-  23.  (Ij30gm.,  (2)20gm. 

4.  5  c.dcm.  24.  1000.  ^     '  ^  ^       ^    ' 

S-  44  cu.  ft.  25.  3  cm.  edge. 

6.  f                                  -  26.  1:6. 

^-  f-6*-  27.  10.65  gm.  per  c. cm. 

^-  g- 5,     ,  28.  0.536  gm.  per  c. cm. 

9.  225  pds.  29.  4.75  in. 

10.  W2  c.cm.  30.  23.48  cm. 

11.  321  pds.  31,  10,000  cu.  ft. 

12.  520  gm.  32.  0  514. 

13.  42  gm.  33.  15  qz. 
^4.  9  pds.  34.  0.64  in. 
15.  430  pds.  35.  30  lbs. 
t2'  t\i^  "'•  37.  1.458  pds. 
18:2&'"  38.  (1)^2^604  pds.,  (2)2.007 
19.   125,000  pds.  39.  7.102  pds.  ;  50  pds. 

EXERCISE   XXI.     Page  114. 

^    ^os?i     /    ^"'-  ""^^'^^'^^^  ^^'=«'  2.28U  pds. 

6    24  ft^-^9''ft  •  71  ft  Z   "PPf  ^'''!'    ^'^*^^ 

D.   Z4  tt.,  J^  tt.,  75  «.  pds.  on  lower  face  ;   18, 

7.  76  cm.;  lo2  cm.;  304  cm.  66  ft 

q    fnq'^"^  '  ^^^  '"■'  ^^*  '"•  (^)  2,  92,016  kgm,  28,  (1) 

9.  1033.6  cm.  18,997.44     kgm.;'    2 

1     Jifr  Q                      r  ^^roQ.S  kgm. 

11.  1307.9  oz.  per  cu.  ft.  16.  2833^ 

\\  ^J?-23i«-  17.19.87  ft. 
io.   56f  ft. 

EXERCISE  XXII.     Page  lis. 

1-  (5)5:(6)5.  5    4 

2-  a)a)^(2)a)^(3)(|)s.  6.  ii:i. 

4.  (1)  (1)5x30  in.,  (2)  (1)13  8.'  75^12  gm. 

x30  m.,  (3)  (|)-0x30  10.  3:2. 

"1-  11.  10. 
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EXERCISE  XXm.     Page  124. 

1.  10.336  m.  4.  114^2  pds. 

2.  17  ft.  5.  486^  cm. 

3.  20f  pds.  6.  43i  sq.  in. 

EXEEOISE  XXIV.     Page  127. 

5.  34  ft.  H.     ,P 

6.  17  ft.  7^' 


,  QUESTIONS.     Page  152. 

1.  1118.04  ft.  per  sec.         4.  .952  sec. 

2.  4700  ft.  per  sec.  9.  1109^  ft.  per  sec. 

3.  6720  ft.  10.  30.34  in. 

QUESTIONS.     Page  160. 
8.  1  sec. ;  3  sec. ;  4  sec. 

QUESTIONS.     Page  164.     ,v 

4.  52  in.;  1109 J  ft.  per  sec.  5.  33,792  cm.  per  sec. 

QUESTIONS.     Page  179. 

1.  1,  ^,  \,  h  etc.  9.  Divided  by  2. 

3.  1,  I,  i,  I,  etc.  10.  From  C  to  G. 

5.  W,  fi  W,  ff  W,  etc.  '     11.  G  of  next  higher  octave. 

6.  1,  \,  \  I,  etc.  .       12,  Vibration-number  will  be 

7.  Equal.  i               halved. 

8.  80  pds.  /  13.  3^/10.5  :  ^1.%. 


QUESTIONS.     Page  197. 

1.  7^  in.  6.  41.55  cm.  ;    124.65  cm.  ; 

2.  Ii26.4  ft.  per  sec.  207.75  cm.  ;  83.1  cm.  ; 

3.  8.59  in.  ;  34.37  in.  166.2  cm. ;  249.3  cm. 
5.  3:2.  «^ 

j  QUESTIONS.     Page  219. 

3     1-  9:4.  5.  16. 

"T       2.  72:5.  ■  6.  2  ft.  from  candle. 

/       3.  121:400. 


i  ampere. 
^  ampere. 
208  ohms. 
.19  ohm. 
22  volts. 
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QUESTIONS.     Page  409. 
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6.  13.5  volts. 

7.  10  amperes. 

8.  3  ohms. 

9.  15  ohms  ;  15  ohms. 


QUESTIONS.     Page  411. 


1.  8^  amperes  ;  80  volts. 

2.  4  metres  ;  ^  ampere. 

3.  1  volt ;  1  volt  ;  102  volts. 


4.  50  volts ;  10  ohms. 

5.  1.2  amperes;  1.44  volts. 

6.  6  ohms  ;  4  ohms. 


QUESTIONS.     Page  417. 


72  ohms. 
52.008  ohms. 
3.13  ohms. 
0.9434  ohms. 
20.31  ohms.  __: 
14.337  ohnis.- 

7.  22.5  m. 

8.  136.9  yds. 
181i  m. 


9 


QUESTIONS 


10.  0.6  mm.         ^       /    /I 

11.  3.^eTBm._Ai^i±^^ 

12.  4:jl^  " 

13.  Sfohms. 
S."  1080  yas. 
17.  (1X^»W   ohms,   (2)    78.8 

Page  426. 


1.  3  amperes. 

2.  If  amperes ;  1^  amperes ; 
i^^     ^^i  amperes. 

''  '^     3.  f^mpere  in  each  case. 

4.  (a)  1.5  amperes,  (b)  0.1496 
ampere,"  (c)  1.2  amperes, 
(d)  0.702  ampere. 
-  ^  6.-  5  cells.     "^ 

7.  60  cells. 

8.  5  cells    in  series ;     0.027 

ampere. 

9.  10. 

10.  3  cells  in   each   group  in 

multiple. 

11.  6  cells  in   each  group  iu 

multiple. 


12.  4   cells  in   each  group  in 

multiple  ;  0.39  ampere; 
«>>    5.85  volts. 

13.  ^  cells  in   each  group  in 

multiple. 

15.  0.75  volts. 

16.  ^^5. 

17.  Through  X,  1.05  amperes  ; 

through  Y,  0.1909  am- 
pere ;  through  Z,  0.0207 
ampere  ;  through  all 
three  1.105  amperes. 

18.  1.07  volts ;  13  ohms ;  14.98 

volts. 

19.  1.3  ohms. 
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Acceleration,  defined,  11 ;  uniform, 
11  ;  measure  of  uniform,  11  ; 
unit,  11  ;  tendency  to,  21 

Acceleration  due  to  gravity,  mea- 
sure of,  22 

Action,  local,  312 

Air  columns,  vibration  of  ;  in 
stopped  pipes,  193  ;  in  open 
pipes,  194 

Air-pump,  116 ;  construction  of, 
116;  action  of,  117 

Ampere's  theory  of  magnetism, 
357 

Ampere,  unit  of  current,  408 

Angle,  of  repose,  73  ;  of  inci- 
dence, 222  ;  of  reflection,  222  ; 
of  refraction,  243  ;  critical,  250 

Anion,  328 

Anode,  328 

Arc  lamp,  404 

Attraction,  laws  of  magnetic,  273 

Arrangement,  multiple  of  cells, 
42  ;  multiple-series  of  cells,  422; 
series  of  cells,  419  ;  best  arrange- 
ment of  cells,  423 

Axis,  principal,  and  secondary,  of 
spherical  mirrors,  232 

Barometer,  cistern,    112;    siphon, 

113 
Beam  of  light,  200 
Beats,  163 


Bells,  electric,  363 

Bichromate   cell,  318 

Bramah's  press,    construction   of, 

125  ;  action  of,   126 
Bridge,  Wheatstone,  412 
Bunsen's,  grease-spot  photometer, 

217 ;  cell,  321 
Buoyancy,  of  fluids,    103  ;  centre 

of,  107 

Cell,  simple  voltaic,  303  ;  Smee's, 
317 ;  Grenet,  or  bichromate, 
318  ;  Grove's,  320  ;  Bunsen's, 
321  ;  Leclanche's,  gravity,  322  ; 
DanieU's,  324  ;  storage,  or  sec- 
ondary, 339 

Centre,  of  curvature,  232 ;  of  figure, 
232 

Chord,  major,  173 

Colour,  of  object,  due  to  selective 
absorption,  265 

Compass,  mariner's,  297 

Components,  of  two  forces  in  two 
given  directions,  43 

Composition  of  forces,  30 

Conductors,  and  non-conductors, 
308 

Consonance,  156 

Critical  angle,  250 

Currents,,  laws  of,  354  ;  measure- 
ment of  strength  of,  365  ;  indue- 
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tion,  373 ;  primary  and  second- 
ary,  377 ;    direct  and   inverse, 
377  ;  extra,  382 ;  unit  of,  408 
Curvature,  centre  of,  232 ;  radius 
of,  232 

Daniell's  cell,  324 

Displacement,  definition  of,  2  • 
determination  of,  3  ;  magnitude 
of,  3  ;  time- rate  of,  3 

Diatonic  scale,  172  ;  intervals  of, 
174 

Dipping-needle,  296 

Dynamo,  principle  of,  387  ;  de- 
scription of,  391  ;  series-wound, 
391,  393  ;  shunt-wound,  391,  393 

Echoes,  160 

Electrified  bodies,  positively  and 
negatively,  302 

Electromotive  series,  311 

Electromotive-force,  312  ;  unit  of, 
408 

Electrodes,  328 ;  polarization  of, 
339 

Electrolytes,  328 

Electrolysis,  327  ;  of  water,  329  ; 
of  hydrochloric  «cid,  329 ;  of 
salts,  330  ;  theory  of,  333 ;  in 
the  voltaic  cell,  335 

Electro-magnets,  350 

Electroplating,  336 

Electrotyping,  337 

Equilibrium,  33  ;  conditions  of  any 
number  of  forces  at  a  point,  61  ; 
three  forces  at  point,  67  ;  limit- 
ing, 69  ;  of  fluids  under  gravity, 
86  ;  of  liquids  of  unequal  density 
in  bent  tube,  100  ;  of  a  body 
acted  upon  by  fluid  pressure, 
107 

Equivalents,  electro-chemical,  343  | 


Fields  (magnetic),  288  ;  superposi- 
tion of,  290 ;  due  to  electric 
current,  347 

Focus,  principal,  233,  265;  real, 
and  virtual,  256  ;  conjugate 
foci,  267 

Force,  nature  of,  30;  representa- 
tion of  a,  30 ;  resultant  and 
component  forces,  32 

Forces,  equilibrium,  33  ;  parallelo- 
gram of,  34 ;  resolution  of,  43 ; 
resolved  part  of,  43 ;  triangle, 
56  ;  triangle  of,  converse,  58 ; 
polygon  of,  59 

Friction,  66 ;  direction  and  mag- 
nitude of,  66 ;  limiting,  68 ; 
laws  of  limiting,  69  ;  co-efficient 
of,  71  ;  limiting  angle  of,  73 

Fundamental  note,  172 

Galvanometers,  365  ;  the  astatic, 
365  ;  the  tangent,  367 

Galvanoscope,  306  ;  construction 
of,  307 

Gravity  cell,  322 

Grenet  cell,  318 

Grove's  cell,  320 

Grotthuss  and  Clausius'  hypo- 
theses, 333 

Grouping,  of  cells,  419  ;  of  incan- 
descent lamps,  404 ;  of  arc 
lamps,  406 

Harmonic  scale,  1 72  ;  harmonics, 
172  ;  harmonic  triad,  173 

Heating  effect  of  electric  current, 
401 

Hydrostatic,  press,  82  ;  paradox, 
82 

Hluminated  bodies,  200 
Illumination,  intensity  of,  213 
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Illuminating  power,  213  ;  measure 
of,  214;  comparison  of,  217 

Images,  by  means  of  small  aper- 
tures, 206  ;  from  plane  mirrors, 
224 ;  virtual  and  real,  226 ; 
multiple,  in  inclined  mirrors, 
228  ;  multiple,  in  parallel 
mirrors,  23 1  ;  formed  by  concave 
and  convex  mirrors,  236 ; 
formed  by  concave  and  convex 
lenses,  259 

Incandescent  lamp,  403 

Induction,  magnetic,  282  ;  pheno- 
mena of,  282  ;  precedes  attrac- 
tion, 283  ;  explanation  of,  284.; 
of  currents,  373 ;  laws  of  cur- 
rent, 381  ;  self,  381 ;  coil,  Ruhm- 
korff,  384 

Insulator,  310 

Interference  of  sound-waves,  162 

Kathode,  328 

Ration,  328 

Key,  Telegraph,  358 

Lamp,  arc,  404  ;  incandescent,  403; 
grouping  of,  404,  406 

Lateral  inversion,  228 

Leclanche's  cell,  321 

Lens,  253  ;  converging,  or  convex, 
253  ;  diverging,  or  concave,  254 ; 
axis  of  a,  optical  centre  of  a, 
and  focus  of  a,  255 

Light ;  nature  of,  199  ;  ray,  pencil, 
and  beam  of,  200  ;  rectilinear 
propagation  of,  206 ;  laws  of 
reflection  of,  221,  222;  laws  of 
refraction  of,  242,  245  ;  index  of 
refraction  of,  245  ;  total  reflec- 
tion of,  248  ;  phenomena  of 
total  reflection  of,  249 ;  undu- 
latory  theory  of,  267 


Lodestone,  272 

Loops,  in  strings,   180  ;  in  pipes, 

190  ;  in  organ  pipes,  192 
Luminous  bodies,  200 

Magnet,  natural  and  artificial, 
271  ;  poles  of  a,  272  ;  neutral 
line  or  equator  of  a,  273  ;  elec- 
tro, 350  ;  laws  of,  352 

Magnetic,  body,  274 ;  induction, 
282  ;  field,  288  ;  lines  of  force, 
288  ;  fields,  superposition  of, 
290  ;  needle,  declination  of  the, 
294  ;  needle,  inclination,  or  dip, 
of  the,  295 

Magnetism,  the  earth's,  294  ;  Am- 
pere's theory  of,  357 

Magnetization,  272 ;  methods  of, 
285 

Manometric  flames,  195 

Measurements,  electrical  408  ;  of 
resistance,  412 

Medium,  of  transmission  of  sound, 
139  ;  solid,  139  ;  liquid,  140 ; 
elastic,  145  ;  velocity  of  sound 
dependent  on  the  elasticity  and 
density  of,  149 ;  intensity  of 
sound  dependent  on  density  of, 
185  ;  reflection  of  sound  by 
change  of  density  of,  159 

Microscope,  simple,  262 

Mirrors,  concave  and  convex  spher- 
ical, 232 

Morse  code  of  signals,  362 

Motion,  defined,  2  ;  relative,  2 ; 
vibratory,  or  oscillatory,  129  ; 
periodic,  129  ;  wave,  141 

Motor,  electric,  396 

Multiple  arrangement  of  cells,  420 

Multiple-series  arrangement  of 
cells,  422 
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Musical  sounds  and  noises,  166  ; 
note,    167;    sounds,    limits    of, 

171  ;  interval,  172 

Musical    scales,    171  ;   harmonic, 

172  ;  diatonic,  or  natural,  173  ; 
of  equal  temperament,  175 

Needle,  declination  of  the  mag- 
netic, 294  ;  inclination  or  dip  of 
the,  295  ;  dipping,  296 

Newton's  disc,  264 

Nodes,  or  nodal  points,  135;  in 
strings,  180;  in  pipes,  190;  in 
organ  pipes,  192 ;  in  closed  pipes, 
193  ;  in  open  pipes,  194 

Octave,  172;  designation  of,  174 

Ohm's  Law,  408 

Ohm,  unit  of  resistance,  408 

Opaque  bodies,  200 

Optical  bench,  219 

Organ  pipes,  191 

Overtones,  182  ;  of  pipes,  192 

Pascal's  theory,  86 

Pencil  of  light,  200 

Penumbra  of  a  shadow,  210 

Photometer,  Rumford's  shadow, 
215  ;  Bunsen's,  grease-spot,  217 

Pitch,  166;  of  any  note,  determin- 
ation of,  168  ;   standard  of,  174 

Polarity,  271 

Polarization,  of  a  cell,  312; 
methods  of  preventing,  316 

Poles,  of  a  magnet,  272  ;  neutrali- 
zation of,  275 ;  two  poles  of  a 
magnet  inseparable,  275  ;  conse- 
quent, 279 

Polygon  of  forces,  59 

Position,  designation  of,  1 


Potential,  300 ;  defined,  301  ;  fall 
of  in  a  circuit,  410 

Potential  series,  311 

Press,  Bramah's,  construction  of, 
125;  action  of,  126 

Pressure,  normal,  66  ;  fluid,  at  a 
point,  78  ;  at  a  point  within  the 
mass  of  a  fluid,  80;  laws  of 
fluid,  80;  transmission  of,  81; 
of  liquid,  at  rest  under  gravity, 
86,  87  ;  whole,  on  a  plane,  meas- 
ure of,  91  ;  resultant  vertical, 
103 

Prisms,  252 

-Pulse,  of  rarefaction,  and  of  con- 
densation, 144 

Pump,  air,  116;  common,  con- 
struction and  action,  120  ;  force, 
122  ;  common,  tension  of  piston- 
rod  of,  123;  force,  tension  of 
piston-rod  of,  123 

Quality  of  sound,  166,  182 

Hay  of  light,  200  ;  incident  and 
reflected,  222  ;  refracted,  243 

Reduction  of  ores,  electrical,  338 

Reflection  of  light  ;  laws  of,  221  ; 
angle  of,  222  ;  total,  248  ;  pheno- 
meua  of  total,  249 

Reflection  of  sound,  158  ;  from 
concave  surfaces,  159;  by  change 
of  density,  159 

Refraction  of  light ;  laws  of,  242, 
245  ;  angle  of,  243  ;  index  of, 
245  ;  phenomena  of,  245  ;  effects 
produced  by,  246 ;  in  prisms, 
252  ;  through  lenses,  253 

Relay,  telegraph,  359 

Repulsion,  laws  of  magnetic, 
273 
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Resistance,  308 ;  unit  of,  408  ; 
measurement  of,  412 ;  laws  of, 
416  ;  specific,  416  ;  and  tempera- 
ture, 417 

Resonance,  184 

Resonators,  186 

Resultant,  32  ;  of  any  number  of 
forces,   43 

Retentivity  of  magnetism,  287 

Ruhmkorff  's  induction  coil,  384 

Rumford's  shadow  photometer,  215 

Scale  of  equal  temperament,  175 

Semi- tone,  major,  174 

Series  arrangement  of  cells,  419 

Shadows,  209 

Siphon,  construction  of,  126  ;  ex- 
planation of,  127 

Siren,  168 

Smee'scell,  317 

Solenoid,  348  ;  use  of,  352 

Sonometer,  176 

Sound,  129  ;  caused  by  Adbration, 
132  ;  origin  and  nature  of,  138  ; 
medium  of  transmission,  139 ; 
transmitted  by  solids,  139 ; 
transmitted  by  liquids,  140; 
transmitted  by  elastic  media, 
145  ;  velocity  of,  dependent 
on  elasticity  and  density  of 
medium,  149 ;  velocity  of,  in 
air,  150  ;  intensity  of,  dependent 
on  amplitude  of  vibration,  154  ; 
intensity  of,  dependent  on  den- 
sity of  medium,  155  ;  intensity 
of,  dependent  on  distance,  1 55  ; 
reinforcement  of,  156  ;  reflection 
of,  158  ;  reflection  of,  from  con- 
cave surfaces,  1 59  ;  reflection  of, 
by  change  of  density,  159  ;  — 
waves,     interference    of,     162 ; 


beats,      163 ;      musical,      166 ; 
musical,  limits  of,  171 

Sounder,  telegraph,  359 
Spectrum,  263 

Storage  or  secondary  cell,  339      ' 
Surface   of  liquid    at  rest    under 
gravity,  88 

Telegraph,  the  electric,  358  ;  action 
of,  360 

Telephone,  principle  of,  398  ;  con- 
struction of,  398 ;  action  of, 
400  ;  transmitter,  399  ;  receiver, 
399 

Timbre,  166,  182 

Tones,  major-,  and  minor-,  174  ; 
major  semi-,  174 

Transformer,  386 

Translucent  bodies,  200 

Transparent  bodies,  200 

Triangle  of  forces,  56 ;  converse 
of,  58 

Umbra,  of  a  shadow,  210 
Unit  current,  342 

Velocity,  1  ;  defined,  3  ;  uniform, 
3 ;  measure  of,  4  ;  unit,  4  ; 
measure  of  velocity  of  moving 
point,  4  ;  at  an  instant,  6  ;  aver- 
age, 6  ;  variable,  measure  of,  7  ; 
of  body,  to  find,  23  ;  of  the 
transmission  of  sound,  149  ;  of 
sound,  in  air,  150  ;  of  sound,  in 
a  liquid,  and  in  a  solid,  151 

Vibration,  129 ;  period  of,  129 ; 
viln-ation-number,  or  frequency, 
amplitude  of,  310  ;  direction  of, 
130;  transverse  and  longitudi- 
nal,    130 ;     torsional,     131  ;    of 
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strings,  132  ;  of  rods,  132  ;  of  a 
tuning-fork,  133  ;  of  plates,  137; 
of  air-columns,  137  ;  sonorous, 
138;  intensity  of,  lo-l;  trans- 
verse of  strings  and  wires,  laws 
of,  177  ;  of  air  in  closed  tubes, 
187  ;  of  air  in  open  tubes,  189 
Volt,  unit  of  electromotive-force, 
408 


Voltaic   cell,   303  ;    simple,    303  ; 

common,  317 
Voltameters,    342  ;    silver,    343  ; 

copper,  34S  ;  watei ,  344 

Wave-Jength,   142  :  detemmation 

of,  163 
Waves,    143  ;    transverse,     l41  ; 

longitudinal,   143 


Wheatsrone  Bridge,  412 
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